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Eeport  upon  the  Meteorology  of  London,  in  relation  to  tlie 
Cholera-Epidemic  of  1853-4.    By  Mr.  Glaisher. 


Sjjj^  Lewisham,  March  8,  1855. 

In  the  Report  upon  the  Meteorology  of  London,  and 
its  relation  to  the  epidemic  of  Cholera,  which  I  have  the 
honour  to  submit  to  you,  I  have  endeavoured  to  carry  out  the 
different  investigations  you  considered  desirable,  as  sketched 
in  your  several  letters  to  me. 

The  Observations  were  made  by  the  gentlemen  whose 
names  appear  in  the  Report ;  their  reduction  and  formation 
into  Tables,  and  the  drawing  of  the  Diagrams,  were  per- 
formed under  the  superintendence  of  Mr.  WiUiam  Richardson, 
the  Assistant  Secretary  of  the  British  Meteorological  Society. 
All  these  duties  were  performed  with  care  and  ability. 

I  have  the  honour  to  be.  Sir, 

Your  obedient  servant, 

James  Glaisher, 
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An  accurate  detennination  of  these  elements  was  found  essential 
to  the  prosecution  of  the  inquiry,  and  it  subsequently  proved  desirable 
to  institute  a  careful  comparison  of  each  subject  with  its  average 
values  from  a  long  series  of  years. 

Names  and  Positions  of  Meteorological  Stations,  and 
Names  of  Observers. 


JTame  of  Station. 


Crystal  Palace,  Sydenham 


Lewistam 


Eoyal  Observatory 
Bexley  Heatli 

Brixton  Eoad 

Camberwell  -  -  - 
Battersea  -  -  - 
Dreadnought  Hospital 

Ship 
*Bermondsey 
Mllbank  Prison  - 


Consumption 
Brompton  - 


Hospital, 


General  Board  of  Health, 

mitehall. 
St.  Thomas'  Hospital 

Poplar-       -       .  - 
Guildhall  - 
General  Eegistry  Office, 
Somerset  House. 

St  Giles'  Workhouse  - 
Chiswell  Street  Brewery 
St.  Mary's  Hospital 
Bethnal  Green 
St.  John's  Wood  - 

St.  Pancras 

Highgate  -  -  - 
Enfield  Vicarage  - 


Latitude. 


o  / 

51.27N. 


51.  28 


Longitude. 


Approx, 
Height 
above 
Sea. 


o  / 

0.  4W. 
0.  IW. 


0 1.  J,o 

0. 

0 

159 

0  i.  JiO 

0.  IDE. 

2 10 

51.28 

0. 

6W. 

350 

51.28 

0. 

5 

15 

51.29 

0.  10 

15 

51.29 

0. 

1 

20 

Di,  ^xf 

0 

51.29 

0. 

8 

15 

51.29 

0.  10 

20 

51.30 

0. 

7 

20 

51.30 

0. 

5 

60 

51.30 

0. 

0 

20 

51.30 

0. 

5 

40 

51.30 

0. 

7 

30 

51.30 

0. 

8 

20 

51.  30 

0. 

5 

96 

51.30 

0.  10 

126 

51.31 

0. 

3 

20 

51.31 

0.11 

150 

51.  31 

0. 

8 

40 

51.32 

0.  10 

420 

51.39N. 

0. 

5W. 

100 

Eeet. 
300  ? 
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Names  of  the  Observers. 


Under  the  superintendence  of 
George  Grove,  Esq.,  secre- 
tary. 

W.  Richardson,  Esq.,  Assist- 
ant Secretary,  British  Me- 
teorological Society. 

The  Astronomer  Royal. 

Elaxman    Spurrell,  Esq, 
M.R.C.S. 

Francis  Boyle  Garty,  Esq., 
M.R.C.S. 

William  Searle,  Es.q. 

James  Griffin,  Esq. 


Captain  Sanders,  B.N. 

 Martin,  Esq. 

Mr.  E,.  J.  Gould,  under 


the 


superintendence  of  Dr.  Baly. 

Vertue    Edwards,  Esq., 

M.R.C.S. 
J.  F.  Campbell,  Esq.,  and  John 

C.  Hailes,  Esq. 

R.  D.  Thomson,  Esq.  -,  M.D.; 
F.R.S.,  L.  &  E.;M.B.iI.S. 

W.  J.  Bain,  Esq  ,  M.D. 

Frederick  SingletonKnott,  Esq. 

William  Clode^  Esq.,  under  the 
Superintendence  of  the  Re- 
gistrar General. 

William  Bennett.  Esq.,  M.D. 

Walter  Fletcher,  Esq. 

William  Copney,  Esq. 

Thomas  Austen,  Esq. 

George  Leacb,  Esq.,  President 
B.M.S. 

Charles  Worrell,  Esq. 

Dr.   Sutherland,  Inspector 

General. 
Kev.  J.  M.  Heath,  ILA, 

M.B.M.S. 


The  instruments  consisted  of 
A  Dry  Bulb  Thermometer, 
A  Wet  Bulb  Thermometer, 
A  Maximum  Thermometer, 
A  Minimum  Thermometer, 
Moffat's  Ozone  Test  Papers, 
Schonbein's  Ozone  Test  Papers,  ^ 


at  all  the  stations. 
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An  Electrometer  in  addition  at  six  stations. 
A  Barometer  in  addition  at  seven  stations. 
A  Eain  Gauge  in  addition  at  nine  stations. 

The  instruments  were  all  previously  compared  with  standards,  and 
then-  index  errors  exactly  determined,  under  my  own  superintendence. 

The  stations  at  Sydenham,  Lewi  sham,  Greenwich,  Bexley, 
Brixton,  St.  Thomas's  Hospital,  Chiswell  Street,  St.  Mary's  Hospital, 
St.  John's  Wood,  and  Enfield  Vicarage,  were  already  supplied  with 
instruments ;  Dr.  Baly  at  Millbank,  the  President  of  the  Board  of 
Health,  and  the  Registrar  General,  furnished  themselves  with 
instruments  for  this  inquiry,  and  the  instruments  were  furnished  by 
the  Board  of  Health  to  Camberwell,  Battersea,  Dreadnought  Hospital 
Ship,  Bermondsey,*  Brompton,  Poplar,  Guildhall,  St.  Giles,  Bethnal 
Green,  St.  Pancras,  and  Highgate. 

Plan  of  Observations. 

To  obtain  a  tolerable  approximation  to  the  laws  of  the  distribution 
of  temperature,  humidity,  &c.,  within  a  few  weeks,  it  was  essential 
that  every  precaution  should  be  adopted  to  ensure  the  most  perfect 
comparability  of  results.  To  this  end  the  instruments  selected  were 
uniformly  good,  and  were  placed  for  the  most  part  by  myself  at  each 
station,  in  the  best  position  the  observer  could  command ;  personal 
instructions  were  given  with  regard  to  instruments  and  the  method 
of  recordhig  observations,  and  were  repeated  till  the  observer  had 
acquired  the  power  of  observing  with  accuracy. 

It  was  desirable  that  the  plan  of  observation  should  be  the  least 
onerous  to  give  the  required  inforniation.  A  plan  of  simultaneous 
observations  I  found  to  be  incompatible  with  the  various  avocations 
of  iny  corps  of  observers.  For  the  same  reason  1  was  forced  to 
content  myself  in  some  cases  Avith  one  set  of  observations  daily,  but 
for  the  most  part  I  succeeded  in  obtaining  two,  and  in  a  few  cases  as 
many  as  three  sets  daily.  The  following  Table  sJioavs  the  times  of 
observation  at  the  several  stations. 


Name  of  Station. 

Times  of  Observation. 

Crystal  Palace          _          _  _ 
Lcwisham      -          -          -  „ 
Royal  Observatory    -          -  .. 
Bexley  Heath           _          _  _ 
Brixton  Road           _          -  - 
Camberwell  -          -          -  - 
Battersea       .          -          _  - 
Dreadnought  Hospital  Ship  - 

9  a.m.  and  3  p.m. 
9  a.m.  and  3  p.m. 
9  a.m.  noon,  3  and  9  p.m. 
9  a.m.  and  9  p.m. 
11  a.m. 

9  a.m.  and  3  p.m. 
9  a.m.  and  3  p.m. 
9  a.m.  3  and  9  p.m. 

*  No  observation  was  received  from  this  most  important  station.  I  much  regret  that 
Mr.  Martin  did  not  signify  to  me  his  reluctance  or  inabihty  to  discharge  the  duties  of  an 
observer.  I  should  have  then  taken  steps  to  secure  observations  from  this  particular 
locality. 

A  2 
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Name  of  Station. 


Millbank  Prison        -  -  ' 

Consumption  Hospital,  Brompton  - 
General  Board  of  Health,  Wliiteliall  - 
St.  Thomas'  Hospital 
Poplar  - 

Guildhall      -          -  ;  : 

General    Pvcgistry   Office,  Somerset 

House        -          -  "  " 
St.  Giles'  Workhouse  - 
Chiswell  Street  Brewery 

St.  Mary's  Hospital   -          -  " 

Bethnal  Green           -           -  " 

St.  John's  Wood        -           -  " 

St.  Pancras   -          -          -  " 

Highgate  -  -  "  " 
Enfield  Vicarage 


Times  of  Observation, 


9  a.m.  and  4  p.m. 
9  a.m.  and  3  p.m. 

10  a.m.  and  4  p.m. 

1 1  a.m.  and  3  p.m. 
9  a.m.  and  5  p.m. 

1 1  a.m.  and  4  p.m. 


11  a.m. 
10  a.m. 

9  a.m. 

9  a.m. 

9  a.m. 

9  a.m. 

9  a.m. 

9  a.m. 

9  a.m. 


and 
and 
and 
and 
and 
and 
and 
and 


p.m. 
p.m. 
p.m. 
p.m. 
p.m. 
p.m. 
p.m. 
p.m. 


Reduction  of  the  Observations. 

At  the  end  of  eacli  week  the  observations  were  forwarded  to  me. 
The  first  step  in  their  reduction  was  the  examination  of  every  reading 
-in  comparison  with  all  others  taken  at  about  tlie  same  time ;  the 
second  was  the  application  of  index  errors ;  corrections  for  diurnal 
rano-e;  and  all  necessary  corrections  and  calculations  to  deduce  the 
mean  daily  value  of  each  element  of  investigation.  The  ^eekly 
means  of  Ihe  daily  values  were  next  taken,  and  the  following  iables 
formed. 

I  will  now  proceed  to  discuss  the  results  of  each  element 
.  separately. 

Atmospheric  Pressure. 

Table  I.  contains  the  weekly  means  of  the  observed  readings  of  the 
T)arometcr,  corrected  for  capillarity,^  index  errors,  diurnal  range, 
and  reduced  to  the  temperature  of  32"'. 
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The  numbers  in  tlie  lower  line  show  the  weekly  pressure  of  the 
atmosphere  over  the  metropolitan  districts  at  the  level  of  the  sea. 
They  are  not  remarkable  till  the  second  week  in  August:  the  pressure 
then  exceeded  30  inches,  and,  with  the  exception  of  a  slight  defect 
(0-032  in.)  in  the  following  week,  it  exceeded  30  inches  in  each  suc- 
ceeding week  till  the  end  of  September.  The  pressure  during  the 
first  and  second  weeks  in  September  was  remarkably  high,  exceeding 
30i  inches  in  botli  weeks ;  it  decreased  in  the  third  week,  and  in- 
creased in  both  of  the  following  weeks.  It  was  low  in  the  last  two 
weeks  in  October,  very  high  in  the  first  two  weeks  in  November, 
low  in  the  last  two  weeks,  and  afterwards  variable. 

By  comparing  the  numbers  at  the  several  stations,  it  will  be  seen, 
as  might  have  been  expected  over  so  small  a  space  as  the  metropolis, 
that  the  atmosphere  has  been  evenly  distributed.  It  will,  therefore, 
be  necessary  to  trace  the  successive  maxima  and  minima  of  atmospheric 
pressure  from  one  station  only.  They  are  recorded  in  the  following 
Table. 

TABLE  III.— Showing  the  successive  Maxima  and  Mikima  TtEADiNGS 
of  the  Baeobieter  in  London,  at  the  Level  of  the  Sea. 


Difiference  between 

Month,  Day,  and 

successive  Readings. 

successive 

HOUE. 

Maxima  and 

Minima. 

Increase. 

Decrease. 

1854  : 

in. 

in. 

in. 

July  1-9  a.m.  - 

29-927 

•088 

2    -  11  a.m.  - 

30-015 

•395 

4    -    3  p.m.  - 

29-620 

-210 

8    -  noon 

29-830 

•043 

9-1  p.m.  - 

29-787 

•190 

10-9  p.m.  - 

29-977 

•122 

12    -    9  a.m.  - 

29-855 

-051 

13    -  noon 

29-906 

•116 

14    -    3  p.m.  - 

29-790 

•358 

16    -  11  a.m.  - 

30-148 

•138 

18    -    3  p.m.  - 

30-010 

•262 

22    -    9  a.m.  - 

30-272 

•172 

25    -  noon 

30-100 

•160 

28    -    9  a.m.  - 

30-260 

•558 

31    -    9  p.m.  - 

29*702 

•448 

Aug.  6    -  11  p.m  - 

30-150 

•305 

10-3  p.m.  - 

29-845 

•182 

11    -    9  p.m.  - 

30-027 

•235 

14-9  a.m.  - 

29 • 792 

•423 

18    -    9  p.m.  - 

30-215 

•405 

21    -    9  p.m.  - 

29-810 

•385 

23    -    9  a.m.  - 

30-195 

•239 

24-3  p.m.  - 

29-956 

•559 

28    -    9  a.m.  - 

30-515 

•328 

30-9  p.m.  - 

30-187 

•261 

Sept.  3    "   9  a.m.  - 

30-448 

Table  III. — Successive  Maxima  and  Minima  Eeadings,  &c. — cont. 


Headings 

Difference  'between 

Month, 

Day,  and 

of  Barometer; 
successive 

successive 

Readings. 

Hour. 

Maxima  and 

Minima. 

Increase. 

Decrease. 

1854: 

in. 

in. 

in. 

Sent.  3 

9  a.m.  - 

30-448 

•078 

4 

-    3  p.m.  - 

30-370 

•133 

5 

noon 

30-503 

•275 

9 

-    3  p.m.  - 

I; 

30-228 

-057 

10 

9  a.m.  - 

30-285 

•520 

14 

9  a.m.  - 

29-765 

•268 

15 

-■    9  a.m.  - 

30-033 

•175 

16 

-    9  p.m.  - 

29-858 

•332 

18 

-  noon 

30-190 

•210 

20 

-  noon 

29-980 

•418 

22 

-    9  a.m.  - 

30-398 

•291 

24 

1  p.m.  - 

30-107 

•333 

26 

-    9  a.m.  - 

30-440 

•293 

29 

-    3  p.m.  - 

30-147 

•129 

Oct.  1 

-  10  a.m.  - 

30-276 

'471 

3 

-    9  a.m.  - 

29-805 

•165 

3 

-    9  p.m.  - 

29-970 

•400 

5 

3  p.m.  - 

29-570 

•568 

7 

-    9  p.m.  - 

30-138 

•378 

9 

9  a.m.  - 

29-760 

•855 

13 

-    9  a.m.  - 

30-615 

i^333 

18 

-    9  a.m.  - 

29-282 

•560 

19 

-  noon 

29-842 

•422 

20 

-    3  p.m.  - 

29-420 

•267 

21 

-    9  p.m.  - 

29-687 

•640 

25 

3  p.m.  - 

29-047 

1^359 

27 

-    9  p.m.  - 

30-406 

-224 

29 

-  10  a.m.  - 

30-182 

•170 

29 

-    9  p.m.  - 

30-352 

•227 

31 

-    9  a.m.  •• 

30-125 

•337 

Nov.  1 

-    9  p.m.  - 

30*462 

•399 
•511 

5 
7 

-  10  a.m.  - 

-  noon 

30-063 
30-590 

•527 

11 

-    9  a.m.  - 

30-079 

•231 

12 

-    3  p.m.  - 

30-310 

1-252 

16 

-    9  a.m.  " 

29-058 

1^157 

20 

-    9  a.m.  - 

30-215 

1-227 

22 

-    3  p.m.  - 

28-988 

1-122 

27 

-    9  p.m.  - 

30-110 

•851 

29 

->    9  p.m.  - 

29-259 

.•325 

30 

-    9  a.m.  - 

29-584 

•334 

30 

~    9  p.m.  - 

29-250 

■837 

Dec.  2 

-    9  p.m.  - 

30-087 

•255 

3 

~    9  p.m.  - 

29-832 

•281 

4 

-  noon 

30-113 

•728 

5 

-    9  p.m.  - 

29-385 

8 


Table  111.  — Successive  Maxima  and  Minima  Rcatlings,  k.c.—cont. 


MoxTir,  Day,  and 

HOUH. 


1854  : 
Dec.  5 
7 
9 
10 
11 
13 
14 
14 
16 
17 
18 
19 
20 
21 
22 
23 
25 
29 


9  p.m. 
9  p.m. 
9  a.m. 
10  p.m. 

9  p.m. 
9  a.m. 
3  p.m. 
9  p.m. 
9  a.m. 

10  a.m. 
9  a.m. 
noon 
9  a.m. 
9  a.m. 
9  p.m. 
9  a.m. 

11  a.m. 
■    9  p.m. 


Readings 
of  Barometer ; 
successive 
Maxima  and 
Jliniraa. 


Diiference  between 
successive  Headings. 


Increase. 


Decrease. 


in. 

29-  385 

30-  248 

29-  498 

30-  122 

29-  974 

30-  270 

29-  998 

30-  093 

29-  784 

30-  019 
29-037 
29-818 

29-  461 

30-  187 
29-738 
29-983 

29-  660 

30-  557 


jn. 

•863 

•624 

•296 

•095 

•235 

•774 

•726 

•245 

•897 


in. 

•750 

•148 

•272 

•309 

•982 

•350 

•449 

•323 


The  numbers  in  the  second  column  of  this  Table  give  the  reading 
of  the  barometer  on  the  passage  of  the  anterior  and  posterior  troughs, 
as  well  as  the  crest  of  every  wave  of  ah-  that  passed  over  the  metro- 
polis from  July  to  December;  the  numbers  m  the  third  column 
show  the  difference  of  readings  between  the  passage  of  the  antenoi 
trouo-h  and  the  crest,  and  those  iu  the  last,  the  diiference  between  the 
crest  and  posterior  trough.  The  difference  between  the  numbers  m 
the  first  column  shows  the  rapidity  of  the  motion  of  the  wave. 

In  considering  the  observations,  nothing  very  peculiar  pi;esents 
itself  till  toward^s  the  end  of  August,  till  which  tune  a  number  ot 
small  waves  only  had  passed.    The  readings  were  remarkable  from 
the  end  of  August  till  September  10,  indicating  a  dense  atmosphere 
On  August  28,  September  3,  and  September  5,  the  crest  of  three 
waves  passed  over  London,  and  the  pressure  was  about  30i  inches  at 
each  transit.     Another  remarkable  instance  of  continuous  high 
readin<TS  took  place  between  September  22  and  October  1.  in 
October,  the  maximum  pressure  during  the  period  took  place,  viz., 
30-615  inches.    The  anterior  trough  of  this  wave  passed  on  the  ytii, 
the  crest  on  the  13th,  and  tlie  posterior  trough  on  the  IStli ;  at  me 
latter  time,  the  barometer  readmg  was  1-333  inches  less  than  on  the 
«e  of  the  crest.    Between  October  25  and  27  the  most  mpid 
change  of  reading  within  the    period  of  o1>servation  took  place, 
amounting  to  1-359  inches  within  2^  days. 
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From  November  12  to  tlie  end  of  the  month  large  variations  of 
readino-  were  more  continuous  than  at  any  other  time;  and  in 
DecenTber  the  variations  of  pressure  were  frequent,  but  not  to  large 
amounts. 

The  most  remarkable  waves  within  the  period  of  observation  were 
those  Avhich  took  place  in  November,  the  crests  of  which  passed  on  the 
12th,  20th,  and  27th;  the  readings  were  30-31  inches,  30-21  inches, 
and  30-11  inches  respectively;  each  successive  maximum  being 
smaller  than  the  preceding.  The  trough  of  these  waves  passed  on 
the  16th,  22d,  and  29th;  the  readings  were  29-06  mches,  28-99 
inches  (which  was  the  lowest  reading  within  the  period  of  obser- 
vation), and  29-26  inches  successively. 

It  is  now  necessary  to  compare  the  observed  pressure  with  its 
normal  value.  For  this  purpose  I  have  several  series  of  observations, 
aU  ao-reeing  with  each  other,  but  two  only  which  extend  so  far  back 
as  1841,viz.,  those  of  George  Leach,Esq.,  and  the  Koyal  Observatory, 
Greenwich.  The  following  Table  shows  the  mean  monthly  return  tor 
a  period  of  14  years  as  determined  from  these  stations :— 
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The  numbers  in  the  lowest  line  show  the  monthly  diffei-ence  of 
atmospheric  pressure  from  the  average  in  the  year  1854.  From  them 
we  learn  that  the  pressure  was  in  defect  in  J aniiary,  May,  June,  and 
December;  was  near  its  average  value  in  July  and  November,  when 
it  was  slightly  in  excess  ;  it  was  in  excess  in  all  the  remaining  months. 

In  February  the  excess  was  large,  and  the  reading  was  greater 
than  in  any  February  in  the  series,  except  1849.  In  March  the 
excess  was  very  large,  and  the  reading  exceeds  that  of  any  March  in 
the  above  series. 

In  April  the  excess  was  large,  and  the  reading  was  exceeded  in  one 
instance  only,  viz.,  in  April  1844.  In  August  the  excess  was  large, 
but  there  are  three  instances  in  the  Table  with  readings  of  nearly 
the  same  value,  viz.,  in  1842,  1849,  and  1851. 

In  September  the  excess  was  large,  and  the  reading  exceeded  that 
of  September  in  the  series. 

The  mean  reading  for  the  year  1854  was  30-021  inches,  exceeding 
the  average  by  0'082  inches. 

Temperature  of  the  Air. 

The  thermometers  employed  in  determining  the  temperature  and 
humidity  of  the  air  were  made  by  Messrs.  IsTegretti  and  Zambra,  and, 
as  before  stated,  were  all  carefully  compared  with  standards,  and  their 
errors  determined. 

The  mean  daily  temperature  of  the  air  was  found  from  the  mean  of 
the  observations  of  the  dry-bulb  thermometer,  corrected  for  diurnal 
range  ;*  and  a  second  mean  was  found  from  the  readings  of  the  maxi- 
mum and  minimum  thermometers,  also  corrected  by  a  quantity  given 
in  the  same  paper.  The  adopted  mean  temperature  for  each  day  was 
then  determined  by  combining  these  two  values,  and  giving  them 
weights  proportional  to  the  number  of  observations  from  which  they 
respectively  derived. 

The  mean  of  these  was  taken  weekly ;  their  results  are  shown  in 
the  annexed  Table. 


*  The  quantities  required  to  perform  these  corrections  will  be  found  in  a  paper 
by  myself,  published  in  the  "  Philosophical  Transactions,"  Part  I.  1848. 


12 


O  «  1^       O  X       WM  5C       iH  fH       O    _  O 


•*  M  t~       •*  £0 


c:  cn  r~    00    ^  ^  11  o  10  o    iM        ce  -*  CO 


0 
M 


i-<occor?ocDi:>ococ:GCi-i'::;rorftGO     wo     00 -mo 


.  00  irr  i-i  rH 


O  11  C  CO 


CO  fM  O 


si 


S5  •§  -sS 


W  CO  t>. 


00  ■<? 

^k  "s  • 


iS 


IS 


9  .9 

g  •§ 


?  .9 

g  -s 


GO  00 


s 


11 


kk 


Si 


r-l      00  M 

!5  "fs  •  -g 


.1 

ilii 


13 


The  numbers  in  this  Table  show  the  weekly  distribution  of  tem- 
perature over  the  Metropolis.  In  the  last  line  but  one,  are  given 
the  mean  results  of  all  the  stations  ;  they  show  the  temperature  in 
each  week  of  the  Metropolitan  districts. 

By  comparing  the  individual  results  with  these  values,  it  will  be 
seen  that  o-enerally  the  temperature  at  the  central  stations  has  been 
somewhat  higher,  and  those  at  the  outlying  stations  somewhat  lower 
than  the  mean. 

In  the  last  line  of  this  Table  are  given  the  mean  results  of  those 
stations  situated  both  north  and  south  of  London,  and  which  I  found 
to  ao-reewell  with  each  other.  They  maybe  considered  as  the 
mean  weekly  temperature  of  the  Metropolitan  districts,  free  from 
the  eifects  of  the  river  Thames  and  all  Metropolitan  influences. 
The  result  of  this  comparison  is  shown  in  the  following  Table:— 
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From  the  prevalence  of  +  signs  in  this  Table,  it  Avill  be  seen 
that  London  temperature  has  been  higber  than  that  of  the  country, 
and,  by  reference  to  the  numbers,  that  the  greatest  excesses  have 
occurred  during  the  first  three  weeks  in  September.  The  mean 
excesses  for  the  three  months  ending  November  25  were, — 


Brixton  - 

-  1- 

7 

Cainberwell 

-  0- 

■1 

Battersea    -          -  - 

-  0' 

0 

Dreadnought 

-  3' 

1 

:Millbank  - 

-    1 ' 

■2 

Brompton    -           -  - 

-  0' 

3 

Board  of  Health 

-  0' 

•8 

St.  Thomas's  Hospital 

-  0' 

9 

Poplar        -          -  - 

-  0 

•8 

Guildhall  - 

-  1 

■2 

Somerset  House 

-  1 

•5 

St.  Giles  - 

-  1 

•8 

Chiswell  Street 

-  3 

•2 

St.  Mary's  Hospital 

-  1 

•7 

Bethnal  Green 

-  1 

•1 

The  greatest  of  these,  3-1°  and  3-2°,  took  place  at  the  Dread- 
nought Hospital  Ship  and  at  Chiswell  Street.  The  mean  of  all 
for  the  month  of  September,  October,  and  November,  was  1-5°. 

Some  part  of  these  excesses,  however,  are  due  to  difference  of 
elevation.  The  mean  height  of  the  boundary  stations  is  ftbout  200 
feet,  whilst  that  of  the  central  stations  is  about  25  feet.  We  have 
therefere  to  lessen  all  the  above  excesses  for  the  difference  of  level 
Eit  the  rate  of  0-1°  for  every  difference  of  29  feet,  or  by  0-6°  to 
determine  the  true  excess  of  London  temperature  over  that  of  the 
country.  The  numbers  in  the  lower  line  of  Table  YI.  show  the 
weekly  excess  of  London  temperature,  uncorrected  for  difference  of 
elevation.  The  mean  of  all  is  1-2°,  and,  corrected  for  difference  pf 
level,  becomes  0-6°,  which  is  the  whole  effect  of  all  local  causes  in 
London  to  raise  its  mean  temperature.* 

Next  in  order  of  inquiry  is  the  comparison  of  the  observed 
temperatures  with  their  normal  valaes.  The  absolute  mean  daily 
temperatures  are  known  at  Greenwich  from  a  series  of  observations 
made  during  38  years.    The  daily  mean  temperatures  from  July  1 


*  This  result  is  in  accordance  with  that  found  by  me  in  discussing  London  temperature 
in  comparison  with  that  of  the  country,  in  a  paper  published  in  the  '  ^  ^-'o^oP';;^^; 
Transactions,"  Part  XL,  for  1850.  In  this  paper  I  came  to  the  conclusion  tha  those 
parts  of  London  situate  near  the  river  Thames  are  somewhat  warmer  upon  the  yho'^  y^a^i 
than  the  country,  but  that  those  parts  of  London  which  are  situated  at  some  distance  fiom 
the  river  do  not  enjoy  higher  temperature  than  those  due  to  their  latitudes. 


IG 

to  December  30,  deducea  from  that  series,  are  given  in  the  following 
Table  :— 


TABLE  VII.  —  Average  Mean  Daily  Temperature  of  the  Air 

at  Greenwich. 


Days 
of  the 

July. 

August. 

September. 

October. 

November. 

December. 

Month. 

0 

o 



Q 

o 

1 

6r8 

62  "2 

58'9 

53  "3 

46*  3 

41  7 

2 

62 '0 

62  "2 

58"7 

53'  1 

46'  1 

41  0 

3 

62-1 

62-1 

58*5 

52'  8 

45'  9 

41  O 

4 

62-2 

62- 1 

58*4 

52*  G 

45  7 

41  4 

5 

62*3 

62'  1 

58*2 

52'4 

45'4 

41  2 

6 

62'2 

62' 0 

58'0 

52 '2 

45'  2 

41  1 

7 

8 

62-1 

62*0 

57*9 

52'0 

44'  9 

A  'I  '  fx 

41  U 

62  "0 

61 '9 

57'7 

51*7 

44  7 

4U  O 

9 

61'9 

6l"8 

57'5 

51'  5 

44'  5 

40  / 

10 

61'8 

61-7 

57*4 

51"2 

44 '2 

4U  o 

11 

6r8 

61'7 

57"2 

51"  0 

44' 0 

4U  0 

12 

erg 

6r6 

57'0 

50*8 

43  "7 

40'3 

13 

62'0 

61'4 

56"8 

50"6 

43 '4 

40'  2 

14 

62'  1 

61*3 

56"  7 

50*4 

43'  2 

40  0 

15 

62-1 

61-2 

56*5 

50"2 

42'  9 

on  .  o 

16 

62"  1 

61-1 

56'3 

50'0 

42  7 

17 

62"  1 

61-0 

56"  1 

49"  7 

42'  5 

03  4 

18 

62*0 

60"  8 

55*9 

49*5 

42  "4 

39  2 

19 

6r9 

60-7 

65'  7 

49'2 

42 '2 

on .  1 
o9  1 

20 

6r9 

60-6 

55*5 

49'0 

42 '0 

OQ  •  ft 

21 

90 

61*8 

60-4 

55"4 

48-8 

41-9 

38-7 

61'8 

60*3 

55*2 

48-7 

41-8 

38' 5 

23 

61-8 

60-2 

55*0 

48-4 

41-7 

38'4 

24 

6f9 

60-0 

54'8 

48*2 

41-6 

38'2 

25 

61'9 

59*9 

54-7 

47.9 

41'7 

38-0 

26 

62-0 

58-8 

54'4 

47-7 

41-8 

37'8 

27 

62' 1 

59-  6 

54*2 

47*5 

41-9 

37'6 

28 

62'2 

59-5 

54"0 

47*2 

41-9 

37-4 

29 

62' 2 

59*3 

52*7 

46'9 

41-9 

37'2 

30 

62*2 

59-2 

o3"5 

46-7 

41-8 

37'0 

31 

62*2 

59-0 

46'5 

36-7 

As  before  stated,  the  mean  temperature  of  every  day  was  deter- 
mined for  every  station,  and  compared  with  the  normal  temperature 
for  the  same  day,  found  from  the  numbers  in  the  preceding  Table, 
by  the  application  of  a  correction  for  difference  of  elevation  at 
the  rate  of  1°  for  a  difference  of  elevation  of  290  feet,  and  in  this 
way  the  departure  of  the  temperature  from  the  average  on  every  day 
for  every  station  was  found.  The  results  of  the  weekly  means  of 
these  numbers  are  contained  in  the  following  Table  :  — 
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The  numbers  in  this  Table  show  the  weekly  departure  from  the 
normal  temperature  of  the  week  at  all  stations.    In  analysing  them,  the 
first  fact  worthy  of  note  is  that,  for  the  most  part,  all  stations  in  the 
same  week  have  been  in  excess,  or  all  in  defect;  the  next  remarkable 
fact  is,  that  these  departures  from  the  averages  are  not  equal  in  amount. 
The  greatest  difference  in  these  respects  took  place  within  the  first 
three  weeks  in  September.    For  instance,  the  excess  of  temperature 
in  the  first  week  at  St.  Thomas's  Ilospital  was  5-2°;  at  Chiswell 
Street  and  Brixton  it  was  8|°;  the  next  week  the  mean  tempera- 
ture at  Bexley  Heath  was  that  of  its  average,  whilst  other  stations 
were  in  excess  from  2°  to  5°.    In  the  following  week  the  mean 
temperature  at  Enfield  was  1^°  below  its  average,  whilst  at  other 
stations  it  varied  to  nearly  6°  above  ;  at  Brixton  it  seemed  to  be  as 
large  as  8°,  but  the  instruments  at  this  station  had  been  placed  too 
near  the  surface  of  the  soil,  and  some  suspicion  reigns  over  the 
results  up  to  this  tune.    They  were  subsequently  removed  to  a 
better  position.     Similar   differences  are  shown  week  by  week, 
showing  the  operation  of  local  causes  to  affect  the  temperature  of 
particular  districts. 

The  mean  results  for  the  different  stations  for  the  thirteen  weeks 
ending  November  25,  are  as  follows . — 

At  Sydenham      -  -  -was    -    0*7  in  defect. 

„  Lewisham     -  -  -    „     -    0-5  in  excess. 

„  Royal  Observatory    -  -    „     -    0*1  in  excess. 

„  Bexley  Heath  -  -    „      -    0-5  in  excess. 

„  Brixton        -  -  -    „      -    2-6  in  excess. 

„  Camberwell  -  -  -  -    0*4  in  excess. 

„  Battersea      -  -  -    „      -    1-0  in  defect. 

„  Dreadnought  Hospital  Ship  -    „     -    2  •  2  in  excess. 

„  Milbank        -  -  -    „      -    0-3  in  excess. 

„  Brompton      -  -  -    „      -    1 '  0  in  defect. 

„  Board  of  Health        -  -    „     -  0-0 

„  St.  Thomas's  Hospital  -    „      -    O'S  in  excess. 

„  Poplar  -  -  -    „      -    0-1  in  defect. 

„  Guildhall      -  -  -    „     -    0-3  in  defect. 

„  Somerset  House        -  -    „     -    0-8  in  excess. 

„  St.  Giles's     -  -  -    „      -    0-5  in  excess. 

„  Chiswell  Street         -  -    „      -    4*0  in  excess. 

„  St.  Mary's  Hospital   -  -    „     -    1 '6  in  excess. 

„  Bethnal  Green         -  -    „      -    0-1  in  defect. 

„  St.  Pancras  -  -  -    „      -    0-7  in  defect. 

„  Highgate      -  -  -  -    1-5  in  excess. 

„  Enfield         -  -  -    „     -    1  •  7  in  defect. 

The  numbers  in  the  lowest  line  of  Table  VIII.  show  the  mean  de- 
parture of  the  temperature  of  the  Metropolitan  distiicts  in  each  week 
from  its  average.  From  them  we  learn  that  the  temperature  was  in 
defect,  with  the  exception  of  the  two  weeks  ending  July  22  and  29, 
till  August  19  ;  then  in  excess  till  October  14  ;  in  defect  in  the  two 
following  Aveeks ;  in  excess  in  the  week  ending  November ;  in  defect 
till  December  2,  and  afterwards  in  excess.  The  most  continuous  ex- 
cesses were,  therefore,  in  the  seven  weeks  ending  October  14,  and 
the  largest  excess  of  temperature  took  place  in  the  week  ending 
September  2. 
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It  remains  now  to  compare  the  monthly  temperature,  as  ob- 
served throughout  the  year,  with  the  mean  monthly  temperature 
at  one  of  the  stations,  as  deduced  from  the  mean  of  several  years. 
For  this  purpose  I  have  used  the  series  of  observations  taken  at  th-e 
Royal  Observatory,  Greenwich.  The  results  are  contained  in  the 
folloAving  Table : — 
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The  lowest  line  but  two  gives  tlie  mean  monthly  temperature  from 
13  years  ending  1853.  The  lowest  line  but  one  gives  the  meanmonthly 
temperature  of  ISS-i  ;  and  the  lowest  line  of  all  gives  the  monthly  de- 
parture of  temperature  in  1854  from  the  mean  of  the  preceding  13  years. 
From  these  it  appears  that  the  temperature  was  in  excess  till  April, 
and  in  September  and  December,  and  in  defect  in  all  the  remaining 
months.  The  summer  was  cold.  The  mean  yearly  temperature  for  the 
13  years  ending  1853,  was  49-4°,  and  of  1854  was  49-0°.  The  in- 
vestigation of  the  mean  temperature  of  the  several  Metropolitan 
districts,  exhibit  up  to  this  point  very  little  variation  of  temperature, 
as  compared  each  with  the  other,  and  we  may  fairly  come  to  the  con- 
clusion that  the  actual  temperature  of  the  air  has  exercised  no  very 
decided  influence  over  the  disease,  which  has  been  so  partial  in  its 
operation,  devastating  entire  districts  and  passing  nearly  harmlessly 
by  others,  which,  according  to  the  above  results,  have  shared  the  same 
temperature ;  considering,  hoAvever,  that  the  amount  of  daily  range 
of  temperature  exercises  a  more  active  influence  on  the  health  of  the 
people  than  the  mean  temperature  of  the  air,  I  have  regarded  this 
part  of  the  investigation  as  highly  important  to  the  present  inquiry. 

The  diurnal  range  of  temperature  is  given  by  the  results  derived 
from  self-registering  maximum  and  minimum  thermometers.  _  The 
maximum  thermometer  employed  is  that  patented  by  Negretti  and 
Zambra ;  in  this  instrument  there  is  no  index  of  steel,  which  is  there- 
fore free  from  the  entanglement  and  frequent  derangements  to  which 
the  ordinary  maximum  thermometers  are  liable.  In  the  series  of 
observations  no  blanks  occur  as  arising  from  failure  of  action, 
although  in  several  cases  it  was  placed  in  the  hands  of  gentlem.en 
previously  unaccustomed  to  the  use  of  such  instruments.  Confidence 
may  be  placed  in  the  results,  which  are  given  in  the  following 
Table:— 
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In  o-lancing  at  the  numbers  in  this  Table  wc  ^.crceive  that  for  the 
most  part  the  temperature  at  the  central  stations,  has  not  risen  so  high 
durino-  the  day  as  at  the  outlying  stations.  The  results  from  Cam- 
berweil  in  this  instance,  and  in  all  others,  show  that  this  station  is 
beyond  the  influence  of  the  thick  atmosphere  of  London,  and  that  it 
has  enjoyed  its  full  share  of  high  day  temperature. 

In  the  last  two  lines  of  the  Table  are  given  the  mean  results  for  all 
stations,  and  those  derived  from  the  suburban  stations  only.  By 
comparing  the  results  at  the  several  stations  with  the  numbers  in 
the  lower  line,  it  is  easy  to  determine  the  amount  of  deficiency  of 
maximum  day  temperature  at  the  central  stations.  The  results  of  this 
comparison  are  shown  in  the  following  Table 
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From  the  preponderance  of  —  over  +  signs,  contained  in  this 
Table,  it  appears  that  the  high  day  temperature  of  London  has  gene- 
rally been  below  that  of  the  surrounding  districts ;  nor  is  tbis 
remarkable,  the  sun's  rays  having  first  to  penetrate  the  thick  atmos- 
pbere  -which  generally  overhangs  all  large  towns  and  cities,  but  more 
particularly  London,  and  for  tbis  reason  the  duration  of  high  day 
temperature  is  shorter  than  in  the  country*.  The  deficiency,  as 
shown  in  the  foregoing  Table,  is  somewhat  less  than  might  have  been 
expected,  considering  tbe  amotmt  of  watery  vapour  and  miscella- 
neous exbalations  which  require  to  be  dispersed  by  the  sun  light  and 
heat  of  the  day,  particularly  following  cloudy  and  calm  nights,  when 
the  atmosphere  would  necessarily  be  surcharged  with  vapour. 

The  next  Table  contains  the  results  derived  from  the  minimum 
thei'mometers. 


*  During  the  months  of  September  and  October  J.  Campbell,  Esq .,  of  the  Board  of 
Health,  kindly  furnished  me  with  pieces  of  black  ribbon  which  he  had  placed  daily  in  the 
focus  of  a  spherical  lens,  at  the  Board  of  Health,  and  ■which,  whenever  the  sun  shone,  was 
marked  by  a  burnt  line,  or  on  partially  clear  days  by  a  series  of  holes.  The  duration  and 
time  of  sunshine  was  thus  shown  by  this  ingenious  contrivance  of  Mr.  Campbell's,  and 
would  have  been  highly  valuable  in  this  investigation  had  a  similar  apparatus  been 
simultaneously  in  action  in  the  suburban  districts. 
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An  inspection  of  the  munbers  in  tbis  Table  shows  that  at  the 
central  stations  the  night  temperatures  have  been  nmch  higher  than 
at  the  boundary  stations.  The  numbers  in  the  lower  line  but  one, 
show  the  mean  lowest  temperatures  of  night  over  the  Metropolitan 
districts,  and  those  in  the  lowest  line  of  all,  the  mean  night  tem- 
perature of  the  stations  beyond  the  influence  of  London.  By  com- 
paring the  numbers  at  the  central  stations  with  those  in  the  lowest 
line,  the  excess  of  the  night  temperature  of  London  at  the  various 
stations  will  be  found.  The  results  of  this  comparison  are  shown  in 
the  next  Table. 
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From  the  numbers  in  this  Table  it  will  be  seen  that  London  night 
temperature  has  been  high  in  every  Aveek,  that  it  exceeded  that  of 
the  suburban  districts  in  September,  by  quantities  ranging  from  3° 
to  8°.  The  mean  excess  in  each  week  is  shown  in  the  lower  line.  The 
mean  for  the  26  weeks  ending  December  30,  is  3°,  showing  the  average 
excess  of  minimum  night  temperature  in  London  over  that  of  the 
country. 

I  have  thus  determined  by  actual  observation  and  comparison  the 
excess  of  night  temperature  of  London  over  the  country  and  sur- 
rounding districts.  An  equally  full  determination  of  the  diurnal 
range  of  temperature  is  required.  The  amount  of  range  was  deter- 
mined daily,  and  the  mean  of  each  week  was  taken  and  checked  by 
taking  the  difference  between  the  numbers  in  Table  X.  and  in 
Table  XIL    The  results  are  contained  in  the  following  Table  : — 
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The  results  contained  in  this  Table  possess  great  interest  in 
connexion  with  the  climate  of  London  ;  we  learn  from  them,  that  in 
every  week  the  range  of  temperature  within  twenty-four  hours^has  been 
from  2°  to  10°  less  than  the  range  in  the  country.  Till  September  2,  the 
stations  are  all  outlying,  but  in  this  week  the  results  from  Chiswell 
Street  are  included,  and  exhibit  a  range  the  half  only  of  the  other 
stations ;  in  the  weeks  from  September  9,  the  results  are  from  a 
greater  number  of  stations,  and  the  same  general  fact  of  much 
smaller  range  at  the  central  stations  are  shown  week  by  week.  To 
determine  its  amount,  the  difference  between  the  individual  numbers 
and  those  in  the  last  line  of  the  Table  are  shown  as  follows  : — 
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The  prevalence  of  —  over  +  signs  in  tlils  Table  establishes  the  fact 
of  less  daily  range  of  temperature  in  London  than  in  the  country,  and 
the  numbers  show  that  this  deficiency  is  at  times  very  great.  The 
largest  nvimbers  appear  in  the  several  weeks  in  September.  The 
numbers  in  the  lower  line  show  the  mean  less  daily  range  of  tem- 
perature in  each  week  in  London.  The  mean  for  the  twenty-six 
ending  December  30,  is  3*1  °. 

It  Avoxild  be  interesting  to  compare  daily  the  minima  readings  and 
daily  ranges  of  temperature  at  the  river  side  and  central  stations  with 
those  at  the  boundary  stations ;  but  to  exhibit  such  here  in  detail, 
would  occupy  more  space  than  can  be  devoted  to  the  investigation. 

In  a  special  inquiry,  however,  of  this  nature,  it  is  necessary  to 
enter  somewhat  more  fully  into  results  which  exhibit  large  local 
irregularities,  in  preference  to  those  in  which  small  differences  alone 
are  found  to  exist. 

In  looking  over  Tables  X.  and  XII.,  it  will  be  seen  that  the 
results  from  St.  Thomas's  Hospital  are  in  close  agreement  with  those 
at  the  central  stations,  and  this  station  has  the  advantage  of  con- 
tinuous results.  Confining  ourselves,  therefore,  to  this  as  the  repre- 
sentative of  the  central  stations,  and  of  Lewisham  as  the  representative 
of  the  boundary  stations,  we  have  the  results  shown  on  the  following 
Table : — 
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The  numbers  in  the  second  and  third  columns  of  this  Table  give 
the  lowest  temperatures  of  the  air  every  day  at  Lewisham  and  at 
St.  Thomas's  Hospital,  and  the  numbers  in  the  fourth  column  exhibit 
the  difference  between  the  numbers  in  the  two  preceding  columns, 
affixing  the  sign  +  when  the  temperature  at  St.  Thomas's  Hospital 
was  the  higher  of  the  two.  An  inspection  of  the  numbers  in  the 
third  column  will  show  that  the  night  temperature  of  London  has 
been  almost  always  above  that  of  the  country.  At  times  these 
excesses  have  amounted  to  7°,  8°,  9°,  and  10°.  These  large  differ- 
ences have  occurred  Avhen  the  sky  has  been  cloudless,  with  a  hazy 
or  misty  atmosphere,  with  little  or  no  wind,  and  when  objects  at  the 
outlying  stations  have  been  seen  at  considerable  distances,  whilst  near 
objeqts'at  the  central  stations  have  been  obscure  and  ill-defined, 
clearly  showing  the  effect  of  the  city  on  the  overhanging  atmosphere, 
dimming  its  transparency,  and  creating  aroimd  itself  ^  an  atmo- 
sphere of  comparative  warmth  and  impurity.  At  times  these 
differences  have  been  small,  and  have  mostly  taken  place  when  the 
sky  has  been  overcast  and  rain  falling. 

The  periods  when  the  greatest  excesses  of  night  temperature 
occurred,  were  from  August  26  to  September  14,  and  from  Sep- 
tember 26  to  October  4.  These  periods  were  both  distinguished  by 
a  stagnant  atmosphere,  with  prevalence  of  haze  and  frequent  fog. 
The  mean  excess  in  the  former  period  was  7°,  and  in  the  latter 
was  6 "7°. 

The  numbers  in  the  fifth  and  sixth  columns  give  the  daily  range  of 
temperature  at  Lewisham  and  St.  Thomas's  Hospital.  The  numbers 
in  the  last  column  exhibit  the  difference  of  daily  range  on  every  day 
at  the  two  places,  the  sign  —  being  affixed  to  those  numbers  when, 
the  range  in  London  has  been  less  than  in  the  country.  An  inspec- 
tion of  the  numbers  in  the  last  column  will  show  that,  with  very  few 
exceptions,  the  sign  —  is  affixed,  showing  that  the  range  of  daily 
temperature  in  London  has  been  almost  always  smaller  than  that  of 
the  country.  At  times  the  daily  range  has  been  the  half  only  of 
that  in  the  country,  and  at  times  the  difference  has  amounted  to  15° 
and  20° ;  at  such  times  the  air  has  been  calm,  with  a  thick  atmo- 
sphere ;  fog,  mist,  or  haze  has  been  prevalent. 

The  most  continuous  large  defects  v)f  daily  range  took  place  from 
August  26  to  September  11,  and  from  September  26  to  October  4. 
In  the  former  period  the  diurnal  range  of  temperature  at  Lewisham 
was  32-5°,  and  at  St.  Thomas's  Hospital  was  17-5°  ;  and  in  the  latter 
period  was  at  Lewisham  31-2°,  and  at  St.  Thomas's  Hospital  14-9°. 

In  these  particulars  London  climate  differs  greatly  from  that^  of 
the  country.  The  condition  of  a  low  day  temperature,  of  a  high 
night  temperature,  and  of  a  small  range  of  daily  temperature,^  are 
those  favourable  to  the  prevention  and  cure  of  pulmonary  complaints. 
London  climate  woukl,  therefore,  seem  to  include  these  conditions ; 
but  then,  on  the  other  hand,  it  is  necessary  they  should  be  accom- 
panied by  a  pure  atmosphere. 

It  remains  now  only  to  compare  the  monthly  diurnal  ^  range  in 
1854  with  its  normal  amount  at  one  station.  The  following  Table 
contains  the  results  of  the  observations  at  Greenwich  since  the 
year  1841. 
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The  numbers  in  the  lowest  line  but  two  give  the  mean  monthly 
diurnal  range  for  the  preceding  1 3  years ;  the  lowest  line  but  one 
gives  the  observed  daily  range  in  1854 ;  and  the  lower  line  of  all 
gives  the  abnormal  values  for  1854.  These  are  all,  with  one  excep- 
tion, affected  with  the  +  sign,  the  month  of  June  forming  the 
exception.  The  whole  year  seems  to  be  remarkable  in  this  respect. 
The  months  whose  daily  ranges  have  been  the  greatest  are  March 
and  April,  and  September  the  greatest  of  all.  The  mean  yearly  daily 
range  for  the  13  years  ending  1853  was  14-6°,  and  for  the  year  1854 
was  18-1°,  being  3*5°  above  the  average. 


Temperature  of  the  Thames  Water. 

Thus  far  I  have  proceeded  in  strict  conformity  with  the  rules 
applying  to  meteorological  investigation ;  but  as,  during  the  progress 
of  my  work,  I  have  found  it  intimately  linked  with  a  number  of 
influences  in  operation  to  produce  the  abnormal  condition  which  each 
Table  exhibits,  to  a  more  or  less  extent,  as  existing  in  London  and 
its  suburbs,  I  have  felt  myself  bound  to  ascertain  as  much  as 
possible  the  nature  of  these  influences,  and  to  connect  them  all  in 
my  power  with  the  main  object  of  my  report.  1  hope,  therefore, 
that  so  doing  I  may  not  be  considered  to  transgress  the  precise  limits 
of  my  own  share  of  this  most  important  and  onerous  investigation. 

As  air  is  the  receptacle  for  all  vapours  and  impurities  arising  from 
evaporation  and  exhalation,  it  is  necessary,  before  proceeding  farther 
in  this  inquiry,  to  investigate  the  temperature  of  the  Thames  water,, 
which  presents  a  large  evaporating  surface,  giving  off  vapour  day 
and  night  in  immense  quantities. 

As  the  river  will  be  found  to  exercise  an  important,  and,  unfor- 
tunately, a  most  baneful  influence  upon  London  meteorology,  I 
propose  in  the  following  discussion  to  avail  myself  of  a  series  of 
observations  which  have  been  made  by  Captain  Sanders,  R.N.  since 
the  year  1846.* 

His  instruments  consist  of  a  maximum  thermometer,  as  patented 
by  Negretti  and  Zambra,  and  a  minimum  thermometer  of  Ruther- 
ford's construction,  l^hese  instruments  are  placed  in  a  pei'forated 
trunk,  fixed  to  the  side  of  the  "  Dreadnought "  Hospital  ship,  lying 
off  Greenwich,  at  the  depth  of  two  feet  below  the  surface  of  the 
water.  The  diurnal  range  of  the  temperature  of  the  water  is  small, 
and  its  temperature  is  well  determined  by  one  set  of  observations 
daily.  I'he  results  from  9  years  arc  contained  in  the  following 
Table :  — 


See  Greenwich  Observations. 


42 


a> 

1 

a 
<u 

P 


o 

CI 

to 

<—< 

CO 

CI 

<M 

00 

o 

CI 

ca 

CO 

-* 

CO 

eo 

CO 

o 


o 

+ 


a 

o 


<u 

o 


s 

a) 
&( 
02 


to 


to 

o 

CO 

CI 

in 

o 

to 

CI 

CO 

o 

•* 

■* 

-1" 

o 

CI 

Cl 

CI 

CO 

o 

-* 

1— t 

(—1 

CO 

CO 

in 

CI 

lO 

o 

CO 

1-3 

CO 

o 

o 

CI 

o 

to 

o 

I  ^ 

o 

1^ 

CI 

to 

o 

o 

to 

o 

to 

to 


Cl 

o 


o 
+ 


CI 

+ 


(/) 

in 

CO 

in 

CO 

Cl 

in 

to 

1— 1 

CO 

Augi 

o 

to 

to 

CI 

to 

CO 

to 

CO 

to 

to 
to 

to 

CO 

to 

■* 
to 

•* 
o 

Cl 

+ 

1  1 

0 

Ha 

t- 

to 

in 

o 

to 

m 

O 

»^ 

f— < 

o 

to 
to 

00 

to 

in 
to 

to 

to 

in 
to 

to 
to 

CO 

to 

to 

in 

to 

CO 

+ 

0) 

Oi 

CO 

t— 

cn 

to 

CO 

1— < 

Cl 

CO 

o 

7—i 

CO 

to 

CO 

to 

to 

CO 

to 

f— I 
to 

in 

to 

o> 
m 

CO 

to 

+ 

Cli 


to 

00 

00 

CO 

CO 

in 

00 

05 

00 

I— 1 

-* 

in 

in 

in 

to 

in 

in 

in 

in 

in 

in 

to 
to 


CO 

+ 


a. 


m 

to 

CO 

OP 

Cl 

Cl 

o 

to 

o 

o 

CO 

00 

00 

CI 

in 

in 

-* 

-* 

in 

CO 

00 

CI 

C3 

in 

°  1- 

f— 1 

r-1 

I— * 

-* 

O 

in 

05 


CO 


00 
CI 

+ 


at 

1— 1 

CO 

Cl 

eo 

to 

to 

CO 

00 

i-H 

CO 

1— t 

o 

1— » 

CO 

eo 

o 


o 
M- 


0 

a 
a 


CI 

eo 

to 

■* 

Cl 

r-- 

in 

o 

CO 

to 

m 

o 

CI 

o 

Cl 

00 

CO 

CO 

eo 

-f 

eo 

00 
CO 


eo 
b 


to 

t~ 

CO 

o 

o 

Cl 

eo 

■* 

-if 

in 

in 

in 

in 

00 

00 

00 

00 

00 

00 

00 

00 

00 

E  s 
"  2  5  I"  ?, 
M  SL 


43 


In  the  last  two  lines  of  this  Table  are  given  the  mean  results  for 
each  month,  and  the  excess  of  the  temperature  of  the  water  above  that 
of  the  air,  in  the  same  period  of  nine  years.  We  learn  from  them  that 
the  temperature  of  the  water  has  been  higher  than  that  of  the  air  in 
every  month  except  January.  The  excess  is  0*5°  in  February,  in- 
creasing to  4'3°  in  June,  decreasing  to  3*1°  in  July,  continuing  about 
this  value  till  September;  is  1*4°  in  October,  and  less  than  0*5°  in 
the  remaining  two  months. 

The  mean  excess  in  the  months  from  April  to  September  is  3*3, 
and  0  6°  in  the  remaining  month. 

The  normal  temperature  of  the  Avater  of  the  Thames  for  the  entire 
year  from  these  results  is  51'7°.  By  taking  the  difference  between 
this  result  and  the  monthly  means,  the  law  of  annual  variation  of 
Thames  water  temperature  is  found  to  be  as  follows  :  — 

January,  -12-8°;  February,  —10-8°;  March,  -8  6°;  April, 
-2-7°;  May,  +4-9°;  June,  +11-5°;  July,  +14-0°;  August, 
+  12-6°;  September,  +7-9°;  October,  +0-4°;  November,  -6-7°; 
December,  —11-2° 

The  observations  of  1854  may  be  discussed  as  follows  : — 
The  mean  temperature  of  the  water  of  the  Thames  for  the  year 
1854  was  52-0°,  exceeding  the  average  by  0-3°.    By  taking  the 
difference  between  the  mean  for  the  entire  year,  and  that  of  each 
month,  the  variation  for  the  year  1854  is  found  as  follows  :  — 

January,  -13-8°;  February,  -104°;  March,  -6-5°;  April, 
+  0-2°;  May,  -l-2-9°;  June,  +7-1°;  July,  +12-1°;  August, 
+  12-1°;  September,  +10*9°;  October,  +2-9°;  November,  -6  5°; 
and  December,  —10-3°. 

By  comparing  these  numbers  with  the  law  of  diurnal  variation, 
we  shall  see  that  they  depart  from  that  law,  particularly  in  March, 
April,  June,  September,  and  October. 

The  excess  of  the  temperature  of  the  Thames  water  in  the  year 
1854,  above  that  of  the  superincumbent  air,  was  as  follows  : — 

January,  -0-8°;  February,  +2-1°;  March,  +1-7°;  April, 
+  3-8°;  May,  +4-0°;  June,  +3-4°;  July,  +3-8°';  August,  +3-2°; 
September,  +4-8°;  October,  +4-6°;  November,  4  5-0°;  and  De- 
cember, +  0*4°. 

By  the  comparison  of  these  numbers  with  those  in  the  lower  line 
of  the  preceding  Table,  it  will  be  seen  that  the  relation  between  the 
temperatures  of  the  water  and  air  in  1854  has  not  been  the  same  as  ' 
the  averages.  The  excesses  were  a  little  smaller  in  June,  July,  and 
August ;  they  were  larger  in  February,  March,  and  April,  and  very  \ 
much  larger  in  the  months  of  September,  October,  and  November. 
The  heating  effect,  therefore,  of  the  water  upon  the  air  in  these 
months  in  the  year  1854  must  have  been  much  greater  than  usual. 

The  temperature  of  the  water  of  the  Thames  being  in  excess  of 
the  temperature  of  the  air,  accounts  in  a  great  measure  for  the  high 
night  temperature  of  London  already  noticed.  In  the  same  manner 
as  the  thick  atmosj^here  of  the  Metropolis  by  day,  opposes  a  screen 
to  the  full  influence  of  light  and  heat,  it  is  equally  obvious  that  the 
air  at  night  must  have  it  raised  by  contact  with  the  water,  which  the 
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foregoing  Tables  have  shown  to  be  at  a  higher  temperature.  Of  the 
baneful  effects  of  the  Thames  water  and  its  adjacent  marshes  upon 
the  climate  and  health  of  London  I  will  endeavour  to  convey  an  idea 
as  I  proceed,  with  as  much  minuteness  as  may  be  consistent  with  a 
report  devoted  to  other  subjects  of  inquiry,  and  I  shall  be  able  to 
show  distinctly  that  the  impurities  with  which  the  river  is  at  present 
charged,  through  an  imperfect  and  much  to  be  regretted  sanatory 
arrangement,  have  chiefly  to  answer  for  the  atmosphere  of  death  and 
disease  Avith  which  certain  districts  of  the  metropolis  are  invested, 
and  which  can  only  be  removed  by  the  cessation  of  the  obnoxious 
influences. 

It  is  much  to  be  regretted  that  these  should  be  suffered  to  arise 
from  the  very  source  of  the  prosperity  and  commercial  greatness  of  a 
city,  which  it  has  contributed  to  render  the  greatest  in  the  world ; 
whose  waters,  if  suffered  to  flow  undefiled  with  the  sewerage  of  a  vast 
city,  instead  of  acting  as  a  laboratory  for  the  general  diffusion  of 
noxious  vapours,  would,  in  their  course  exercise  a  healthful  and 
purifying  influence. 

I  will  now  proceed  to  discuss  the  mean  daily  temperature  of  the 
Thames  water  from  July  to  the  end  of  the  year,  as  shown  in  the 
following  Table. 


Table  XIX. — Mean  Dailt  Tesiperatuee  of  the  Watbe  of  the  Thames. 
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From  this  Table  we  learn  that  the  temperature  of  the  Thames 
water  attained  to  60°  on  June  22,  and  to  62°  and  63°  by  June  27  ;  it 
remstined  nearly  stationary  at  this  temperature  till  after  the  middle 
of  July,  and  then  increased  till  it  attained  the  highest  in  the  year, 
viz.  70°  nearly,  on  the  25th  and  2Gth  of  July  ;  after  this  time  it 
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decreased  to  62°  by  the  8th  and  9th  of  August,  and  varied  but  little 
till  towards  the  end  of  the  month,  when  a  singular  increase  took 
place,  and  a  second  maximum,  viz.,  66°,  occurred  at  the  beginning  of 
September ;  it  then  declined  gradually,  but  with  some  fluctuations,  to 
60°  by  the  25th  of  September,  then  to  50°  by  October  27,  and  to  42° 
by  November  26.  After  this  time  to  the  end  of  the  year  there  was 
scarcely  any  variation  of  temperature. 

The  daily  range  of  temperature  of  the  Thames  water  is  about  2° ; 
by  decreasing  the  numbers  in  the  preceding  Table  by  1°,  we  shall 
have  the  lowest  night  temperatiu-e  of  the  Thames  water ;  and  by  com- 
paring these  numbers  with  the  lowest  night  temperatures  atLewisham 
in  Table  XVI.,  the  difference  is  determined  between  the  temperature 
of  the  water  at  night  and  the  air  in  its  vicinity  just  beyond  its  in- 
fluence.   The  results  of  this  calculation  are  shown  in  the  next  Table. 


Table  XX.— Showing  the  Excess  of  the  Night  Temperature  of  the 
Water  of  the  Thames  above  the  Minimum  Temperature  of  the  Air. 


Day 
of 
Month. 

July. 

August 

September. 

October. 

November. 

December. 

1 

o 

+  10*4 

o 

+  8'2 

o 

+  19*6 

+  1°7  •  8 

+  1°1  •  3 

O 

+  1-8 

2 

+  1 1  •  6 

+  16*6 

+  17'9 

+  18-5 

+  7-4 

+  6-1 

3 

+  7-9 

+  10-2 

+  22-0 

+  12-1 

+  9-2 

+  6-2 

4 

+  6-6 

+  15-1 

+  19-0 

+  18-6 

+  12-6 

-  1-3 

5 

+  12-4 

+  11-0 

+  19-4 

+  7-3 

+  7-9 

-  0-9 

6 

+  11-4 

+  10-5 

+  20-2 

+  4-7 

+  11-5 

+  6-4 

7 

+  16-8 

+  7-0 

+  19-7 

+  9-7 

+  16-2 

+  5-8 

8 

+  9-5 

+  12-5 

+  16'0 

+  8-6 

+  11-7 

+  12-0 

9 

+  13-9 

+  10-5 

-r  14-2 

+  4-3 

+  11-6 

+  5-3 

"10 

+  12-5 

+  7-5 

+  21  -9 

+  7-9 

+  18-3 

+  10-3 

11 

+  11-2 

+  10-2 

+  22-3 

■4-  3-7 

+  12-5 

+  15-6 

12 

+  10-9 

+  5-5 

+  24-5 

+  19-1 

+  9-8 

+  12-5 

13 

+  12-9 

+  11-8 

+  9-7 

+  22-5 

+  16-2 

+  6-0 

14 

+  11-6 

+  7-3 

+  S'6 

+  17-1 

+  9-9 

-  5-4 

15 

+  7-3 

+  12-6 

+  9-3 

+  5-8 

+  12-8 

-  3-2 

16 

+  10-5 

+  15-3 

+  3-5 

+  10-1 

+  7-5 

+  3-8 

17 

+  7-5 

+  18-1 

+  9-7 

+  19-7 

+ 10-5 

+  10-1 

18 

■I-  9'9 

+  19-4 

+  I2'0 

+  8-3 

+  5-5 

+  7-5 

19 

+  12-1 

+  14-9 

+  4-5 

+  15-0 

+  9*3 

+  8-2 

£0 

+  11-5 

+  17-2 

+  13-1 

+  10-7 

+  7-5 

+  6-4 

21 

+  13-8 

+  9-4 

+  17-2 

+  7-7 

+  7*6 

+  12-4 

22 

+  12-7 

+  13-4 

+  21-4 

+  3-4 

+  10'3 

-  0-6 

23 

+  15-6 

+  16-0 

+  12-3 

+  13-3 

+  117 

+  3-7 

24 

+  13*4 

+  8-3 

+  6-2 

+  14-9 

+  14-3 

+  6-3 

25 

+  9-7 

+  11-2 

+  16-2 

+  9-9 

+  10-1 

+  1-3 

26 

+  10-0 

+  18-3 

+  18-6 

+  14-5 

+  11-0 

+  4-3 

27 

+  11-6 

+  9-0 

+  17-9 

+  19-3 

+  14-2 

+  7-4 

28 

+  11-3 

+  1-6 

+  16-9 

+  13-5 

+  14-0 

+  10-6 

29 

+  23-2 

+  12-2 

+  21-3 

+  14-0 

+  1-6 

+  13-5 

30 

+  10-2 

+  13-2 

+  18-8 

+  9-2 

+  6-7 

+  7-6 

31 

+  8-2 

+  9-8 

+  2-0 

+  6-0 

It  will  be  observed  lhat  the  numbers  in  this  Table  are  frequently 
very  large,  so  large  indeed  that  we  may  infer  the  water  to  have  been 
simmering  and  giving  off'  volumes  of  vapour,  thus,  furnishing  an 
explanation  of  the  fact  of  less  daily  range  of  temperature  in  London 
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and  the  frequent  prevalence  of  fog  and  mist,  which,  in  connexion 
with  the  marshes,  are  very  sufficiently  accounted  for  over  the  city 
and  its  environs. 

It  appears  that  the  most  continuously  large  excesses  took  place 
between  August  15  and  September  12,  when  during  this  period  of 
28  consecutive  nights,  the  average  excess  was  16-3° ;  and  again,  within 
the  period  beginning  September  20  and  ending  October  4,  the  mean 
excess  was  16'5°. 

Within  these  periods  the  whole  area  of  the  Thames  must 
have  been  giving  off  incessant  and  vast  volumes  of  vapour,  which, 
unsustained  by  air,  because  of  the  great  difference  of  temperature, 
hovered  over  the  city,  thickening  the  atmosphere  and  exercising  an 
influence  most  inimical  to  the  health  of  the  Metropolis. 

Humidity  of  the  Air. 

The  following  Tables  give  the  results  of  the  dry  and  wet-bulb 
thermometers ;  the  observations  with  these  instruments  were  ex- 
clusively made  during  the  day.  Table  XXI.  contains  the  weekly 
means  of  the  temperatures  of  evaporation  at  the  several  stations ; 
Table  XXII.  those  of  the  dew  point ;  and  Table  XXIII.  contains  the 
tension  of  vapour.  These  several  results  were  calculated  from  my 
hygrometrical  Tables. 
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The  lower  line  of  each  of  these  '1  ables  gives  the  mean  value  in  each 
week  for  the  Metropolitan  districts,  and  by  comparing  them  with  the 
numbers  in  the  bodies  of  the  Tables  the  differences  will  be  found  to 
be  small  and  to  follow  no  order,  thus  showing  that  the  water  mixed 
with  the  air  during  the  hours  of  the  day  has  been  equally  diffused 
throughout  every  district.  The  next  Table  contains  the  mean  monthly 
temperatures  of  evaporation  and  dew  point  m  1854,  compared  with 
their  mean  values. 

:  TABLE  XXIV.— Showing  the  Mo.stiily  Difference  of  the  Temi-eratukes  of 
•    Evaporation,  Dew  Point,  and  Elastic  Force  of  Vapour  in  the  Year  1854. 


Temperature  of 
Evaporation. 

Temperature  of 
Dew  Point. 

Tension  of  Vapour. 

Months. 

• 

Average 

In  the 
year 
1854. 

Excess 
in  1854. 

Average 

In  the 
year 
1854. 

Excess 
in  1854. 

Average 

In  the 
year 
1854. 

Excess  in 
the  year 
1854. 

o 

0 

O 

o 

o 

0 

in. 

in. 

iu. 

January  - 

37-3 

38-0 

+  0-7 

35-2 

36-1 

+  0-9 

0-224 

0-234 

+0-010 

February  - 

37-3 

37-5 

+0-2 

34-8 

33-6 

-1-2 

0-223 

0-218 

-0-005 

March 

41-1 

40-9 

-0-2 

35-7 

37-4 

+1-7 

0-229 

0-236 

+  0-007 

April 

43'6 

45-0 

+1-4 

40-3 

41-1 

+  0-8 

0-268 

0-274 

+0-006 

May 

49-6 

48-6 

-1-0 

40-1 

45-9 

-0-2 

0-3-29 

0-327 

-0-002 

June 

54- S 

52-7 

-1-6 

51-2 

50-0 

-1-2 

0-389 

0-371 

-0-OlS 

July 

57-4 

56-2 

-1-2 

54-3 

53-6 

-0-7 

0-438 

0-413 

-0-025 

August 

57-4 

56-5 

-0-9 

54-5 

53-3 

-1-2 

0-4.37 

0-416 

-0-021 

September 

53-9 

53-9 

0-0 

51-3 

50-4 

-0-9 

0-.392 

0-375 

-0-017 

October 

47-7 

47-1 

-0-6 

45-4 

44-5 

-0-9 

0-821 

0-309 

-0-012 

November - 

42-7 

39-4 

-3-3 

40-7 

37-9 

-2-8 

0-273 

0-245 

-0-028 

:December  - 

39'0 

39-6 

+0-6 

36-9 

37-0 

+0-1 

0-240 

0-240 

0-000 

The  prevalence  of  —  signs  in  the  4th  and  last  columns,  in  all 
except  the  winter  months,  show  that  there  was  less  water  m  the  air 
than  usual,  particularly  in  the  month  of  November. 

The  following  Table  contains  the  Aveekly  value  of  the  relative 
humidity;  the  state  of  complete  saturation  being  represented 
by  100 :— 


51 


p  2 


52 


It  would  seem  therefore  that  the  distribution  of  humidity  lias  been 
ver}'  irregular,  and  few  general  results  can  be  drawn  from  the  fore- 
going numbers.  Its  distribution  is  generally  under  the  influence  of 
local  circumstances,  and  has  been  in  great  measure  influenced  by 
the  proximity  of  the  River  Thames.  The  most  humid  station,  as 
might  be  expected,  is  the  Dreadnought  Hospital  Ship,  but  the  least 
humid  is  scarcely  to  be  determined.  Those  of  Highgate  and  Enfield 
might  have  been  so  considered  had  they  not  in  some  few  weeks  ex- 
ceeded in  humidity  the  mean  of  all  others.  The  following  Table 
contains  the  mean  monthly  humidity  compared  with  the  humidity  of 
the  year  1854  : — 

TABLE  XXVI. — Showing  the  Monthly  Difference  of  the  Humidity 
of  the  Air  from  the  Average,  for  the  Year  1854. 


Humidity  of  the  Air 
(Complete  Saturation  =  1000.) 

Excess  in 
the  Year  1854 

MOKXHS. 

Averaffe. 

Mean  in 
the  Year  1854. 

above  the 
Average. 

January  - 

88,T 

917 

Februai'7  - 

872 

843 

-29 

March 

825 

795 

-30 

April 

802 

775 

-27 

May 

780 

850 

+  70 

June 

758 

825 

+  67 

J  uly 

788 

783 

—  5 

August 

810 

771 

—39 

September 

827 

770 

-57 

October  - 

862 

846 

-16 

November 

885 

916 

+  31 

December 

889 

872 

-17 

From  the  numbers  in  the  last  column,  it  seems  that  January,  May, 
June,  and  November,  were  more  humid  than  the  average,  and  that 
the  remaining  months  were  less  so  than  usual. 

The  following  Table  contains  the  weight  of  vapour  in  a  cubic  foot 
of  air  in  every  week,  and  the  next  Table  the  monthly  values. 
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TABLE  XXVni.— SnOAViNG  the  Monthly  Dn^FKiucNCE  from  the 
AvEKAGE  of  the  Weight  of  Vapour  in  a  Cubic  Foot  of  Air. 


Weight  of  Vapour  in  a  Cubic 
Foot  of  Air, 

Months. 

Mean. 

In  the  Year 
1854. 

Excess  in  1854. 

grs. 

grs. 

grs. 

January  - 

2-6 

2-7 

+  0-1 

February  - 

2*6 

2-6 

00 

March 

2-7 

2-8 

+  0-1 

April 

3-1 

3-1 

0-0 

May 

3-7 

3-7 

0-0 

June 

4'3 

4-2 

—  0-1 

July 

4-9 

4-6 

—  0-3 

August 

4'9 

4  ( 

—  us 

September 

4-4 

4-3 

—  0-1 

October  - 

3-7 

3-6 

-  0-1 

November 

3-1 

2-9 

-  0-2 

December 

2-8 

2-8 

0-0 

From  this  Table  it  seems  that  from  June  to  November  there  was 
Vo-tli  less  water  in  the  air  than  the  average  for  these  months. 

The  next  Table  shows  the  mean  monthl}-  weight  of  a  cubic  foot 
of  air  under  the  mean  temperature,  humidity,  and  pressure. 
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TABLE  XXIX.  Shoaving  the  Monthly  Difference  from  the  Average 

of  the  Weight  of  a  Cubic  Foot  of  Air  in  the  Year  1854. 


Mean  Weight  of  a  Cubic 
Foot  of  Air. 

Excess  in  1854 

MoKTHS. 

Average. 

In  the  Year 
1854. 

above  the  IVIean. 

grs. 

grs. 

ffrs. 

January  - 

549 

546 

—  3 

reDruary  - 

549 

554 

+  5 

March 

547 

551 

+  4 

April 

540 

542 

+  2 

May 

533 

534 

+  1 

1 

June 

526 

529 

+  3 

J  uly 

524 

525 

+  1 

August 

524 

526 

+  2 

September 

530 

532 

+  2 

October  - 

535 

536 

+  1 

November 

542 

547 

+  5 

December 

550 

546 

—  4 

From  this  Table  it  seems  that  the  atmosphere  has  been  more  than 
usually  dense  in  every  month  excepting  January  and  December. 

Direction  of  the  Wind. 

The  direction  of  the  wind  has  been  observed  either  by  the  motion 
of  the  clouds  or  by  means  of  a  vane.  At  some  stations  I  was 
obliged  to  dispense  with  observations  from  the  unfavourable  posi- 
tion of  the  Observer  for  recording  them  with  accuracy.  At  the 
Koyal  Observatory,  Greenwich,  the  direction  of  the  wind  is  recorded 
continually  by  means  of  Osier's  andWhewell's  self-registering  anemo- 
meters, and  tlie  results  are  published  weekly  in  the  Report^  of  the 
Registrar-General.  The  following  Tables  give  the  mean  direction 
of  the  wind,  as  observed  at  the  several  stations  during  the  periods  of 
their  continuance : — 
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These  results  show  that  the  direction  of  the  wind,  as  determined 
at  the  several  stations,  are  in  close  accordance  with  each  other.  ; 

From  them  we  see  that  the  direction  of  the  wind  from  July  1 
to  September  11  was  alternately  S.W.  and  N.E. ;  and  out  of  the 
73  days  within  this  interval,  the  direction  is  S.W.  on  37  days,  and 
N.E.  or  "N.N.E.  on  36  days.  Its  force,  however,  was  much  smaller 
when  from  the  N.E.  than  from  the  S.W;  but  of  this  I  shall  treat 
presently.  From  September  12  to  26  the  general  direction  was 
W.S.W.  ;  for  5  days  it  was  mostly  S.E. ;  for  4  days  W.S.W.;  then 
light  and  variable  from  October  7  to  October  10,  both  days  inclusive  ; 
and  from  October  11  it  was  W.,  and  remained  a  compound  of  west  • 
till  the  end  of  the  year.  i 

i 

The  following  Table  shows  the  number  of  times  out  of  100  in  i 
which  the  wind  blew  at  the  several  stations  from  each  of  the  eight  j 
points  of  the  compass  till  the  end  of  October.  The  winds  from  inter-  1 
mediate  points  were  equally  divided  between  the  two  adjacent  ' 
points  : —  I 

i 

TABLE  XXXI. — Showing  the  Frequency  of  the  Several  Winds.  ' 


Name  of  Station. 

N. 

N.E. 

E. 

S.E. 

S. 

S.W. 

w. 

N.W. 

Sydenham      -       -  - 

11 

5 

18 

9 

47 

10 

Lewisham      -       -  - 

8 

15 

4 

10 

8 

33 

10 

12 

Royal  Observatory  - 

9 

15 

4 

9 

7 

34 

9 

13 

Bexley  Heath - 

5 

13 

15 

4 

10 

23 

25 

5 

Brixton  Road  -       -  - 

5 

15 

3 

4 

8 

33 

3 

28 

Camberwell    -       -  - 

8 

6 

9 

6 

2 

20 

26 

23 

Battersea  -     -       -  - 

6 

4 

4 

6 

18 

20 

42 

Millbank  Prison 

2 

5 

7 

7 

38 

18 

33 

Brompton      -       -  - 

6 

2 

2 

4 

2 

16 

12 

42 

Board  of  Health 

12 

9 

7 

5 

2 

38 

10 

14 

St.  Thomas's  Hospital 

6 

8 

13 

6 

4 

20 

16 

27 

Poplar    -              -  . 

4 

13 

13 

1 

1 

25 

■  22 

21 

Chiswell  Street 

14 

U 

3 

10 

5 

29 

6 

22 

St.  Mary's  Hospital  - 

3 

9 

11 

13 

3 

22 

12 

27 

Bethnal  Green  - 

9 

6 

4 

4 

2 

28 

23 

24 

St.  Pan  eras     -       -  » 

13 

11 

6 

30 

9 

31 

Highgate       -       -  - 

12 

6 

1 

4 

32 

10 

27 

8 

Means  - 

8 

9 

7 

7 

7 

25 

17 

26 

We  learn  from  these  numbers  that,  in  the  period  from  August  25 
till  October  31,  the  wind  blew  nearly  three  times  more  frequently 
from  between  S.W.  and  N.W.  than  from  the  other  points  of  the 
compass,  which  were  about  equal  in  amount. 
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On  comparing  the  numbers  in  the  Table,  with  those  in  the  lovyer 
line,  denoting-  the  frequency  of  each  wind  for  the  whole  district, 
it  will  be  seen  that  soutlicrly  winds  were  in  excess  at  Highgate, 
and  nortli-westerly  in  defect.  I  have  but  little  doubt  of  the  accu- 
racy of  these  observations,  having  confidence  in  the  Observer  and 
in  the  cveograpliical  y.ositlon  of  the  station  to  afford  truthful  results. 
Some  insight  is,  therefore,  afforded  into  the  inclined  currents  on  the 
opposite  sides  of  the  Metropolis. 

At  Bexley  Heath  there  is  a  slight  deficiency  of  N.W.  It  is  like 
Hio-ho-ate,  an  elevated  and  open  district,  and  the  directions  are  well 
determined.  At  Battersea  and  Brompton  there  is  an  excess  ot  the 
N.W.  but  both  stations  are  low,  and  it  is  likely  that  the  numbers  may 
have  been  over  estimated. 


Force  of  the  Wind. 

It  is  difficult  to  obtain  accurate  results  of  this  element  without 
adequate  Instrumental  means,  which,  unfortunately,  are  very  limited. 
The  only  small  available  instrument  for  this  purpose  with  which  i 
am  acquainted  is  Lind's  anemometer,  but  experience  with  this  instru- 
ment has  led  me  to  place  less  value  in  its  indications  than  m  those  m 
which  the  force  of  the  wind  is  estimated. 

From  the  observations  talcen  at  the  Eoyal  Observatory,  Greenwich, 
it  is  found  that  the  square  of  the  numbers  in  a  scale  of  nine  degrees  of 
estimated  wind  force  corresponds  to  the  pounds  pressure  on  a  square 
foot  of  surface.  The  nine  degrees  of  Avind  force,  thus  estimated, 
are  as  follows: — 


A  gentle  breeze         _  -  -  - 

A  light  breeze,  the  air  being  in  sensible  motion 

A  brisk  or  moderate  breeze  -  -  - 

A  strong  breeze         -  -  -  " 

A  liarcl  wind  -  -  "  " 

A  moderate  gale  - 

A  strong  gale  .  -  -  -r 

A  heavy  gale  -  -  "  " 

A  great  storm 


The  strength  or  force  of  the  wind  is  thus  estimated  and  con- 
numbers.      The  following  Table  shows  the  weekly 


verted  into 
results : — 
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"We  learn  from  this  Tahle  that  the  differences  between  the  esti- 
mated forces  of  the  wind  at  the  extreme  south  and  north  stations  are 
small,  but  that  at  the  intermediate  and  Ioav  stations  the  estimated 
force  has  at  all  times  been  much  less.  It  is  not,  iiowever,  to  be 
expected  that  these  results  arc  strictly  accurate,  from_  in-egularities 
due  to  local  causes  and  the  unavoidable  errors  of  observation. 
In  order  to  lessen  their  influence,  the  results  from  Sydijnham, 
Lewisham,  Bexley,  St.  Pancras,  and  Highgate  have  been  com- 
bined in  one  group,  and  the  results  from  the  remaining  stations 
in  another  group.  1  he  former  would  show  the  mean  force  of 
the  wind  at  the  outlying  stations,  and  the  latter  at  the  central 
stations.  These  numbers  were  then  converted  into  pounds  pressure 
on  a  square  foot  of  surRice  by  the  following  Table : — 

0'25  by  estimation,  corresponds  to  1  oz.  pressure  on  a  square  foot. 

0-50  „  „  4  oz.  „  „ 

0-  75  „  „  9ozs. 

1-  00  „  »  Jib. 

1-  5  „  „  2|  lbs. 

2-  0  „  „  4  lbs.  „  „ 
In  this  way  the  next  Table  was  formed. 

TABLE  XXXIII. — Shoaving  the  Mean  Force  of  the  Wind  by  Esti- 
mation, and  in  lbs.  Pressure  on  a  Square  Foot  of  Surface,  at  the 
Boundary  and  Central  Stations. 


1854. 
Period. 


July  I  to  July  G  - 
July  7  to  July  U 
July  12  to  July  22 
July  23  to  July  29 
July  30  to  August  2  - 
August  3  to  August  8  - 
August  9  to  August  24 
Augu<;t  25  to  Sept.  11- 
Sept.  12  to  Sept.  20 
Sept.  27  to  October  2  - 
October  3  to  October  6 
October  7  to  October  10 
October  1 1  to  Nov.  12  - 
Nov.  13  to  Nov.  16 
Nov.  17  to  Nov.  20  - 
Nov.  21  to  Nov.  23 
Nov.  24  to  Nov.  20 
Nov.  27  to  Dec.  51 


Mean  Fokce  of  tile  Wixd 


li^.cf  imntpfl 

In  pounds  pressure  on  a 

General 

square  foot  of  surface. 

Direction 

Northern 

Northern 

of  the 

and 

Central 

and 

Central 

Wind. 

Southern 

Stations. 

Southern 

Stations. 

Stations. 

Stations. 

lbs.  oz. 

lbs.  oz. 

1-5 

2  4 

S.Tf. 

0-7 

0  8 

N.N.E. 

1-3 

1  8 

W.S.W 

1-1 

1  3 

N.E. 

1-5 

2  4 

S.W. 

1-2 

1  7 

N.N.E. 

1-6 

2  6 

S.W. 

0-8 

0  10 

N.E. 

1-2 

0-5 

1  7 

0  4 

W.S  w. 

0-5 

0-3 

0  4 

0  H 

E.S.E. 

1-2 

0-5 

1  7 

0  4 

S.W. 

0-8 

0-4 

0  10 

0  2Jt 

E.N.E. 

1-1 

0-4 

1  3 

0  2i 

S.W. 

0-6 

0-5 

0  6 

0  4 

S.E. 

1-5 

0-G 

2  4 

0  0 

N.E. 

1-0 

0-5 

1  0 

0  4 

S.W. 

0-7 

0-4 

0  8 

0  2i 

N. 

0-9 

0-6 

0  13 

0  0 

W.S.W. 

From  these  results  it  would  appear  that  the  force  of  the  wind  has 
been  very  much  less  at  the  stations  of  low  elevation  than  over  the 
hi"-h  and  outlying  stations.  The  I'atlo  of  estimated  force  is  as  2}s  to  1. 
The  difference  of  force  is,  however,  more  clearly  shown  in  the  num- 
bers in  the  third  and  fourth  columns, showing  the  simultaneous  pressure 
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on  a  square  foot  of  surface  at  the  two  groups  of  stations.  From 
these  it  appears  that  during  the  windy  period  following  the  almost 
calm  weather  ending  September  11,  whilst  the  average  pressure 
at  the  boundary  stations  was  1  lb.  7  ozs.,  it  was  only  ;^lb.  on  the  same 
surface  at  those  situated  in  the  heart  of  London  ;  and  similar  differ- 
ences of  pressure  are  shown  in  the  other  numbers  of  this  Table. 
The  small  pressure  thus  found  to  exist  at  the  central  stations  implies 
that  for  the  greater  nnmber  of  hours  in  the  night  the  air  must  have 
been  in  an  absolutely  calm  state,  and  that  in  the  periods  from  August 
25  to  September  1  i ,  September  27  to  October  2,  and  from  October  7 
to  November  12,  there  was  an  upper  but  no  under  current  of  air. 

It  is  now  necessary  to  compare  the  velocity  of  the  air  in  its  daily 
motion  during  the  period  under  investigation  with  the  average  velo- 
city for  the  same  period  of  the  year,  as  determined  from  a  series  of 
observations. 

Velocitij  of  the  Air. 
The  horizontal  movement  of  the  air  was  determined  daily  by 
the  use  of  Whewell's  anemometer,  at  the  Royal  Observatory  Green- 
wich. It  has  been  in  use  since  the  year  1845,  from  which  time 
the  daily  movement  of  the  air  has  been  ascertained.  The  following 
Table  shows  the  average  movement  of  the  air,  as  found  from  the 
observations  of  the  years  from  1845  to  1853  inclusive. 

TABLE  XXXIV. — Shoaying  the  Average  Daily  Horizontal 
Movement  of  the  Air. 


Day  of 
Month. 

July. 

August. 

September. 

Octol)er. 

November. 

December. 

miles. 

miles. 

miles. 

miles. 

miles. 

miles. 

1 

168 

67 

109 

105 

108 

141 

-2 

121 

85 

102 

98 

111 

144 

3 

134 

86 

81 

110 

98 

116 

4 

71 

102 

79 

143 

117 

159 

5 

98 

96 

82 

122 

159 

156 

6 

115 

107 

71 

128 

142 

167 

7 

110 

106 

66 

158 

171 

147 

8 

107 

116 

77 

134 

116 

138 

9 

125 

135 

86 

151 

103 

138 

10 

104 

101 

86 

124 

107 

158 

11 

76 

141 

67 

92 

J28 

127 

12 

77 

83 

100 

103 

94 

109 

13 

78 

103 

77 

101 

83 

110 

14 

109 

92 

52 

108 

86 

161 

15 

87 

108 

86 

90 

106 

183 

J6 

98 

93 

104 

67 

152 

183 

17 

98 

97 

93 

134 

167 

136 

18 

120 

128 

95 

143 

146 

133 

19 

121 

140 

93 

117 

152 

146 

20 

118 

132 

97 

124 

169 

133 

21 

127 

117 

119 

146 

112 

109 

22 

106 

74 

94 

150 

157 

107 

23 

94 

84 

80 

146 

145 

71 

24 

83 

86 

66 

126 

137 

71 

25 

121 

123 

97 

103 

163 

106 

26 

111 

161 

122 

89 

117 

171 

27 

114 

131 

115 

118 

102 

101 

28 

81 

98 

91 

96 

131 

82 

29 

89 

89 

121 

84 

128 

108 

30 

93 

84 

123 

99 

137 

IOC 

31 

110 

81 

88 

95 

Means  - 

105 

105 

91 

116 

128 

129 
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TABLE  XXXV.— SuowJNG  the  Horizontal  Movement  of  the  Am. 


JJays  oi  tiie  - 

Horizontal  Movement  of  the  Air  in  Miles. 

xiie  wnoie  or 

Month. 

N. 

N.E. 

E. 

S.E. 

S. 

s.w. 

W. 

XT  "W 
JN.  VY. 

part  of  the 

UaY  C-ailll* 

miles. 

miles. 

miles. 

miles. 

miles. 

miles. 

miles. 

miles. 

calm, 
calm. 

July  1 

n 
jS 

15 
40 

Q 
O 

. . 

. . 

95 

calm. 

4 

42 

43 

5 

72 

73 

6 

45 

7 

light. 

calm. 

8 

•  • 

•  * 

9 

calm. 

10 

45 

1 1 

1  X 

30 

30 

calm. 

12 

13 

•  • 

OR 

so 

"  * 

calm« 

14 

.  . 

••  i 

135 

•  • 

1  K 

io 

• 

•  • 

45 

calm. 

J.  O 

17 

•  • 

QO 

30 

30 

•  ■ 

calm. 

18 

53 

*  • 

19 

70 

70 

20 



0  1 

•  • 

•  • 

35 

.  • 

calm. 

65 

calm. 

23 

35 

calm. 

24 

25 

•• 

41 

41 

26 

25 

calm. 

27 

95 

•  • 

*  * 

■  * 

28 

ISO 

*  • 



29 

•  • 

25 

calm. 

30 

•  • 

120 

31 

*  • 

•  • 

115 

, 

Slims 

30 

416 

146 

25 

227 

885 

373 

80 

Daily  average, 
69  miles. 

August  1 

9 

60 

55 

55 

O 

o 

80 

calm. 

4 

83 

82 

5 

50 

50 

6 

37 

38 

calm. 

7 

10 

• ' 

calm. 

8 

25 

25 

*  • 

calm. 

9 

40 

calm. 

1  fi 

lU 

IO 

calm. 

y  i 

130 

•  • 

1^ 

57 

57 

io 

18 

1 7 

calm. 

90 

calm. 

1  E 
15 

50 

calm. 

16 

60 

calm. 

17 

18 

30 

calm. 

30 

30 

calm. 

19 

125 

20 

28 

29 

29 

21 

115 

22 

•  • 

70 

70 

23 

190 

24 

102 

103 

63 

Tabi^e  XXXV. — Showing  the  Horizontal  Movement  of  the  Air — cont. 


Plorizontal  Movement  of  the  Air  in  Miles. 


Days  of  tlie 

The  wliole  or 

Month. 

N. 

E. 

S.E. 

S. 

s.w. 

w. 

N.W. 

part  of  the 
day  calm. 

miles. 

miles. 

miles. 

miles. 

miles. 

miles. 

miles. 

miles. 

August  25 

20 

20 

20 

Calm. 

26 

20 

20 

calm. 

27 

25 

calm. 

28 

40 

calm. 

29 

10 

calm. 

30 

,  , 

50 

calm. 

31 

17 

18 



calm. 

Sums 

295 

1  nn 
122 

*  • 



I  O 

I O  1  D 

^  (J  ^ 

320 

Daily  average, 
78  miles. 

cepiemDcr  i 
2 

40 

23 

22 

calm, 
calm. 

3 

22 

23 

calm. 

A 
rr 

60 

calm. 

K 
•J 

35 

calm. 

a 

D 

g 

7 

calm. 

7 

10 

calm. 

g 

25 

[  ■ 

calm. 

9 

5 

calm. 

calm. 

X  i 

*  • 

15 

calm. 

1  9 

70 

70 

X  o 

150 



1  d. 
1  *t 

65 

65 

i  0 

•  * 

• 

155 

80 

80 

170 

1  ft 

*  ' 

235 

•  • 

1  Q 

180 

20 

60 

60 

— 

21 

73 

72 

22 

40 

40 

40 

— 

23 

47 

48 

24 

150 

25 

17 

18 

calm. 

26 

calm. 

27 

17 

18 

calm. 

28 

calm. 

29 

calm. 

30 

, , 

calm. 

oums 

inn 

1  ftn 

1  oU 

40 

f 

1 252 

425 

1 

178 

Average  per 
day,  77  miles 

October  1 

calm. 

2 

calm. 

3 

45 

45 

4 

175 

5 

165 

6 

50 

50 

calm. 

7 

180 

8 

60 

•• 

9 

40 

40 

10 

'  46 

47 

47 

11 

62 

•  • 

1  63 

64 


Table  XXXV.— Showing  the  Horizontal  Movement  of  the  A\T—cont. 


Days  of  the 

Horizontal  Movement  of  the  Air  in  Miles. 

The  whole  or 

Month. 

N. 

N.E. 

E. 

S.E. 

s. 

s.w. 

W. 

N.W. 

part  of  the 

day  calm. 

miles. 

miles. 

miles. 

miles. 

miles. 

miles. 

miles. 

miles. 

Octoher  12 

45 

— 

13 
14 
15 
16 

calm. 

calm. 

calm. 

1 5 

calm. 

17 

150 

— 

18 

160 

— 

19 

78 

77 

— 

20 

55 

55 

— 

21 

7R 

22 

53 

52 

23 

55 

55 

24 

20 

calm. 

25 

90 

•• 

calm. 

26 

10 

calm. 

27 

30 

30 

calm. 

28 

55 

calm. 

29 

16 

17 

17 

calm. 

30 

70 

. — 

31 

25 

25 

calm. 

 . 

Sums 

122 

490 

100 

166 

47 

964 

142 

514 

Average  per 
day,  82  miles. 

November  1 

7 

8 

,  . 

calm. 

2 

52 

53 

, , 

— 

3 

38 

38 

39 

— 

4 

140 

,  , 

calm. 

5 

25 

25 

25 

— 

6 

30 

30 

.  . 

— 

7 

90 

•  • 

— 

8 

125 

— ■ 

9 

52 

,  , 

53 

— 

10 

145 

,  . 

— 

11 

26 

27 

27 

— 

12 

25 

— 

13 

75 

75 

— 

14 

95 

calm. 

15 

32 

31 

— 

16 

15 

— ■ 

17 

62 

63 

— 

18 

165 

— 

19 

135 

— 

20 

65 

21 

150 

22 

30 

30 

— 

23 

18 

18 

24 

100 

25 

115 

26 

10 

27 

85 

28 

255 

29 

135 

30 

155 

Sums 

420 

446 

269 

135 

1457 

123 

134 

Average  per 
day,  86  miles. 
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TABLE  XXXV. — Showing  the  Horizontal  Movement  of  the  Air  cont. 


Horizontal  Movement  of  the  Air  in 

Miles, 

Days  of  the 
Month. 

N. 

N.E. 

The  vhole  or 

E. 

S.E. 

s. 

S.W. 

w. 

N.W. 

part  of  the 
day  calm. 

miles. 

miles. 

miles. 

miles. 

miles. 

milGS. 

miles. 

miles. 

December  1 

loO 

— 

2 

so 

oyj 

RO 



3 

LO  t 

1 

1  oo 

— . 

4 

145 

145 

— 

5 



6 

83 

RO 

— 

7 

8 

62 

1  Ot> 

uo 

— 
— 

9 

111 

112 



10 

48 

47 



11 

1  fiO 



12 

/  o 



13 

14 

290 



15 

loo 

1 0^ 



16 

oo 

82 



17 

7R 

77 



18 

122 

19 

35 

OD 

'  * 

35 



20 

70 

70 

21 

105 

105 



22 

125 

125 



23 

40 

40 

— 

24 

:: 

230 

25 

110 

110 

— 

26 

113 

112 

27 

80 



28 

22 

23 

~  29 

52 

53 

30 

42 

43 

31 

300 

Sums  - 

359 

47 

2714 

2301 

339 

Average  per 

iay,  186  miles. 

The  directions  of  the  wind  from  day  to  day  are  shown  In  these 
lables,  as  well  as  the  horizontal  movement  of  the  air  in  miles.  The 
figm-cs  in  the  lower  lines  show  the  number  of  miles  the  air  has 
moved  in  each  direction,  referred  to  eight  points  of  the  Azimuthal 
Urcle,  and  the  average  number  of  mdes  daily,  independently  of 

tT?*' ^^'"^  ^''"^^      ^^^^  lower  lines  of 

lable  AXXIV.,  it  will  be  seen  that  in  July,  the  daily  motion  of  the 
air  was  less  than  its  average  by  36  miles  ;  in  August  by  27  ;  in 
beptember  by  14 ;  in  October  by  34 ;  in  November  by'  42.  In 
-Uecember  its  velocity  was  greater  by  67  miles  daily.  In  July  a 
calm  was  noted  on  16  days;  in  August  on  19  days  ;  in  September  on 
17  days;  m  October  on  13  days ;  in  November  on  3  days,  and  none 
in  I^ecember.  Thus,  out  of  the  123  days,  from  July  1  to  October  31, 
a  calm  was  noted  on  65  days,  or  one  half  of  the  whole  number. 
J.he  exceptions  to  this  oppressive  state  were,  on  July  3,  6,  19,  ami 
^b;  August  12,  14,  15,  23,  24;  September  12  to  September  24 , 
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October  5,  1,  8,  11,  17,  18,  19,  20,  23,  24,  and  28.  In  July  the 
greatest  pressure  on  the  surface  of  a  square  foot  was  2  lbs.  in  one 
instance  ;  in  August  of  5  lbs.  on  the  24th ;  in  September  of  7  lbs.  on 
the  24th;  and  in  October  of  10  lbs.  on  the  18  th. 

In  each  month  tlie  sum  of  the  velocities  is  the  greatest  with  the 
S.W.  wind;  the  next  in  order,  in  July,  was  N.E. ;  in  August  ^^^.\^  . ; 
in  September  and  October  W. ;  in  November  N.N.E. ;  and  in 
December  N.N.W. 

By  resolvino-  the  sum  of  the  horizontal  movements  of  the  air  for 
each  of  the  compound  directions  of  the  wind  into  two  component 
forces,  by  multiplying  each  force  by  the  cosine  of  the  angle  which 
its  direction  makes  with  the  cardinal,  the  following  results  are 
obtained : — 


1854. 
Months. 

Direction  of  the  Wind. 

N. 

E. 

S. 

W. 

July  - 

376 

448 

871 

1,121 

August 

627 

99 

1,032 

1,457 

September  - 

358 

274 

994 

1,437 

October 

831 

564 

846 

1,187 

November  - 

830 

505 

1,355 

1,248 

December  - 

552 

31 

1,919 

4,460 

Erom  these  numbers  it  appears  that  in — 

rtbe  S.  horizontal  movement       -  Miles -I  '''^^^^^  \  exceeded  "I  g.g 
''^J  1      exceeded  the  N.  by      j^js  miies,-^        the  E.  by  / 


Aug. 

Sept. 

Oct 

Nov. 

Dec. 


405 
636 
15 
525 
1,367 


1,358 
1,163 
623 
743 
4,129 


By  taking  the  means  of  the  numbers  in  Table  XXXV.  correspond- 
ino-  to  the  period  during  the  continuance  of  each  wind,  and  also  those 
observed  within  the  same  periods,  the  next  Table  is  formed,  showing 
the  relative  horizontal  movement  of  the  ah,  as  compared  with  its 
mean  value. 
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Table  XXXVI. — Showing  the  Comparison  of  the  Average  with  the  daily 
observed  Horizontal  Movement  of  the  Air. 


Daily 

Horizontal 

Movement 

1854. 

of  the  Air. 

Direction  of 

Wind. 

Daily 

Observed. 

Dilference 
from 

Average. 

miles. 

miles. 

July 

1  to  J  Illy    6       -  - 

S.W. 

71 

—  47 

33 

7     „  11 

N.N.E. 

RE 

KJtJ 

  eQ 

—     0  'J 

33 

12     „  23 

w  s  w 

88 

24     „  29 

N.E. 

60 

—  34 

33 

30  to  Aug.  2 

S.W. 

101 

4-  12 

Ausf. 

3    „        8       -  - 

"3? 

N.N.E. 

80 

—  22 

35 

9  24 

S.W. 

96 

—  11 

25  to  Sept.  11 

N.E. 

31 

-  62 

Sept. 

12           26       -  - 

33 

w.s.w. 

132 

+  40 

53 

27         -          -  - 

E.S.E. 

35 

—  80 

33 

28  to  Oct.  2 

Calm. 

0 

—  136 

Oct. 

3     „       6       -  - 

S.W. 

132 

+  7 

}> 

7    „  10 

E.N.E. 

115 

-  27 

jj 

11  to  Nov.  12 

S.W. 

83 

—  31 

Nov. 

13     „  16 

S.E. 

81 

—  26 

55 

17     „     20       -  - 

N.E. 

122 

—  37 

5J 

21      „     23       -  - 

S.W. 

82 

-  56 

5J 

24      „  26 

N. 

75 

-  64 

3» 

27  to  Dec.  31 

W.S.W. 

154 

+  26 

The  sign  —  denotes  below  the  average,  and  +  above  the  average. 


From  the  numbers  in  this  Table  it  will  be  seen  that  the  velocity  of 
the  air  has  been  much  less  than  usual.  From  July  1  to  September  1 1, 
with  the  exception  of  the  four  days  between  July  30  and  August  2, 
it  was  moving  with  a  diminished  rate,  and  at  times  its  velocity  was 
very  small,  particularly  in  the  period  from  August  25  to  Sep- 
tember 11,  when  its  velocity  was  one- third  only  of  its  average; 
and  in  that  of  September  27  to  October  2,  when  its  velocity  was 
only  one-fourth  part  of  its  average  for  those  days.  These  periods 
"were  the  calmest  within  the  series,  and  it  is  found  in  the  preceding 
section  that,  although  there  was  a  slight  upper  current  at  high  places, 
there  was  none  at  low ;  at  the  latter  there  was  a  dead  calm,  and  the 
air  was  stagnant. 

Electricity. 

Till  the  end  of  September  instruments  for  the  observation  of 
atmospheric  electricity  could  not  be  obtained.  At  this  time  delicate 
and  sensitive  electrometers,  made  by  Watkins  and  Hill,  were 
supplied  to  six  stations.  Unfortunately  one  of  them  became 
deranged,  and  was  not  again  in  order  till  the  end  of  November. 
The  following  Tables  give  the  results  for  every  day. 

E  2 


68 


TABLE  XXXVII.— Showing  the  Electkicity  of  the  Atmobpheeb  at  the 

several  Stations. 


01 

iicaii'iii  J 

St. 

St. 

SlONTH 

Lowishatn.  1 

HiUbank. 

Thomas's 

Ponlar 

Mary's  1 

liirlieate. 

AKD  Day. 

w  iiiie- 

iltlll* 

rlospital. 

Hospital- 

September 

1 

var. 

p. 

— 

— 

— 

— 

2 

var. 

p. 

— 

— 

— 

3 

mod. 

p. 

— 

— 

— 

— 

4 

moil. 

p. 

■ 

— 

— 

— 

• — 

5 

mod. 

p. 

— 

— 

— 

— 

6 

mod. 

p. 

— 

— 

— 

— 

7 

mod. 

p. 

— 

— 

— 

— 

8 

mod. 

p. 

• — 

— 

— 

— 

9 

mod. 

p. 

— 

— 

— 

— 

10 

moJ. 

p. 

— 

— 

— 

— 

— 

— 

11 

mod. 

p. 

— ■ 

— 

— 

slight 

p. 

— • 

— 

— 

— 

13 

0 

— 

— 

— 

— 

— 

14 

0 

— 

— 

— 

— 

15 

mod. 

p. 

— 

— 

— 

• — 

16 

mod. 

p. 

— 

— 

— 

— 

— 

— 

17 

var. 

p. 

■ — ■ 

18 

mod. 

p. 

— 

— 

E 

— 

19 

0 



— 

20 

mod. 

p. 

— 

z 

21 

var. 

p. 

— 

— 

— 

22 

mod. 

p. 



— 

— 

23 

slight 

p. 

— 

34 

var. 

p. 

— 

25 

mod. 

p. 

— 

— 

— 

— 

— 

— 

26 

var. 

p. 

— 

27 

mod. 

p. 

 , 

— 

28 

var. 

p. 

_ 

0-1  N. 

— 

— 

— 

p. 

29 

var. 

p. 

0'2  P. 

— 

30 

str. 

p. 



0-1  P. 

— 

— 

— 

p. 

 r  

October 

1 

var. 

p. 

— 



— 

0 

p. 

3 

str. 

p. 

— 

0-25  P. 

I'O 

P. 

— 

0-5  P. 

p. 

8 

var. 

p. 

0-05  N. 
0'2  P. 

O'o 

p. 

0 

p. 

4 

mod. 

p. 

— 

O'l  N. 

0'7 

P. 



0 

p. 

.5 

M'ealc 

p. 

0-05  N. 
0'2  P. 

0 

0 

p. 

Stl". 

P.N. 

0'05  N. 
0"2  P. 

0 

0.1  N. 

F. 

7 

str. 

P. 

— 

0"05  P. 

1'4 

p. 



0 

P. 

8 

mod. 

P. 

— 

0 

— 

0'25  P. 

P. 

9 

str. 

P. 

— 

fl-1  P. 

0'4 

p. 



0 

str.  P. 

10 

str. 

P. 

— 

0'2  P. 

0'5 

P. 



0 

p. 

11 

var. 

P. 

0-15  P. 

0'9 

P. 



0 

P. 

12 

str. 

P. 

O'l  P. 

1'5 

P. 



0 

N. 

13 

str. 

P. 

O'l  P. 

1'2 

P. 



I'D  P. 

P. 

14 

str. 

P. 

0 

O'O 

P. 



0 

N. 

15 

weak 

P. 

0 

__ 

0 

feeble  N. 

10 

mod. 

r. 

0*75  P. 

0-2 

P. 



0 

N. 

17 

mod. 

N. 

0 ' 05  P. 

10 

P. 



0 

N. 

18 

mod. 

P. 

0'2 

P. 

slicht  N. 

N. 

19 

str. 

P. 

0-2  P. 

0-7 

N. 

— 

0 

20 

weak 

P. 

0'15  P. 

0-2 

P. 

.sliarht  n. 

P. 

21 

str. 

P. 

0-1  P. 

1'7 

P. 

sliielit  P. 

P. 

22 

0 

0-3 

P. 

slieht  P. 

0 

23 

mod. 

P. 

0-1  P. 

1-3 

P. 

I'O  P. 

p. 

24 

str. 

P.N. 

0-1  P. 

1-0 

P. 

1-0  P. 

p. 

25 

str. 

N. 

0 

0 

p. 

26 

mod. 

N.P. 

str. 

p. 

0-2  P. 

O'l 

P. 

0-5  P. 

p. 

27 

vnr. 

P 

mod. 

N. 

0-17  r. 

0-2 

P. 

1-5  P. 

p. 

28 

str. 

P 

mod. 

N. 

U'05  P. 

I'l 

P. 

0 

var.  P. 

29 

str. 

T 

mod.  r.> 

— 

0-4 

P. 

0 

p. 

30 

mod. 

P 

mod.  N.I 

0-07  p. 

0-9 

P. 

0 

p. 

31 

str. 

P 

mod. 

P. 

O'l  p. 

1-4 

P. 

0 

p. 
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Table  XXXVn.- 


-Sho-wing  the  Electricity  of  the  Atmosphere  at  the 
several  Stations — cont. 


Month 
AXD  Day. 


November  1 
2 

3 


10 

11 

12 
13 

14 

15 

16 
17 
18 
19 
20 


22 
23 
24 
25 
26 
27 
28 

29 

30 


Lewisham. 


str.  p. 
weak.  p. 

yax.  P. 

str.  p. 

var.  p. 

mod.  p. 

str.  p. 

str.  p. 
str.  ir.p. 

weak  p. 


mod.  p. 
str.  ir.p. 

str.  N.p. 

str.  N.p. 

str.  N.p. 

mod.  p. 

mod.  p. 

var.  p. 

mod.  p. 

str. 
str. 
str. 
var. 
str. 
str. 
str. 


p. 
p. 
P. 
p. 
P. 
p. 
P. 

mod.  p.N. 
mod.  p. 


Millbank. 


mod.  p. 

mod.  p. 

mod.  p. 

mod.  p. 

str.  N. 

str.  p. 

str.  p. 

mod.  p. 

str.  p. 

mod.  p. 

geu.  N. 

mod.  p. 

mod.  p. 

str.  If. 

mod.  p.jT 

mod.  p. 

mod.  p. 

str.  N. 

mod.  N.p. 

str.  p. 

str.  p. 


str.  N. 

str.  p. 
mod.  p. 
str.  p. 
mod.  p. 
mod.  p. 
mod.  N.p. 
mod.  p. 
mod.  p. 
str.  N. 
mod.  p. 


Board 

of 
Health, 
White- 
hall. 


0-15  p. 

0-07  P. 
0 

0-02  P. 


0-10 
0-10 
0-10 
0-07 

0-05 
0-05 

0-05 
0-05 

0-  05 

1-  5 
0-22 
0-06 
0-03 

0-12 

0'J5 

0-40 

0-22 

0-2 

0-12 

0-01 

0-3 
0-07 
0-12 
0-07 


St. 

Thomas's 
Hospital, 


1-0 
0-2 

0-  5 

1-  1 
0-9 
0-1 
0-7 

0-7 
0-8 


0-7  P. 

0 

0-2  p. 


0-5 
0-8 
0-7 

0-4 


0-3 
0-1 


0-7 


Poplar. 


St. 

Mary's 
Hospital. 


0 
0 
0 

0 

0-5  P. 

0 

str.  p. 

0 

0-25  P. 
0 

0 

0 
0 

0 

V.  str.  p. 

V.  str.  p. 
0 
0 
0 


0-75  p. 

V.  str.  P. 
0-75  p. 
0-5  p. 
0 

0-5  P. 
1  P. 
0-5  p. 

0-75  P. 

0-5  p. 


Docember 


1 

weak 

p. 

2 

weak 

p. 

3 

weak 

p. 

4 

mod. 

p. 

5 

mod. 

p. 

6 

mod. 

p. 

7 

str. 

p. 

8 

mod. 

p. 

9 

mod. 

p. 

10 

str. 

p. 

11 

str. 

p. 

12 

str. 

p. 

13 

mod. 

p. 

14 

0 

15 

0 

16 

mod. 

p. 

17 

mod. 

p. 

18 

mod. 

p. 

19 

mod. 

p. 

20 

mod. 

P. 

21 

mod. 

P. 

22 

mod. 

P. 

23 

mod. 

p. 

24 

mod. 

p. 

25 

mod. 

p. 

28 

mod. 

p. 

27 

mod. 

p. 

28 

mod. 

p. 

29 

mod. 

p. 

30 

mod. 

p. 

31 

mod. 

p. 

mod.  p. 
slight  N. 
mod.  p. 
mod.  p. 
mod.  p. 
str.  N. 
mod.  p. 
str.  N. 
str.  p. 
str.  P.N. 
str.  p. 
mod.  N. 
str.  p. 
str.  p. 
str.  N.p. 
str.  P.N. 
str.  p. 
slight  p. 
str.  p. 
slight  N. 
str.  p. 
str.  N. 
slight  P. 
str.  p. 
mod.  p. 
str.  N. 
str.  N. 
slight  p. 
sir.  p. 
str.  p. 
str.  N. 
str.  p. 
str.  P.N. 
str.  N. 
str.  N. 
str.  N. 
str,  p. 
str.  N. 


0-07 

P. 

0.2 

P. 

0-10 

p. 

1-1 

P. 

0-4 

P. 

mod. 

N. 

0-1 

P. 

0-9 

P. 

mod. 

N. 

0-07 

P. 

0-7 

P. 

P. 

0-15 

P. 

0'5 

P. 

str. 

N. 

0-17 

P. 

1-4 

P. 

mod. 

N. 

0-05 

P. 

0-1 

P. 

mod. 

N. 

0-07 

P. 

0-2 

P. 

mod. 

N. 

0-6 

P. 

mod. 

N. 

0-22 

P. 

1-5 

P. 

mod. 

N. 

0-25 

P. 

0-1 

P. 

mod. 

N. 

0-17 

P. 

0-1 

P. 

mod. 

N. 

0-0 

0-0 

mod. 

N. 

0-05 

P. 

1-0 

P. 

mod. 

N. 

0-02 

P. 

0-9 

P. 

0-2 

P. 

N. 

0-10 

P. 

0 

N. 

0-15 

P. 

2-4 

P. 

N. 

0-05 

P. 

0 

N. 

0-07 

P. 

0 

N. 

0-02 

P. 

0 

N. 

0-15 

P. 

0-2 

P. 

N. 

0-3 

P. 

N. 

0 

N. 

0-12 

P. 

0-4 

P. 

N. 

0-12 

P. 

0-5 

P. 

N. 

0-20 

P. 

0-8 

P. 

N. 

0-25 

P. 

0-3 

P. 

N. 

0-10 

P. 

0 

N. 

0-1 

P. 

slight  p. 
0 

0-25  p. 
0 

weak  p. 

0-25  p. 
0-5  p. 
0 

0 


N. 
P. 


P. 
P. 


var. 
var. 
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From  these  Tables  Ave  learn  that  at  Lewisham  in  September 
positive  electricity  was  present  on  27  days,  and  on  three  day^  not  at 
aU.  In  October  it  was  positive  on  28  days,  negative  on  2  days  both 
positive  and  negative  on  3  days,  and  on  one  day  none  at  all.  _  in 
November  positive  electricity  was  present  on  22  days  :  both  positive 
and  negative  on  6  davs,  and  none  at  all  on  2  days.  In  December 
positive  on  29  days,  and  none  on  2  days.  Then  out  of  122  days,  from 
September  1  to  December  31,  common  positive  electricity  was  shown 
on  103  days,  negative  on  2  days  ;  both  negative  and  positive  on  9  days, 
and  on  8  days  none  was  shown.  Its  strength  was  moderate  and 
weak  in  September ;  frequently  strong  from  the  6th  of  October  tiU 
the  beginning  of  December,  and  moderate  and  weak  throughout  this 
month. 

At  the  Board  of  Health  observations  were  began  on  September  28  ; 
and  from  this  time  to  the  end  of  the  year,  positive  electricity  was 
noted  on  70  days,  and  negative  on  7  days;  on  three  days  none  at  ail. 
At  Millbank  Prison  observations  were  began  on  October  2b,  and 
positive  electricity  was  noted  on  55  days,  negative  on  31,  and  none 
on  three  days. 

At  St.  Thomas's  Hospital  positive  electricity  was  noted  in  October 
on  24  days,  negative  on  1  day,  and  none  on  5  days;  m  November 
positive  electricity  on  17  days,  negative  on  1  day,  and  none  on  12 
days;  in  December  positive  on  25  days,  and  none  on  6  days.  lHus 
out  of  92  days,  from  October  1,  positive  electricity  was  noted  on 
66  days,  negative  on  2  days,  and  none  at  all  on  23  days. 

At  St.  Mary's  Hospital  the  observations  began  on  October  l,_and 
ceased  on  December  .9;  within  this  interval  on  28  days  positive 
electricity  was  noted,  on  3  days  negative  electricity,  and  on  3b  no 
electricity  at  all. 

At  Highgate  the  observations  began  on  October  1,  and  with  the 
exception  from  December  10  to  December  23,  continued  to  the  end 
of  the  year.  Positive  electricity  was  noted  44  times,  negative  9 
times  ;  on  23  days  the  instrument  was  unaffected. 

It  is  desirable  to  direct  some  attention  to  those  days  on  which 
negative  electricity  was  noticed  at  some  stations  and  positive  at 
others.  On  October  3,  4,  and  5,  negative  electricity  was  noticed 
at  the  Board  of  Health  ;  on  the  6th  negative  electncity  was  shown 
at  the  low  stations  and  positive  at  the  high;  on  the  12th,  14th,  15tli, 
and  16th,  negative  electricity  was  noticed  at  Highgate,  and  positive  at 
other  stations;  on.  the  17th  negative  at  Lewisham  and  Highgate, 
and  positive  at  intei-medlate  stations;  on  the  18th  positive  at  south 
stations  and  negative  at  north  ;  on  the  20th  negative  at  St.  Mary  s 
Hospital  and  positive  elsewhere;  from  the  27th  to  the  30th  negative 
at  Millbank  Prison.  On  November  4th  the  electricity  was  positive 
andneo-ative  at  the  different  stations,  nnd  variable  in  strength;  on 
the  2  1  st  it  was  negative  at  Millbank  and  the  Board  of  Health,  in 
December  it  was  negative  at  Highgate  on  the  1st  and  2d,  and  was 
freauently  negative  at  Millbank  Prison,  and  almost  always  negative 
at  Poplar  during  the  month.  With  these  exceptions,  the  observations 
of  atmospheric  electricity  taken  at  the  several  stations  were  m  close 
accordance  with  each  other,  both  in  kind  and  in  tension. 
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Ozone. 

I  rejoice  that  the  persevering  spirit  of  inquiry  which  distinguishes 
the  present  age  should  liave  added  another  meteorological  element  of 
investigation  to  the  proceeding,  one  too,  which  if  somewhat  verging 
upon  the  field  of  chemical  inquiry,  promises  to  be  a  subtle  and  im- 
portant agent  in  aid  of  this  research  into  the  nature  and  extent  of 
meteorological  influences  upon  the  rise  and  progress  of  cholera. 
That  these  influences  are  great  it  is  not  possible  to  doubt,  and  equally 
impossible  it  is  to  believe  that  uncombined  with  others  they  are 
sufficient  to  account  for  the  sudden  and  formidable  growth  of  a  disease, 
which  in  a  few  weeks  from  hitherto  unexplained  causes  rises  with 
giant  strides  into  a  devastating  power,  more  formidable  than  any  our 
country  has  yet  known,  and  which  with  even  greater  rapidity  has 
subsided,  to  be  renewed,  when  we  know  not,  unless  a  series  of  investi- 
gations like  the  present  shall  reveal  to  us  the  conditions  of  its  rise  and 
progress.  The  conjoining  here  a  link  of  inquiry  from  a  field  so  fraught 
with  importance  to  the  entire  investigation  as  that  of  chemistry,  I 
consider  greatly  in  aid  of  this  inquiry,  and  purpose  to  discuss  the 
ozone  observations  at  my  command  with  the  utmost  rigour. 

Ozone,  first  discovered  by  Dr.  Schonbein  in  1848,  has  since  that 
date  in  England  been  sedulously  investigated  by  Dr.  Moffat.  This 
indefatigable  observer  considers  it  to  exercise  an  important  influence 
on  the  animal  economy,  and  believes  that  it  may  be  found  a  means  of 
materially  inducing  or  modifying  diseased  actions,  in  which  opinion 
he  is  supported  by  Dr.  Schonbein. 

In  order  to  investigate  the  daily  developments  of  this  agent  in  the 
atmosphere  during  the  epidemic  of  cholera,  strips  of  t^st  paper,  as 
purchased  from  Mr.  Cox  at  Peckham,  and  wliich  he  assured  me  he 
had  received  direct  from  Professor  Schonbein's  agent,  were  distri- 
buted to  all  the  metropolitan  stations ;  and  other  test  papers,  pre- 
pared by  Dr.  Moffat  himself,  were  similarly  distributed.  The 
directions  for  noting  the  presence  and  measuring  the  amount  of 
ozone  are  very  simple,  being  the  free  exposure  to  the  atmosphere 
(protected  from  rain  and  the  direct  rays  of  the  sun)  of  a  small  strip 
of  dry  paper,  previously  saturated  with  a  solution  of  starch  and 
chemically  pure  iodide  of  potassium.  The  discoloration  of  this  paper 
on  exposure,  to  brown,  or  when  immersed  in  w^ater,  to  purple,  attests 
the  presence  of  ozone,  and  the  degree  of  discoloration  its  intensity 
and  amount,  these  changes  in  the  paper  are  caused  by  the  iodine  being 
set  free,  through  its  power  of  oxidising  the  potassium  of  the  iodide. 

In  the  course  of  the  observations,  a  test  paper  of  each  kind  was 
exposed  in  the  morning  and  evening  daily  at  every  station.  It  was 
found  that  the  papers  prepared  by  Dr.  Moffiit,  were  luore  sensitive 
than  those  of  Dr.  Schonboin,  and  accordingly  indicated  the  presence  of 
ozone  when  none  was  indicated  by  those  of  Schonbein.  The  follow- 
ing results  are  therefore  based  entirely  on  Moffiit's  papers. 

From  August  24  till  September  4  there  was  no  ozone  at  any 
station  near  the  metropolis,  and  very  little  at  any  station  over  the 
country  ;  a  little  was  shown  on  September  5,  and  from  this  time  after- 
wards was  exhibited  generally.  It  was  most  abundant  on  September 
24,^  Octol)cr  7,  8,  11,  18,  25,  Novcmbei-  19,  20,  24,  25,  and  2G. 

The  following  Table  shows  the  mean  amount  in  each  week,  the 
greatest  intensity  being  represented  by  10. 
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From  this  Table  we  learn  that  the  amount  of  ozone  at  all  stations 
of  low  elevation  has  been  insignificant,  and  that  at  many  places  near 
the  river  no  trace  of  it  at  all  has  been  detected  throughout  the  whole 
of  the  cholera  period.  On  the  other  hand,  at  places  of  high  elevation, 
ozone  has  been  shown  nearly  at  all  times,  and  at  other  and  interme- 
diate stations  has  been  shown  occasionally.  The  presence  and  amount 
of  ozone,  from  these  observations,  would  seem  to  be  graduated  by 
the  elevation,  and  to  increase  as  we  ascend  from  the  lowest  to  the 
highest  ground.  * 

Rain. 

The  fall  of  rain  over  the  metropolis  I  considered  would  be  suffi- 
ciently well  determined  by  having  observations  made  at  two  stations 
to  the  north,  and  two  to  the  south,  with  the  addition  of  observations 
from  three  or  four  of  the  central  stations.  The  next  Table  gives  the 
results  of  the  rain-fall  at  these  places. 
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The  numbers  in  the  lowest  line  give  the  weekly  fall  of  rain  over 
the  Meti-opolis.  By  comparing  the  results  from  each  station  with 
these  values,  it  will  be  seen,  that  there  is,  for  the  most  part,  a  close 
ao-reement  in  the  amount  of  rain-fall ;  the  most  remarkable  difference 
is  that  shown  in  the  week  ending  August  5,  between  the  two  stations 
of  St.  John's  Wood  and  Enfield,  the  former  showing  an  excess  above 
the  mean  of  0-56  inch,  and  the  latter  a  deficiency  below  it  oF  0-76  inch. 

Out  of  the  136  days,  between  July  12  and  November  25,  rain 
fell  on  43  days;  it  fell  plentifully  on  August  1,  3,  and  4;  Sep- 
tember 13  ;  October  6,  19,  25  ;  and  November  16.  On  Axigust  .3, 
the  fall  amounted  to  1-4  inch;  it  fell  scantily  on  18  days,  each  fall 
being  less  than  foiir-hundredths  of  an  inch,  and  on  7  other  days  it 
waskss  than  one-tenth  of  an  inch.  lii  the  period  from  August  24, 
(on  which  day  rain  fell  to  the  depth  of  0-02  inch,)  till  September  12, 
no  rain  fell,  and  none  fell  between  September  23  and  October  6. 
The  quantity  of  rain  which  fell  in  September  was  much  below  the 
average.  On  93  days  out  of  the  136,  ending  November  25,  no  rain 
at  all  fell. 

It  is  desirable,  before  proceeding  further  with  the  rain-fall,  to  know 
its  average  amount  at  one  or  more  stations  within  the  Metropolitan 
districts,  as  deduced  from  the  mean  of  several  years.  For  this  purpose, 
I  have  two  series  of  observations,  the  one  at  St.  John's  Wood,  taken 
by  George  Leach,  Esq.,  and  the  other  at  the  Koyal  Observatory, 
Greenwich  ;  the  former  station  is  situated  to  the  north  and  the  latter 
to  the  south  of  London,  both  series  extending  without  interruption 
over  15  years.  The  results  of  these  two  series  are  shown  in  the 
following  Tables. 


TABLE  XL. — Monthly  Fall  of  Rain  at  the  Royal  Observatory, 
Greenavich,  in  Inches,  from  the  Year  1840  to  1854. 


Teae§. 

Jan. 

Feb. 

Mar. 

April. 

May. 

June. 

July. 

Au 

g- 

Sept. 

Oct. 

Nov. 

Dec. 

in. 

in. 

in. 

in. 

in. 

in. 

in. 

in. 

in. 

in. 

in. 

in. 

1840 

2-4 

1- 

2 

0-3 

0- 

1 

2- 

1 

1- 

5 

1- 

7 

1- 

1 

2-9 

1- 

6 

2-9 

1-6 

1841 

2-1 

1- 

3 

1-3 

1- 

9 

2  • 

1 

2* 

7 

3- 

6 

2- 

2 

4-0 

G- 

3-7 

2-4 

1842 

1-0 

1- 

1 

1-9 

0- 

4 

2* 

1 

1- 

0 

3- 

0 

1- 

8 

4-0 

1- 

4 

4-2 

0-7 

1843 

1-4 

2- 

4 

0-6 

1- 

7 

3- 

8 

1 

3 

2- 

4 

3- 

G 

0-5 

4 

3 

2-3 

0-4 

1844 

2-4 

2- 

3 

2-9 

0- 

4 

0- 

4 

1 

8 

2 

8 

2- 

0 

1-2 

4 

0 

4-3 

0-4 

1845 

2*4 

0 

9 

1-5 

0 

6 

2 

2 

1 

9 

1 

9 

3- 

1 

2-1 

1 

4 

2-4 

2-0 

1846 

2-8 

1 

5 

0-9 

3 

1 

1 

5 

0 

5 

1 

5 

4 

0 

1-8 

5 

1 

1-5 

1-1 

1847 

1-4 

1 

4 

0-8 

I 

0 

1 

4 

1 

5 

0 

7 

2" 

0 

1-6 

2 

0 

2-0 

2-0 

1848 

1-2 

2 

6 

3-1 

3 

4 

0 

4 

3 

5 

2 

0 

4 

3 

2-4 

3 

5 

1-2 

2-G 

1849 

1-6 

2 

2 

0-5 

2 

2 

3 

9 

0 

2 

2 

9 

0 

5 

3-3 

2 

7 

1-5 

2-4 

1850 

1-2 

1 

n 
ii 

0-3 

2 

3 

•2 

4 

0 

9 

2 

9 

1 

9 

2-3 

1 

4 

2-5 

1-3 

1851 

2-7 

1 

•  2 

4-1 

2 

•3 

0 

8 

1 

•3 

4 

3 

1 

5 

0-4 

1 

•8 

0:G 

0-G 

1852 

3-G 

0 

•9 

0-2 

0 

•5 

1 

•9 

4 

•G 

2 

•3 

4 

4 

3-8 

3 

•8 

G-0 

2*2 

1853 

2-0 

0 

•9 

1-5 

3 

•1 

1 

•G 

2 

•8 

G-0 

2 

2 

2-4 

4 

3 

1-5 

0-7 

1854 

1-7 

1 

•0 

0-4 

0 

•G 

3 

•3 

1 

•0 

1 

•7 

2 

9 

0-7 

2 

•6 

1-4 

1-4 

Means  - 

2-0 

1 

•5 

1-3 

1 

•c 

2 

•0 

1-8 

0 

•6 

2 

5 

2  "2 

3 

•0 

2-5 

1-4 

76 


TABLE  XLI. — Monthly  Fall  of  Eain  at  St.  John's  Wood,  in  Inches, 

from  the  Year  1840  to  1854. 


Yeass. 

Jan. 

Feb. 

Mar. 

April. 

May. 

June. 

July. 

Aug. 

Sept. 

Oct. 

Nov. 

Dec. 

in. 

in. 

in 

in 

in. 

in. 

in. 

in. 

in. 

in. 

in 
iJJ* 

1840 

2-9 

1  '3 

0'3 

0'3 

2*2 

1-7 

2*0 

1-5 

2'7 

I'3 

U  0 

1841 

3*1 

1  •  1 

1  •  1 

1*7 

2*3 

2'5 

2-6 

2'6 

3*8 

4*7 

1842 

1  •  0 

1  "4 

2*0 

0*3 

2"0 

2'2 

2-1 

3*8 

3*9 

2*0 

1843 

1  '3 

2*6 

0-5 

1*9 

5'2 

1*2 

2*2 

3'7 

2*1 

4*2 

9  •  1 

U  U 

1844 

2*3 

2'6 

2*5 

0*4 

0-3 

1-3 

2-9 

1*7 

1'  1 

3*9 

o  u 

1845 

3-2 

1 "  1 

1  •  6 

1*0 

2-3 

1  *4 

2*4 

2*6 

1-5 

1*5 

A  O 

o  u 

1846 

3'4 

1*4 

1  •  1 

3*7 

1*5 

1*0 

1*6 

5*8 

1*  7 

5*4 

1  •  fi 

x  u 

1  •  9 

1847 

1*3 

1  "0 

0'  9 

1*1 

1-8 

1*6 

0"8 

1'4 

1"8 

1*9 

X  O 

1  'Q 

1848 

1  "1 

3-1 

3'4 

2*8 

0*2 

3*3 

2'2 

5*1 

2*0 

3*4 

1  ■  1 

9*0 

1849 

2-0 

2-6 

0-7 

1-9 

3-5 

0-5 

2-9 

0-8 

2-8 

1-2 

1*4 

1*9 

1850 

1-0 

1-0 

0-3 

2-6 

2-0 

1-1 

2-6 

0-8 

2-4 

1*7 

2*1 

1*5 

1851 

3-5 

I'D 

4-3 

1'6 

0-6 

1-2 

3-7 

2-9 

0-4 

2*1 

0*4 

1852 

3-5 

1-0 

0-3 

0-8 

1-3 

5-7 

2-5 

3-7 

3-6 

3*9 

6*7 

2*1 

1853 

2-7 

1-1 

1-7 

3-1 

2-2 

2-4 

5-2 

1-8 

2-1 

4-3 

1*3 

0*6 

1854 

2-3 

1-0 

0-4 

0-4 

3-7 

1-1 

2-7 

2-8 

0-7 

2*4 

1*3 

1*7 

]\{eaiis  - 

2-3 

1-5 

1-4 

1-6 

2-1 

1-5 

2-6 

2-9 

2-2 

2*9 

2*4 

1*4 

The  niimbers  in  the  lowest  line  in  each  of  these  Tables  give  the 
mean  monthly  fall  of  rain,  and  by  taking  these  means,  we  have  the 
mean  monthly  fall  of  rain  over  the  Metropolis  as  follows: — 


TABLE  XLII — Average  Monthly  Fall  of  Eain  over  London 


Month, 

FaU  of  Eain. 

January  -       -       -       -  _ 

in. 
2-15 

February  -       -       -       -  - 

1*50 

March  

1*35 

April       -       -       _       _  _ 

1-60 

May        .       -       _       .  . 

2*05 

June        -       -       .       _  _ 

1-65 

July  

2*60 

August 

2-70 

September  - 

2*20 

October    -       -       -       -  _ 

2*95 

November       -       -       .  _ 

2*40 

December        -       -       _  _ 

1*40 

The  sum  of  these  is  24*55  inches,  which  is  the  mean  yearly  rain- 
fall at  London, 

The  following  Table  gives  the  monthly  fall  of  rain  in  the 
year  1854  at  the  Metropolitan  stations,  from  wliich  I  received 
continuous  registers. 
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TABLE  XLIII. — Monthly  Fall  of  Rain  over  London  in  tbe  Year  1854. 


iber. 

c 

iber. 

ber. 

Stations. 

1- 

a 

ibrua 

arch, 

D 

>^ 

ugus 

n 

<v 

Ui 

ctobe 

ovem 

ecem 

1-5 

% 

< 

in 

o 

Q 



in. 

in. 

in. 

in. 

in. 

in. 

in. 

in. 

in. 

in. 

in. 

in. 

Lewisham  -       -  - 

1-7 

1-1 

0-4 

0-7 

3-6 

1-2 

2-1 

2-3 

0-8 

2-6 

1-6 

1-4 

Royal  Observatory 

St.  Mary's  Hospital   -  _ 

1-7 

1-0 

0-4 

0-6 

3-3 

1-0 

1-7 

2-9 

0-7 

2-6 

1-4 

1-4 

1'3 

1-0 

0-4 

0-3 

3-5 

1-0 

1-9 

3-0 

0-6 

2-3 

1-2 

1-5 

St.  John's  Wood 

2-3 

1-0 

0-4 

0-4 

3-7 

1-1 

2-7 

2-8 

0-7 

2-4 

1-3 

1-7 

Enfield  - 

2-1 

0-9 

0-3 

0-5 

3-3 

I'O 

1-3 

1-8 

0-7 

2-1 

1-2 

1-3 

Means 

1-82 

0-98 

0-38 

0-50 

3-48 

1-06 

1-94 

2-56 

0-70 

2-40 

1-34 

1-46 

The  numbers  in  tbe  lowest  line  give  tbe  montbly  fall  of  rain  over 
tbe  Metropolis  during  tbe  year  1854.  By  comparing  tbem  witb  tbe 
numbers  sbowing  the  mean  monthly  fall  for  London,  it  will  be 
seen  that  there  has  been  a  deficiency  of  rain  in  every  month,  except- 
ing in  May  and  December. 

The  fall  of  rain  in  the  Metropolis  in  tbe  year  1854,  was  18-62 
inches,  being  5-93  less  than  the  average  fall  for  the  year. 

Clouds. 

The  amount  of  cloud  was  observed  at  most  of  the  stations,  and 
tbe  results  are  in  close  agreement  witb  each  other.  The  results 
are  as  follows,  an  overcast  sky  being  represented  by  10  and  a 
cloudless  shy  by  0,  and  intermediate  states  by  intermediate 
numbers : — 

In  the  two  weeks  ending  July  15,  the  amount  of  cloud  was  9 


In  the  two  weeks  ending  July  29,  „  5 

In  the  four  weeks  ending  Aug.  26,  „  8 

In  the  two  weeks  ending  Sept.  9,  „  3 

In  the  two  weeks  ending  Sept.  23,  „  6 

In  the  week  ending  Sept.  30,  „  1^ 

In  the  week  ending  October  7,  „  6 

In  the  week  ending  October  14,  „  4^ 

In  the  week  ending  October  21,  „  7^ 

In  the  week  ending  October  28,  „  5 

In  the  week  ending  November  4,  „  Z\ 

In  the  week  ending  November  11,  „  6 
In  the  week  ending  November  18,             -  jj 

In  the  week  ending  November  25,  „  8 

In  the  week  ending  December  2,  „  6 

In  the  week  ending  December  9,  ,,  5 

In  tlie  week  ending  December  16,  „  6 

In  the  week  ending  December  23,  „  7 

In  the  week  ending  December  30,  „  5 


Comparison  of  the  Meteorology  of  London,    ?Forcester,  •  Liverjwol, 

Dunino,  and  Arbroath. 

Tbe  foregoing  section  closes  the  amount  of  meteorological  data  I 
have  been  able  to  collect  within  the  prescribed  limits  of  time  and 


78 


place.  I  am  noAV  going  to  institute  a  brief  comparison  of  London 
meteorology  Avith  that  of  Worcester,  Liverpool,  Dunino,  and 
Arbroath,  for  the  same  period.  For  the  means  of  comparison  I  am 
indebted  to  the  observations  carried  on  under  my  superintendence 
by  some  of  my  best  observers,  members  of  the  British  Meteorological 
Society;  the  insufficiency  of  these  observations  to  supply  the  re- 
quired data  for  this  special  investigation  is  to  me  a  matter  of  regret, 
and  arises  from  the  circumstances  that  my  inciuiries  hitherto  have 
been  directed  to  the  study  of  meteorology  as  influencing  climate,  and 
scarcely  at  all  to  the  meteorology  of  towns,  which,  as  entering  into  a 
scheme  for  eliminating  the  laws  of  climate,  w^ould  vitiate  the  accu- 
racy of  results  intended  to  be  of  general  application.  For  this 
reason  I  have  instituted  observations  upon  the  outskirts  of  cities, 
and  as  far  removed  from  their  influence  as  possible ;  but  that  which 
is  wanting  to  give  value  to  the  present  inquiry  is  a  definite  know- 
ledge of  the  meteorological  condition  of  the  towns  above  mentioned, 
of  which  I  have  chosen  Worcester  and  Liverpool  as  being  visited 
by  the  Cholera  at  about  the  same  time  as  the  Metropolis,  but  to  a 
less  degree,  and  Dunino  and  Arbroath,  as  being  far  north,  and 
enjoying  a  comparative  if  not  total  immunity  from  the  ravages  of 
the  Great  Devastator. 

To  obtain  the  required  knowledge,  similar  observations  to  those 
taken  in  the  Metropolis  should  be  instituted  in  the  most  considerable 
of  our  provincial  towns,  and  more  particularly  in  those  where  dis- 
ease and  Cholera  have  been  the  most  rife.  We  should  then  ascertain, 
whether  a  similarity  of  meteorological  conditions  attended  a  com- 
parative amount  of  Cholera,  and  whether,  and  if  so  to  wliat  extent, 
similar  meteorological  influences  existing  in  the  Metropolis  extended 
to  or  found  existence  in  the  many  populous  cities  and  towns  of  the 
United  Kingdom. 

Having  most  completely  under  my  daily  observation  meteorolo- 
gical records,  applying  to  niore  than  one  hundred  diflTerent  localities  in 
Great  Britain,  T  am  able  to  estimate  Avith  tolerable  accuracy  the 
influence  of  geographical  position  upon  climate,  and  the  amount  of 
abnormal  departure  due  to  local  and  unremovable  causes.  Had  I, 
in  addition,  for  as  many  years  directed  my  attention  to  the  meteo- 
rology of  towns  and  cities,  I  should  now  have  been  in  a  position  to 
bring  forward  a  mass  of  evidence  respecting  the  cause  of  their  com- 
parative insalubrity,  and  have  been  enabled  to  perform  more  satis- 
factorily this  important  part  of  my  inquiry. 

It  should,  however,  be  borne  in  mind  that  meteorological  research, 
involving  so  much  continuous  and  constant  aid,  is  far  too  laborious  to 
be  taken  up  without  the  stimulus  of  some  definite  and  ulterior 
object ;  and  the  clear  elucidating  of  the  meteorological  influences  at 
work  to  cause  the  insalubrity  of  towns  has  until  lately  promised 
little  repayment  to  those  who  would  wish  their  amelioration.  I 
have  little  hesitation  in  saying,  that  were  the  meteorology  of  our 
towns  carefully  ascertained  and  collated  with  that  of  the  Metro- 
polis, and  both  together  with  that  of  the  country  generally,  of  which 
last  I  have  a  foundation  of  many  years  continuous  observations,  that 
in  a  short  time  we  should  be  in  a  condition  to  elucidate  a  clear 
insight  into  the  meteorological  causes  of  Cholera,  Influenza,  and 
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many  phases  of  disease  which  now  burst  upon  us  with  the  sudden- 
ness and  devastating  power  of  a  divine  and  wrathful  visitation. 

The  conditions  most  favourable  to  health  in  all  cases  are  an  average 
degree  of  pressure,  temperature,  and  humidity.  A  departure  from 
these  conditions  at  once  tells  upon  the  public  health  in  a  degree  pro- 
portional to  the  amount  of  departure.  Thus  Ave  see  that  in  the 
country  at  large,  in  obedience  to  the  laws  of  climate,  an  equal  degree 
of  health  is  not  always  to  be  enjoyed,  nor  an  equal  degree  of  mortality 
to  be  expected. 

The  more,  therefore,  in  towns  that  these  conditions  are  violated,  the 
greater  must  be  the  departure  from  the  standard  of  public  health. 
That  this  standard  is  too  widely  departed  from  in  many  of  our  largest 
towns,  is  an  imdeniable  fact,  and  an  inquiry  into  the  causes  in  opera- 
tion to  produce  it  is  greatly  to  be  desired ;  the  more  especially  as  we 
are  well  aware  that  it  is  among  the  lower  orders  of  the  population 
that  the  greatest  mortality  occurs,  a  fact  which  speakingly  proclaims 
the  cause  in  a  great  measure  to  be  remedial. 

That  the  main  causes  of  insalubrity  arise  from  the  violation  of  the 
climatic  laws  applying  to  the  district,  is  evidenced  by  the  comparative 
salnbrity  of  the  outskirts  of  towns,  where  the  natural  conditions  of 
the  district  are  nearly  always  in  force  excepting  when  subjected  to 
the  impurities  and  disturbing  town  influences,  which  in  certain  states 
of  the  atmosphere  diffuse  themselves  over  the  environs. 

Our  first  care  should  be  a  comparison  of  the  diiferences  existing 
between  the  more  salubrious  parts  of  the  large  and  least  healthy  towns 
and  those  particular  districts  which  are  least  so.  We  should  then  find 
the  actual  amount  of  departure  from  the  general  laws  of  climate 
applying  to  the  surrounding  country,  and  ascertain  with  certainty 
the  particular  localities  within  the  city  which  give  rise  to  the  dis- 
turbing influences.  This  comparison  has  not  yet  been  made,  nor  can 
it  be,  excepting  by  previously  organised  arrangement. 

I  will,  therefore,  proceed  to  compare  briefly  the  meteorological 
phenomena  of  London  with  simultaneous  phenomena  at  the  places 
already  mentioned,  and  which  are  Worcester,  Liverpool,  Dunino, 
and  Arbroath. 


The  following  are  the  positions  of  these  places : — 


Names  of  Places. 

Latitude. 

Longitude. 

t 

Height 
above  the 
level  of 
the  sea. 

Names  of  the  Observers. 

London 

o  / 

51  29 

o  ; 

Various. 

Worcester  - 

52  15 

2  10  W. 

125 

James  D.  Baldey,  Esq.,  C.E. 

Liverpool  - 

53  25 

SOW. 

37 

John  I-Iartnup,  Esq.,  E.E.A.S. 

Dunino 

56  16 

2  49  W. 

309 

David  Tennant,  Esq.,  M.B.M.S. 

Arbroath  - 

56  34 

2  38  W. 

50 

Alexander  Brown,  Esq. 

The  following  are  the  results  of  this  investigation : — 
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The  Wind. 

The  direction  of  the  wind  at  the  different  stations  was  chiefly 
S.W. ;  its  estimated  strength  was  nearly  the  same  at  the  different 
stations.  Its  velocity  at  Liverpool  is  shown  in  the  following 
Table:— 


TABLE  LIII.  Average  daily  Horizontal  ^Motion  of  the  Air  at 

Liverpool  Observatory. 


Year. 

January. 

February. 

Mai-ch. 

April. 

May. 

June. 

miles. 

miles. 

miles. 

miles. 

miles. 

miles. 

1852 

4G0-0 

445-6 

216-8 

223-4 

302-0 

325-5 

1853 

3G6-3 

288-2 

247-7 

408-6 

271-0 

233-1 

1854 

3C8-0 

460-7 

334-5 

307-6 

253-3 

.302-3 

Year. 

July. 

August. 

September. 

October. 

November. 

December. 

miles. 

miles. 

miles. 

miles. 

miles. 

miles. 

1852 

250-6 

255-3 

269-2 

278-2 

303-2 

421-5 

1853 

365-5 

256-3 

302  -  0 

280-2 

236-0 

229-6 

1854 

248-4 

273-4 

306-1 

317-3 

332-7 

These  numbers  do  not  agree  with  those  for  I.iondon  in  Table 
XXXIV. ;  and  we  draw  from  them  the  tact  that  there  has  been  no 
deficiency  in  the  velocity  of  the  air  at  Liverpool,  although  in  Lon- 
don the  motion  was  less  tJian  one-^half  its  average. 
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By  comparison  with  the  numbers  in  Table  XXXVIIL,  showing  the 
weekly  amount  of  ozone  at  the  several  Metropolitan  stations,  with  the 
numbers  in  this  Table,  it  will  be  seen  that  in  London  there  was  a 
great  deficiency  of  ozone  at  all  stations,  even  at  Highgate  and  Bexley 
Heath,  as  compared  with  stations  of  the  same  elevation  in  the  country. 

In  both  Tables  the  amount  of  ozone  is  shown  to  be  the  smallest  at 
the  latter  end  of  August  and  the  beginning  of  Sejitember. 

At  all  times  the  amount  of  ozone  was  the  greatest  at  places  of  the 
highest  elevation,  as  at  Hartwell  and  Hawarden,  and  at  stations 
situated  near  the  sea. 

By  dividing  the  numbers  into  two  groups,  of  inland  and  sea-side 
stations,  and  taking  the  means  of  the  numbers  in  each  group,  we  find 
that  at  the  latter  stations,  at  an  elevation  of  85  feet,  the  mean  amount 
of  ozone  was  2*2,  and  at  the  inland  stations,  at  an  elevation  of  85  feet, 
it  was  0'6 ;  of  170  feet  was  1-3,  and  of  255  feet  was  3-8.  These 
numbers,  therefore,  confirm  the  law  indicated  by  the  Metropolitan 
observations,  of  the  amount  of  ozone  being  graduated  by  the  degree 
of  elevation. 

Progress  of  the  Cholera  in  the  Metropolitan  Districts  iii  the  Year  1853. 

The  first  death  in  London  from  Cholera,  in  the  year  1853,  took 
place  on  July  7  ;  and  the  progress  of  the  disease  is  shown  in  the 
following  Table. 
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TABLE  LV. — Showing  the  Number  of  Deaths  in  the  Metropolis  from 
Cholera  and  Diarrhcea,  on  each  Day  from  July  1  to  December  31, 1853, 
inclusive. 


{^Compiled  for  the  Board  of  Health  from  the  Registers  of  Deaths  in  the 

General  Register  Office). 


1853. 
— 

July. 

August. 

September. 

October. 

November. 

December. 

Day  of 

ci 

the 
Month. 

Cholera. 

DiarrhcEi 

Cholera. 

DiarrhcE 

Cholera. 

8 

5 
P 

Cholera. 

DiarrhoE 

Cholera. 

Diarrha 

Cholera. 

8 

A 

.H 

P 

1 

0 

6 

0 

20 

1 

21 

11 

14 

15 

10 

0 

10 

2 

0 

7 

1 

21 

4 

23 

9 

14 

15 

5 

4 

7 

3 

0 

8 

0 

13 

5 

24 

10 

13 

12 

7 

2 

8 

4 

0 

9 

1 

23 

2 

20 

7 

10 

22 

22 

1 

1 

5 

0 

7 

1 

18 

0 

31 

7 

13 

7 

3 

4 

3 

6 

0 

9 

4 

25 

1 

11 

6 

11 

1 5 

10 

1 

6 

7 

1 

12 

7 

30 

0 

16 

12 

9 

13 

15 

4 

7 

8 

0 

5 

2 

22 

2 

16 

7 

7 

16 

11 

1 

8 

9 

0 

10 

2 

27 

1 

16 

10 

8 

12 

2 

4 

4 

10 

0 

10 

2 

22 

0 

23 

3 

7 

19 

8 

0 

4 

11 

1 

9 

2 

29 

3 

6 

7 

7 

15 

9 

0 

5 

12 

0 

10 

5 

25 

3 

14 

7 

8 

11 

4 

2 

9 

13 

u 

i  i 

9 

oC5 

o 

10 

9 

12 

10 

8 

0 

9 

14 

2 

12 

2 

21 

4 

15 

3 

7 

12 

9 

1 

6 

15 

1 

14 

1 

24 

4 

8 

8 

10 

9 

4 

1 

3 

16 

1 

16 

0 

19 

3 

n 

14 

9 

4 

9 

0 

7 

17 

1 

14 

1 

26 

6 

17 

14 

11 

10 

3 

3 

3 

18 

0 

15 

0 

22 

1 

17 

16 

11 

11 

10 

2 

4 

19 

1 

18 

1 

20 

5 

11 

7 

7 

9 

4 

2 

1 

20 

1 

12 

2 

27 

5 

13 

13 

11 

10 

4 

1 

7 

21 

1 

10 

5 

31 

7 

16 

9 

6 

5 

3 

1 

6 

22 

1 

9 

3 

20 

1 

11 

22 

10 

6 

10 

0 

5 

23 

1 

16 

2 

16 

3 

11 

14 

7 

6 

11 

1 

4 

24 

0 

10 

3 

19 

2 

14 

10 

5 

4 

4 

1 

7 

25 

1 

17 

3 

14 

8 

13 

6 

9 

4 

4 

0 

10 

26 

1 

15 

5 

16 

9 

13 

14 

10 

4 

5 

1 

4 

27 

2 

22 

3 

21 

11 

14 

14 

12 

2 

8 

4 

6 

28 

2 

12 

2 

26 

4 

18 

14 

6 

2 

8 

1 

8 

29 

1 

19 

2 

35 

6 

12 

14 

5 

4 

3 

0 

9 

30 

0 

18 

2 

28 

8 

9 

11 

8 

4 

5 

1 

7 

31 

2 

18 

1 

25 

25 

6 

0 

9 

Sums 

21 

380 

67 

723 

111 

454 

335 

283 

288 

218 

43 

187 

Atmospheric  Phenomena  in  the  Year  1853. 

The  pressure  of  the  atmosphere  was  nearly  that  of  its  average  in 
the  months  of  March,  April,  August,  and  September,  and,  with  the 
exception  of  that  of  November,  was  below  it  in  the  remaining  months. 

The  first  quarter  of  the  year  was  subjected  to  extremes  of  heat  and 
cold.  The  spring  and  summer  were  cold  ;  and  the  weather,  with  the 
exception  of  the  first  half  of  August,  was  almost  always  unsettled. 
The  autumn  was  cloudy;  the  atmosphere  was  thick  and  hazy.  The 
winter  was  cold  The  motion  of  the  air  was  less  than  usual.  The 
fall  of  rain  for  the  year  was  4^  inches  in  excess.  The  monthly 
means  of  the  meteorological  phenomena  for  the  year  1853  are  given 
in  the  following  Table  : — 
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Peogeess  of  tlie  Choleea  in  the  Meteopolitan  Disteicts 

in  tlie  Year  1854!. 


94 

Progress  of  the  Cholera  in  the 

The  First  Death  from  Cholera  took  place  on  January  8  in  the 

Year  is  shown  in 

TABLE  LVII. — Showing  the  Number  of  Deaths  in  the  Metropolis 

(^Compiled for  the  Board  of  Health,  from  the 


1854. 

Januaht. 

FEnEUARY. 

Makch. 

Apkil. 

May. 

June. 

Day  of 

•hoEa. 

8 

d 

8 

the 

Cholera. 

CO 

8 

C3 

e 

Diarrhoes 

A 
u 

S 

03 

8 

Month. 

Dian 

Choh 

Dian 

Chol< 

Choh 

Dian 

Chol( 

Dian 

Cholc 

Diarr 

1 

0 

6 

0 

7 

0 

6 

0 

5 

0 

7 

0 

4 

2 

0 

3 

0 

3 

0 

4 

0 

7 

0 

5 

0 

9 

3 

0 

4 

0 

2 

0 

2 

1 

6 

0 

6 

0 

3 

4 

0 

3 

0 

7 

0 

2 

1 

3 

0 

3 

0 

8 

5 

0 

3 

0 

4 
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1 
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3 

0 

1 

0 

8 

6 
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2 

0 

4 

0 

7 
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5 

0 

3 

0 

6 

7 

0 

7 

0 

2 

0 

4 

0 

5 

0 

3 

0 

4 

8 

1 

4 

0 

4 

0 

6 
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3 

0 

6 

1 

3 

9 
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4 
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7 
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8 
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5 
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1 

10 
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6 
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5 
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2 

0 

6 

0 

5 

22 
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5 
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5 
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4 
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7 

0 

1 

1 
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5 
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3 
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29 
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6 
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30 
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1 
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7 

0 

8 

0 

5 

31 

1 

4 
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0 

5 

Sums 
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164 

3 

137 

0 

154 

4 

138 

4 

141 

3 
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95 

Metropolitan  Districts  in  the  year  1854. 

year  1854,  and  the  Daily  Progress  of  the  Disease  throughout  the 
the  following  Table :  — 

from  Cholera  and  Diaerhosa,  on  each  day  throughout  the  year  1854. 
Register  of  Deaths  in  the  General  Register  Office.) 


JULT. 

August. 

September. 

October. 

November. 

December. 

ilera. 

8 
t 

ilera. 

rrhoea. 

ilera. 

rrhoea. 

rrhoea. 

ilera. 

rrhoea. 

ilera. 

rrhoea. 

o 

Dia 

O 

Dia- 

o 

Dia 

"3 

O 

Dia 

O 

5 
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Dia: 

0 

G 

72 

31 

389 

41 

70 

13 

1 

9 
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2 

0 

7 

74 

27 

459 

36 

61 

17 

2 

11 

1 

5 

0 

8 

78 

28 

329 

49 

76 

13 

4 

4 

0 

3 

0 

8 

78 

29 

305 

38 

53 

20 

11 

7 
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3 

1 

12 

101 

26 

267 

47 

60 

16 

3 

11 

1 

2 

0 

7 

104 

34 

259 
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41 

26 

4 

6 

1 

6 

1 

9 

78 
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235 

35 

37 

15 
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7 

0 

3 

2 

8 

107 

34 

215 

34 

47 

21 

1 

8 

0 

2 

1 

6 

96 
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39 

37 

24 

6 

8 

0 

5 

0 

10 

83 

31 

256 
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38 

19 
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5 

0 

10 
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49 
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52 

29 

11 

0 

5 

0 

10 

2 

8 

98 

36 

246 

36 

17 

18 

3 

6 

0 

3 

1 

10 

108 

33 

203 
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24 

18 

2 

7 

0 

8 

1 

4 

116 

32 

158 

30 

35 

11 

2 
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0 

2 

1 

-  11 
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31 

208 

30 

32 
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5 

3 

16 
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36 
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21 

18 

21 

1 

7 
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5 

7 

8 
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24 
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36 

25 

18 
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0 

3 

5 

13 

118 
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10 

2 

4 

0 

5 

6 

9 

131 

28 

142 

29 

15 

10 

1 

2 
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6 

12 
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39 
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26 

13 

11 

0 

3 

2 

3 

17 

13 

131 

33 
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5 

10 

2 

3 

0 

5 

16 

17 
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41 

129 

28 

12 

9 

0 

8 

0 

2 

24 

24 

118 

29 

104 

30 

3 

2 

0 

5 

0 

4 

20 

15 

100 

36 

106 

26 

4 

9 

0 

8 
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0 

23 

11 
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26 

90 

20 

6 

10 

1 

3 

0 

4 

27 

25 

144 

41 

88 

25 

5 

7 
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17 

137 

38 

75 

20 

4 

6 

1 

5 

0 

I 

41 

26 

187 

29 

66 

17 

3 

8 

0 

4 
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0 

44 

20 

211 

40 
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9 
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0 

303 

371 

3,513 

1,022 

6,084 

990 

823 

426 

52 

175 

5 

113 
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Atmospheric  Phenomena,  in  relation  to   Cholera  in  the  Metropolitan 

Districts  in  the  Year  1854. 

Having  discussed  the  different  meteorological  conditions  weekly 
Avhich  prevailed  during  the  continuance  of  Cholera  in  the  Metropolis, 
it  is  necessary  to  trace  the  progress  of  the  disease  weekly  in  connexion 
Avith  the  meteorology  of  the  period. 

From  the  beginning  of  the  year  till  the  week  ending  J uly  8,  the 
mortality  from  diarrhoea  averaged  35  weekly;  till  this  time  21 
deaths  only  liad  been  caused  by  Cholera,  and  these  were  scattered 
over  the  27  weeks  from  January  1.  In  the  week  ending  July  15 
six  cases  of  death  from  Cholera  and  59  from  diarrhoea  were  registered 
The  weekly  progress  of  the  disease  was  subsequently  as  follows : — 

TABLE  LVIIL— Shoaving  the  Number  of  Deaths  in  the  Me- 
tropolis from  Cholera  and  Diarrhoea,  in  each  week  from 
July  1  to  the  end  of  the  Year  1854. 


Number  of  Deaths 

1S54. 

from 

Week  ending 

Cholera. 

Diarrhoea. 

•Tiilv            1      -        -  - 
8     -       -  - 

0 

CO 

4 

oy 

15     -       -  - 

6 

59 

22     -       -  - 

33 

79 

29     -       -  - 

180 

122 

August       5     -       -  - 

488 

187 

12     -       -  - 

671 

237 

19     -       -  - 

772 

225 

26     -       -  - 

869 

245 

September  2     -       -  - 

1,646 

251 

9     -       -  - 

1,869 

289 

16     -       -  - 

1,527 

252 

23     -       -  - 

1,182 

206 

30     -       -  - 

658 

166 

October      7     -       -  - 

398 

120 

14     -       -  - 

227 

122 

21     -       -  - 

143 

103 

28     -       -  - 

48 

58 

Kovember  4     -  - 

25 

54 

11     -       -  - 

16 

50 

18     -       -  - 

10 

44 

25     -       -  - 

5 

27 

December  2     -       -  - 

4 

30 

9     -       -  - 

2 

24 

16     -       -  - 

0 

37 

23     -       -  - 

2 

32 

30     -       -  - 

0 

13 
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It  is  desirable  to  trace  the  progress  of  these  numbers  with  each 
section  separately. 

The  pressure  of  the  atmosphere,  as  shown  in  Table  IV,  was  in 
excess  in  the  months  of  February,  March,  April;  in  defect' in  May 
and  June;  and  slightly  in  excess  in  July.  The  reading  of  the  baro- 
meter became  remarkable  towards  the  end  of  August,  and  the  pressure 
was  more  continuously  great  during  the  worst  period  of  the  disease 
tnan  at  any  other  time.  On  reference  to  Table  III.  and  the  notes 
which  follow,  it  vvill  be  seen  that  the  barometer  reading  was  as  hio-h 
as  30i  inches  on  three  different  days  between  August  25  and  Sep- 
tenaber  10,  and  that  it  exceeded  30  inches  during  the  whole  of  this 
period.  The  reading  began  to  decrease  on  the  11th,  when  the  disease 
also  began  to  decline. 

The  readings  declined  below  30  inches  on  the  14th,  and  continued 
with  but  sHght  variations  from  30  inches  till  after  the  20th.  The 
mortality  from  cholera  in  the  week  ending  September  16,  was  342 
less^  than  in  the  preceding  week.  On  September  22  the  reading 
attained  30-4  inches  nearly,  and  was  high  till  the  end  of  the  month. 
The  decrease  in  the  mortality  in  the  week  ending  September  23  was 
345,  but  was  greater  in  the  week  ending  September  30,  the  decrease 
bemg  as  large  as  524,  notwithstanding  the  still  high  reading  of  the 
barometer.  After  this  time  the  rate  of  decline  steadily  continued  till 
the  end  of  October,  after  which  a  few  scattered  cases  only  occurred 
till  the  end  of  the  year.  The  reading  of  the  barometer  decreased  to 
29-37  inches  by  October  5,  and  increased  to  30-6  by  the  13th ;  declined 
to  29-3  inches  by  the  18th;  after  this  time  the  variations  of  reading 
were  frequent,  and  at  times  large  in  amount.  The  reading  in  November 
was  that  of  the  average,  but  was  below  it  in  December. 


Temperature  of  the  Air. 

Table  IX.,  with  following  remarks,  shows  the  temperature 
of  each  month  in  the  year  1854,  and  its  departure  from  the 
average.  From  January  1  to  April  21,  with  the  exception  of 
lb  days,  VIZ.,  January  1  to  January  6,  and  February  10  to 
February  19,  the  mean  daily  temperature  of  the  air  was  in  excess. 
Ihe  averao-e  daily  excess  of  the  101  days  ending  April  21  was 
3-4  ;  on  April  22  a  very  cold  period  set  in,  injuring  vegetation  and 
killing  many  hardy  plants,  and  from  this  time  to  July  19,  a  period 

^1  ^r^xV  average  daily  defect  of  temperature  was  3-3°.  In 
lable  VIII.  the  departures  of  temperature  each  week,  from  July  8, 
at  the  central  Metropolitan  stations,  are  given.  During  the  first  two 
weeks  the  temperature  was  between  4  and  5  degrees  below  the 
average,  but  on  July  20  it  rose  above,  and  on  the  25th  Avas  11°  in 
excess;  the  temperature  of  the  air  on  this  day  rose  to  90"  nearly, 
and  was  the  hottest  in  the  year.  The  mean  weekly  temperature 
?ll  n  .i.'^^ff  f^'^S  August  19  was  in  defect.  From  August  19 
till  uctober  11  the  temperature  was  in  excess,  averaging  for  these 
041  Clays  2 -b  daily.  The  greatest  excesses  were  in  the  week  ending 
beptember  2,  when  the  average  amount  for  the  Metropolitan  districts 
was  bj  ;  the  number  of  deaths  from  Cholera  this  week  were  1,646, 
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and  increased  to  the  maximum  l,869in  the  following  week,  the  tem- 
perature being  in  excess,  varying  from  1°  at  e^^v'-^ted  places  to  5 
it  places  of  low  elevation;  in  the  next  week,  endmg  ^eptember  16 
the  temperature  was  in  excess,  and  continued  so  till  the  week 
ending  October  14;  and  tlic  mortality  from  Cholera  declined  to  227 
The  temperature  after  this  time,  with  the  exception  of  the  week 
endino-  November  4,  was  below  its  average  till  December. 

Dudng  the  epidemic  the  mortality  was  greatest  at  those  places 
.here  the  temperature  was  highest.  The  temperature  was  the 
highest  in  the  year,  excepting  in  the  week  ending  July  29,^ lien  the 
mortality  was  Vo^^^^^g  ^^^^S^t,  v.z.,  in  the  week  ending  Sep- 
tember  2. 

Maximum  Temperature  hy  Day. 
Table  X.  contains   the   mean  weekly  highest  temperature  by 
day     The   maximum  for  the   year,  viz.,  79-1°    occurred  in  the 
ast*  week    n    Tulv.     The   mean   of  the  bighest  temperature 
b;'day  t  tl.e  Metropolitan   districts    in  the  month  o  July 
was7'>  2°-  in  August  was  70  5-,  and  m  September  71  ,  .how 
r^  bii  li«le  vt-i^tion  in  this  element  in  the  period  of  3  months^ 
it"  was  higher,  however,  in  September  than  m  Angus      In  the 
week  endinc  September  2,  when  Cholera  was  at  its  height,  the  day 
teXe?atu?e  averaged  73-5°,  being  the  highest  in  the  year  (except  ng 
on?  the  last  week  in  July).    The  day  t^uperature  ^o^^^^^^^^^^ 
fatal  week  ending  September  9  descended  to  70  ,  and  atteiwaid^ 

dechned  week  by  week  to  60°  _  +^„.,.«vntnTP  of 

The  greatest  difference  between  the  maximum  day  teiBpeiatme  ot 

consecutive  weeks,  viz.,  7°,  took  place  between  the  weeks  ending 

October  14  and  October  21.  ,  ,  p  n  ^m.rsp  of  the 

The  maximum  temperature  somewhat  f^l^^.^^^^^^^^^i^'^.^tw^en 

disease.  The  little  difference,  l^owever,  shown  m  Table  ^J' ^^^^^^^^^^^^ 

thehio-h  day  temperatures  recorded  at  both  high  and  low  station. 

*not"sufficLt  to'  account  for  the  different  rate  of  mortabty  exi.t- 

ing  at  each. 

Minimum  Temperature  hy  Night. 
Table  XII.  gives  my  collected  infonuation  upon  the  night  t^^^^^ 
perature  of  London.     The  highest  mght  teuM^civatuie  took  place 
in  the  weeks  ending  July   29   and  September  2,  and  a  eiaged 
about  51°  in  July  and  August,  and  46°  in  September,  at  th.  out 
tyTng  stations;  Whilst  at  the  central  stations  they  -■^l^  P^^^;^ll: 
and  51°  in  those  months  respectively.     The  excess  of  '^'f^l^'l 
perature  of  London  is  shown  in  Table  XIIL    In  the  several  weeks 
Sll  August  26  the  excess  varied  from  1°  to  4° ;  but  in  the  week 
ending  "September  2  it  was  as  large  as  8°  and  in  the  fojlo^^^^^^^ 
weeklimoimted  to  7°  nearly ;  the  excess  decreased  to  41  andj^^^ 
3°  in  the  two  following  weeks.    The  excess  of  the  night  tempera 
ture  of  London  was  therefore  the  greatest  when  the  cbsease  ^v^ 
rnroaching  its  height,  and  decreased  as  the  disease  declined  to 
.    2^^'inl  e  week  ending  October  21,  being  about  the  same  amount 
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as  existed  before  the  epidemic  broke  out,  I  have  no  doubt  that 
the  excess  of  night  temperatvire  exercised  an  influence  in  the  progress 
of  the  epidemic. 

Diurnal  Range. 

Table  XVT.  and  remarks  following  give  a  great  deal  of  in- 
formation upon  the  range  of  temperature  and  the  weather  gene- 
rally during  the  pi'Ogress  of  the  epidemic,  and  for  some  time  after. 
Table  XVII.  shows  that  the  daily  range  has  exceeded  the  average 
in  every  month  of  the  year  excepting  June.  Table  XV.  shows 
the  less  daily  range  at  the  Metropolitan  stations  than  that  due 
to  their  geographical  position ;  the  weeks  distinguished  by  the 
greatest  departures  were  those  ending  September  2  and  9.  In  the 
results  following  Table  XVI.  the  periods  most  distinguished  by 
large  defects  of  daily  range  were  from  August  26  to  September  11, 
during  which  time  the  disease  attained  its  height,  and  again  in  the 
calm  period  from  September  26  to  October  4.  The  less  daily  range  at 
stations  of  low  elevation  seems  to  have  exercised  an  important  influ- 
ence in  the  progress  of  the  epidemic. 

Thames  Water  and  its  Temperature. 

The  waters  of  the  Thames,  as  first  collected  in  Gloucestershire, 
are  pure,  and  continue  nearly  so  until  they  reach  Richmond,  when 
they  become  tainted  with  every  description  of  impurity,  the  river  as 
it  passes  through  London  being  made  the  recipient  of  all  the  sewers 
and  waterclosets  of  the  Metropolis ;  much  of  this  matter  is  precipi- 
tated in  contact  with  the  mud  of  the  river,  but  much  also  remains  in 
solution.  From  this  water,  therefore,  it  is  not  to  be  expected  that 
pure  vapour  of  water  can  arise ;  it  is,  in  fact,  tainted  with  all  the 
refuse  matters  dissolved  in  it. 

To  this  great  cause  of  malaria  is  to  be  added  the  wide  extent  of 
undrained  marsh  land  which  lies  to  the  east  of  the  Metropolis.  The 
heat  of  the  summer  acting  upon  the  sodden  and  decayed  vegetation 
scattered  over  its  surface  gives  rise  to  the  most  pestilential  vapours 
and  exhalations ;  these  are  in  a  measure  contained  within  the  pre- 
cincts of  the  Metropolis,  London  being  bounded  on  the  north,  south, 
and  west  by  hills,  which  on  its  northern  boundary  exceed  420  feet. 

To  return  to  temperature.  I  made  a  series  of  experiments  on  the 
"  Radiation  of  Heat  at  Night  from  the  Surface  of  the  Earth,"  (pub- 
lished in  the  Philosophical  Transactions,  part  1  1,  1847,)  and  found 
the  temperature  of  exposed  surfaces  to  be  dependent  upon  the  varia- 
tion of  the  soil,  its  vicinity  to  other  soils,  its  elevation,  exposure, 
difi^erence  of  level,  &c.  The  temperature  of  grass,  for  instance, 
adjacent  to  gravel  I  found  to  be  frequently  much  lower,  so  as  often 
to  be  below  the  temperature  of  the  dew  point,  whilst  the  gravel 
at  the  same  time  was  above  by  many  degrees.  In  like  manner 
the  marsh  lands  to  the  east  of  London  generate  volumes  of  mist  and 
vapour  dependent  upon  temperature,  but  from  their  volixme  a,nd 
'intensity  are  less  easily  dispersed,  surcharged  as  they  are  with 
organic  matter,  and  the  effluvia  of  animal  and  vegetable  matter  in 
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all  stages  of  decay,  and  which  derive  accession  from  the  refuse  cast 
upon  the  banks  of  the  river,  and  left  by  the  receding  tide  upon  the 
mud.  The  vapours  thus  generated  mix  with  the  atmosphere,  and  in 
calm  weather  are  retained  in  its  lower  stratum,  subjecting  the  inhabi- 
tants within  and  around  their  dwellings  to  their  poisonous  influence. 

The  effect  of  temperature  upon  the  Thames  water,  in*  tainting 
the  surrounding  air,  is  exhibited  in  the  well-known  fact  that  diarrh<ja 
and  summer  cholera  become  prevalent  after  the  temperature  of  the 
Thames  has  attained  to  60°,  and  from  the  fact  that  as  the  water 
declines  from  this  temperature,  so  also  do  the  above  diseases. 

By  reference  to  Table  XIX.  and  following  remarks,  it  will  be  seen 
■that  the  temperature  of  the  Thames  attained  to  60  on  June  22, 
.  and  descended  below  this  reading  on  September  26  ;  that  the  tempe- 
rature of  the  water  was  70°  towards  the  end  of  July,  fell  to  62  at 
the  beginning  of  August,  and  attained  a  second  maximum  ot  66  at 
the  beginning  of  September. 

Here  then,  according  to  the  above  reasoning,  is  a  cause  for  the 
prevalence  of  disease  in  general,  if  not  of  Cholera,  dunng  the  period 
tmder  review;   the  insalubrity  of  which  was  greatly  heightened 
by  the  weather  at  the  time  being  close  and  sultry,  and  distinguished 
everywhere  by  a  continued  prevalence  of  mist  and  haze.  _  louring 
periods  of  clear  calm  weather  in  the  Metropohs   that  is  when 
the  Londoner  sees  the  sky  really  blue,  and  at  night  when  he  sees 
the  stars  shine  briglitly,  or  when  the  air  is  in  gentle  motion  the 
vapours  from  the  city  and  river  ascend  high  into  the  atmosphere, 
become  generally  diffused,  and  escape  observation ;  but  during  periods 
of  cloud?,  misty  weather,  and  particularly  duiing  calms  and  the  cold 
air  of  nights,  the  vapour  in  ascending  is  condensed  into  haze,  mist,  or 
fog,  and  kept  in  contact  with  the  surface  of  the  earth,  occupying  the 
lowest  districts. 

The  greater  the  dlflference  in  relation  to  the  teraperatiires  ot  the 
air  and  water,  the  more  dense  will  be  the  mist  or  fog.  lable  XA. 
gives  these  differences,  and  exhibits  in  some  instances  an  excess  ot 
20°  temperature  of  the  Thames  over  that  of  the  mr.  In  the  remarks 
following  this  Table,  it  will  be  seen  that  for  28  nights  ending  Septem- 
ber 12  the  average  excess  exceeded  16-5°. 

By  reference  to  the  wind  sections  for  this  period,  it  will  be  seen 
that  the  air  was  calm  both  by  day  and  night.  It  was,  therefore, 
charcred  with  the  accumulated  vapours  for  this  long  tune,  and  tataUy 
was  their  influence  manifested  during  the  three  weeks  when  the 
disease  was  at  its  worst,  and  destroyed  5,834  of  the  Metropohtan 
population. 

No  reasonable  doubt  can  henceforth  be  entertained  as  to  the  per- 
nicious effect  of  the  London  fogs  during  the  summer  heats  nor  ot 
their  power,  under  any  favourable  combination  of  unusual  he:it  or 
general  stagnation  of  the  air,  to  fan  into  flame  the  dormant  spai'ks  ot 
an  epidemic  never  thoroughly  extinguished  since  its  first  mtroduc- 
tion  to  English  soil.  ^  

*  See  the  Registrar-General's  Beport  upon  Cholera  in  England  in  1848  and  1849. 
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Wind. 

The  first  strong  wind  in  the  year  was  on  January  3,  when  from 
the  E.N.E.  there  were  pressures  to  4  and  5  lbs.  on  a  square  foot  of 
surface.  On  January  25  the  wind  blew  strongly  for  a  short  time 
from  the  south,  and  on  the  26th  from  the  S.W.  In  February,  from 
the  4th  to  the  9th,  the  wind  blew  almost  continuously  from  the  west 
and  S.  W.,  with  pressures  from  3  to  5  lbs. ;  on  the  9  th  a  pressure  of 
12  lbs.  was  recorded.  The  next  strong  wind  was  on  February  17 
from  S.Vf .  and  W.,  with  pressures  varying  from  5  to  12  lbs. ;  and 
on  the  18th  and  19th  froin  the  N.\Y.,  with  pressures  from  5  lbs.  to 
10  lbs.,  and  iu  one  instance  to  18  lbs.  On  February  23,  24,  and  25 
there  were  pressures  of  3  lbs.  and  4  lbs.  from  the  S.,  S.W.,  and 
N.N.W. ;  from  March  8  to  11  there  Avere  occasional  pressures  of  3  lbs. 
from  S.W.  The  next  strong  wind  of  any  duration  was  on  April  22 
and  23  from  the  N.E.,  when  there  were  pressures  to  5  lbs.  and  6  lbs. 
On  April  28  there  were  pressures  to  5  lbs.  from  the  N. ;  on  April  30 
there  were  occasional  pressures  to  4  lbs.  from  the  S.W.  On  May  2 
there  Avere  pressures  to  6  lbs.  from  the  S.W.  On  May  7  and  8  the 
wind  blew  strongly  from  Vf.  S.W.,  and  pressures  to  8  lbs.  and  10  lbs. 
were  recorded.  On  June  2  and  3  the  wind  blew  for  some  time  with 
pressni-es  to  4  lbs.  and  5  lbs.  from  the  N.E.  On  June  10  and  11 
the  wind  blew  from  the  S.W.  Avith  pressures  to  4  lbs.  and  5  lbs. 
On  June  26  there  were  pressures  from  the  W.S.W.  for  some  hours 
to  4  lbs.  Up,  therefore,  to  the  end  of  J une  there  had  been  instances 
of  strong  wind,  though  someAvhat  fewer  than  usual.  Up  to  this  time 
few  deaths  from  Cholera  had  occurred,  and  those  wei'e  scattered  fi'om 
the  commencement  of  the  year.  In  July  there  were  no  strong  winds, 
and  16  days  AA'cre  noticed  as  nearly  or  quite  calm.  In  the  second 
week  of  the  month  5  cases  of  Cholera  were  reported ;  in  the  Aveek 
ending  July  22  the  numbers  increased  to  26,  and  subsequently  to 
133  in  the  last  AA'eekj  whilst  the  deaths  from  diarrhoea  increased  from 
27  to  84.  In  August,  by  reference  to  Table  XXXV.,  it  will  be 
seen  that  6  out  of  the  first  10  days  were  designated  as  calm.  By  the 
Aveek  ending  August  12  the  number  of  deaths  had  increased  to  no 
less  than  G^l.  On  August  1 1  the  air  moA^ed  more  freely  from  the 
W.S.W.,  and  on  the  12th  from  the  S.  and  S.VY.  From  the  13th 
to  the  18th,  portions  of  each  day  were  calm;  from  the  19th  the  air 
was  in  gentle  motion  till  the  23d ;  and  on  the  24th  there  were  pres- 
sures to  2  lbs.  and  3  lbs.  for  a  few  hours  from  the  W.  S  W.  At 
intervals,  Avhen  the  air  Avas  somewhat  less  stagnant,  the  rate  of 
increase  in  the  disease  Avas  checked,  dating  from  August  12.  In  the 
Aveeks  ending  August  26  the  number  of  deaths  from  Cholera  was  847. 
From^  August  25  to  September  11  the  air  was  still,  and  a  dead  calm 
prevailed  at  all  low  places.  This  Avas  the  calmest  period  in  the  year, 
and  the  disease  was  at  its  height.  The  number  of  deaths  fr  om  Cholera 
in  the  week  ending  September  9  amounted  to  1,869,  and  from  diarrhoea 
to  289.  By  reference  to  the  remarks  following  Table  XXX.  it 
will  be  seen  that  from  July  1  to  September  11  the  direction  of  the 
Avind  was  alternately  from  S.W.  and  N.  E.,  and  for  an  equal  number 
of  days ;  but  on  those  days  in  which  it  was  passing  from  the  latter 
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point  it  was  mostly  in  gentle  motion  only.    On  September  12  tlie 
wind  blew  for  a  couple  of  hours  with  a  pressure  of  2  lbs.  on  the 
square  foot,  and  the  air  became  in  motion  even  in  places  situated 
near  the  alluvial  of  the  Thames.    Shortly  after  the  disease  began  to 
decline.    From  September  3  to  September  20  the  wmd_  blew  every 
day  with  velocity  for  some  time,  and  the  disease  declmed  rapidly. 
On  September  24  the  wind  blew  strongly  for  some  hours,  with 
pressures  varying  from  5  lbs.  to  7  lbs.  on  the  square  foot.    This  was 
followed  by  a  calm,  extending  to  October  2  ;  the  disease,  nevertheless, 
continued  to  decline.    On  October  5  the  wind  blew  for  a  few  hours 
from  the  S.W.,  with  a  pressure  of  3  lbs.    During  the  month  ot 
October  the  wind  occasionally  passed  with  some  velocity ;  still  there 
were  12  clays  partially  calm;  the  disease  declined  to  25  in  the  week 
ending  the  4th  of  November. 

In  the  remarks  following  Table  XXXV.  it  is  shown  that  out  of 
the  123  days  from  July  1  to  the  end  of  October  a  calm  more  or 
less  prevailed  on  65  days,  which  is  more  than  one  half  of  the  entire 
number  After  November  16  there  was  no  day  on  which  the  air 
was  calm;  a  few  fatal  cases  of  Cholera,  however,  continued  to  occur. 

By  reference  to  Table  XXXVI.  and  following  remarks,  it  will 
be  seen,  that  the  air  was  at  all  times  in  much  less  motion  at  places 
situated  on  the  alluvial  of  the  river  Thames,  than  where  situated  on 
hlo-her  o-vound.  In  connexion  with  the  progress  of  the  disease,  we 
perceive  that  at  such  places  the  epidemic  has  been  more  severe, 
committing  its  greatest  ravages  at  Lambeth,  Walworth,  Bermondsey, 
Eotherhithe,  Deptford,  Poplar,  &c.  At  these  places  and  at  others 
similarly  circumstanced,  the  air  was  stagnant  during  the  period 
between  August  25  and  September  11,  and  was,  besides,  stagnant  on 
all  the  65  days  noted  as  calm,  between  July  1  and  September  11,  at 
the  more  elevated  and  healthy  stations. 

Humidity  of  the  Atmosphere. 
Tables  XXI.  to  XXIX.  give  all  the  information  I  have  been  able 
to  collect  upon  the  humidity  of  the  air :  from  the  observations 
contained  in  them,  it  appears  that  there  was  one-twentieth  part 
less  water  in  the  air  than  the  average  for  these  months  ;_  and  m 
Table  XXIX.,  showing  the  weight  of  a  cubic  foot  of  air,  it  would 
seem  that  the  air  was  more  dense  than  usual,  as  the  mean  weight  ot 
a  cubic  foot  of  air  was  2  grains  above  the  average. 


Thunder  Storjns. 

There  were  but  few  thunder  storms  from  J uly  to  the  end  of  the 
year  The  following  are  all  the  instances  of  electrical  disturbances 
in  the  atmosphere  noted  about  the  Metropolis  :— Thunder  storms  on 
July  9,  30,  and  August  3  ;  thunder  heard  on  J  uly  4,  10,  31,  August 
2  3,  17,  and  19  ;  and  lightning  seen  on  July  24,  25,  and  August  28. 
There  was  no  instance  of  thunder  or  lightning  about  the  Metropolis 
durino-  the  months  of  September,  October,  November,  and  December  ; 
in  facT,  no  great  electrical  disturbance  took  place  from  the  time  ot 
the  first  oufbreak  of  Cholera  in  July,  and  during  the  continuance  ot 
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the  disease.    Hail  was  noted  on  one  day  only  within  the  same  interval 
of  time,  viz.  on  October  23. 

So  far,  therefore,  as  the  electrical  observations  indicate,  in  con- 
nexion with  tlie  much  less  than  the  nsual  number  of  electrical  distur- 
bances, it  woidd  seem  that  there  has  been  a  general  deficiency  in 
the  tension  of  the  common  positive  electricity  prevalent  during  the 
period. 

Electricity  of  the  Atmosphere. 

Table  XXXVII.  and  remarks  following  contain  all  _my  collected 
information  upon  the  electricity  of  the  atmosphere  during  the  pre- 
valence of  Cholera.  No  observations  were  made  till  the  disease 
Avas  at  its  height ;  at  this  time  the  electricity  was  positive  but  weak, 
and  continued  so  till  the  end  of  September.  Positive  electricity  was 
generally  present,  with  tension  somewhat  greater  than  in  September, 
indeed,  always,  except  when  rain  was  falling,  in  the  months  of  October, 
November,  and  December,  at  stations  of  moderate  elevation.  Com- 
mon atmospheric  positive  electricity  has  therefore  been  as  prevalent 
as  usual. 

At  stations  situated  nearly  on  a  level  with  the  river  Thames,  the 
electricity  svas  generally  weaker  than  at  stations  of  higher  elevation, 
and  was  more  frequently  negative. 

I  much  regret  that  the  electrometer  observations  began  too  late  to 
afford  any  decided  results.  They  would,  however,  seem  to  show 
that  a  deficiency  of  electricity  prevailed  during  the  time  when  the 
disease  was  at  its  height,  and  that  at  low  stations,  as  compared  with 
the  higher,  a  deficiency  was  likewise  to  be  observed. 

Ozone. 

By  reference  to  Table  XXXVIII.  and  the  remarks  following,  it 
will  be  seen  that  no  ozone  was  detected  at  any  station  near  the  river, 
excepting  at  Battersea  and  Millbank,  where  a  little  was  recorded, 
but  at  stations  of  high  elevation  it  was  of  general  occurrence.  This 
may  be  accounted  for  by  the  great  amount  of  organic  matter  in 
the  atmosphere  in  low  districts,  especially  in  those  situated  on  a 
level  with  the  Thames.  These  stations  are  also  distinguished  by 
a  stagnancy  of  the  atmosphere,  and  It  remains  to  be  proved 
whether  the  total  defect  of  ozone  at  all  the  river-side  stations  is 
caused  by  the  presence  of  large  quantities  of  organic  matter,  decom- 
posed by  ozone,  Itself  being  simultaneously  destroyed  ;  or  whether  it 
is  owing  to  the  small  amount  of  ozone  contained  in  a  small  volume  of 
air,  which,  to  obtain  a  perceptible  elimination  of  iodine,  should  pass 
the  test  papers  In  larger  quantities  ;  the  latter  supposition,  however, 
is  not  supported  by  the  observations  takeiT  at  places  where  ozone 
was  generally  noticed,  as  at  times  the  pajjer  was  less  discoloured 
during  the  day  than  during  the  calm  hours  of  the  night. 

Upon  this  subject  Dr.  Moffatt,  in  a  recent  letter  addressed  to  me, 
says : — 

"  With  regard  to  the  absence  of  ozone  in  low  places,  and  places 
"  where  the  air  is  stagnant,  I  must  say  that  my  opinion  on  tills  point 
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"  still  oscillates,  and  I  am  as  undecided  to-day  respecting  its  absence 
"  under  these  conditions  as  I  was  five  years  jigo.  There  is  no  doubt 
"  that  a  test  paper  is  much  sooner  tinged  in  a  current  of  ozouiferous 
"  air,  then  it  is  in  a  calm  of  the  same  air ;  the  reason  of  this  is  ob\  ious 
"  enough.  Ozone,  however,  is  often"  detected  during  calms;  so  it 
"  cannot  be  owing  to  the  want  of  currents  of  air  above.  The  only 
*'  time  when  calms  give  anything  like  the  amount  of  colouration  pro- 
*^  duced  by  a  strong  south  or  south-west  current,  is  when  they  are 
"  accompanied  by  continued  falls  of  snow.  During  such  falls  I 
*•  have  seen  both  Schonbein's  and  my  own  papers  coloured  as  high  as 
"  10;  this  I  have  attributed  to  the  snow  flakes  bringing  down  the 
*•  ozone  from  the  cirriferous  and  ozoniferous  regions  of  the  atmo- 
"  sphere.  Often  during  calms  cirri  are  observed  hovering  in  the 
"  hlo-her  strata,  and  then  there  is  no  ozone;  but  when  the  cin-i 
"  come  down  to  the  earth's  surface  in  the  shape  of  snow,  they  bring 
"  the  ozonifei-ous  air  with  them.  Again  at  these  times  a  calm  may 
"  prevail,  and  ozone  will  be  detected  without  a  fall  of  snow ;  but 
"  when  this  is  the  case,  the  cirri  will  be  seen  moving  from  S.  or 
"  S.W.  to  N.  or  IST.E.,  and  the  ozone  in  the  calm  merely  precedes 
"  the  setting  in  of  a  south  current,  if  the  barometer  reading  is 
"  decreasing,  and  a  thaw  will  soon  commence,  or  if  a  north  current 
"  of  the  reading  increases,  in  which  case  the  fresh  will  continue. 

"  So  much  for  the  cause  of  the  absence  and  presence  of  ozone 
"  during  proper  calms;  I  will  noAV  speak  of  the  absence  of  ozone 
"  in  stagnant  air.  I  must  first  say  that  I  have  not  the  least  doubt 
*'  that  if  snow  fell  in  considerable  quantity  during  any  calm,  that  is 
"  to  say,  if  the  upper  strata  of  air  came  to  the  earth's  surface,  ozone 
"  would  be  always  detected.    The  want  of  ozone  in  stagnant  air 

may  be  accoimted  for  in  this  way.  Ozone  is  no  doubt  absorbed 
"  by  surrounding  objects,  or  dissipated  in  some  way  or  other  by  local 
"  influences,  and  if  the  supply,  either  laterally  by  current,  or  from 

above  by  downward  motion,  be  not  so  rapid  as  the  absorption  or 
"  dissipation,  it  must  be  in  smaller  quantities  in  places  where  atmo- 

spheric  currents  slowly  penetrate,  than  in  localities  freely  exposed  ; 
"  or  it  may  not  be  in  appreciable  quantities.  I  am  inclined  to 
"  believe  that  fresh  and  new  surfaces  destroy  ozone.  I  have 
«  observed  that  test  papers  have  remained  for  wrecks  in  a  new  ozone 
"  test  box,  without  colouration,  which  papers  in  an  adjacent  box  were 
"  indicating  3,  6,  or  8  for  the  day.  This  discrepancy  I  attributed  to 
«  the  newly  wrought  wood.  It  has  been  said  that  ozone  is  destroyed 
"  by  the  action  of  the  gases  produced  during  the  decomposition  of 
«  animal  and  vegetable  offid,  and  at  one  time  I  was  inclined  to 
«  believe  that  the  outbreaks  of  Cholera  in  the  neighbourhood  of 
"  newly  cleaned  pits,  manure  heaps,  cesspools,  and  the  like,  was  the 

result  of  the  removal  of  ozone.  Experiment,  however,  does  not 
"  support  anything  of  the  kind.  I  have  often  placed  test  papers  in  a 
«  position  exposed  to  the  action  of  decaying  matter,  and  I  have  never 
"  seen  any  difference  between  them  and  others  placed  beyond  its 
"  influence.  The  absence  of  ozone  in  low  lying  localities,  where 
«  Cholera  has  been  the  most  prevalent  and  fatal,  tends  to  prove  that 
«  ozone  is  a  purifying  agent." 
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Ozone  papers  were  freely  distributed  in  the  Cholera  wards  of 
St.  Mary's  Hospital ;  a  trace  only  of  discolouration  was  observed  on 
September  17,  18,  and  27,  rallier  more  on  September  21,  22,  and  30; 
but  no  trace  was  noticed  at  any  olher  time. 

Test  papers  were  placed  in  the  different  wards  of  Camberwell 
workhouse,  in  the  Cholera  decks  of  the  Bacchante,  and  over  each 
deck  of  the  Dreadnought  hospital  ship,  in  many  instances  in  close 
vicinity  to  the  patients,  under  the  direction  of  Dr.  Eooke,  and  no 
trace  of  discolouration  was  detected  in  a  single  instance  in  any  of 
these  situations.  In  fact,  with  the  exception  of  the  few  cases  noted 
at  St.  Mary's  Hospital,  every  test  paper  has  remained  colourless 
which  has  been  placed  in  stagnant  air,  whether  enclosed  or  not. 

Haze,  fog,  mist,  were  singly  or  together  prevalent,  in  July,  on  the 
11th,  21st,  25th,  26th,  29th,  and  in  A.ugust  on  the  13th,  16th,  17th, 
25th,  26di,  28th,  29th,  and  31st.  The  beginning  of  September  was 
ushered  in  with  a  dense  blue  mist ;  in  the  second  week  of  this  month 
the  disease  was  at  its  height,  and  the  blue  mist  was  exchanged  for  a 
thick  atmosphere  of  fog,  which  continued  with  little  intermission  to 
the  end  of  the  montli,  at  low  places  prevailing  both  day  and  night ; 
the  only  days^  exempt  were  those  of  the  16th,  17th,  and  ioth. 
During  all^  this  time  the  distant  country  Avas  misty,  objects  at 
moderate  distances  were  indistinct,  and  the  sunshine  was  pale  and 
watery ;  occasionally,  however,  the  atmosphere  was  translucent,  and 
at  times,  in  London,  the  churches  and  buildings  were  defined  with 
a  remarkable  clearness  I  have  seldom  witnessed.  At  the  low-lying 
places  the  veil  of  fog  and  mist  might  be  said  never  during  the  whole 
of  September  to  have  been  dispersed. 

The  same  kind  of  weather  continued  in  October,  and  mist,  fog,  or 
haze  in-or  about  London  was  recorded  on  the  1st,  2d,  3d,  4th,"9th, 
10th,  12th,  ]3th,  14th,  15th,  16th,  18th,  20th,  21st,  23d,  24th,  25th, 
26th,  27th,  28th,  31st,  or  19  days  in  November;  and  on  21  days  in 
December  similar  notes  were  made. 

JRain. 

Tables  XXXIX.  to  XLIII.  show  that  there  was  a  deficiency 
of  rain  in  every  month  of  the  year,  except  in  May  and  December. 
Table  XXXIX.  and  remarks  following  show  that  from  July  1  to  No- 
vember 25,  in  all  136  days,  not  a  drop  of  moisture  fell  on  93  days,  and 
tnat  the  amount  on  25  other  days  was  very  small,  so  that  but  little 
moisture  fell  on  118  days,  including  the  outbreak,  rise,  and  decline  of 
Cholera.  From  August  24  to  September  12  no  rain  at  all  fell,  a  period. 
It  must  be  remembered,  when  the  disease  was  at  its  worst,  liain  to 
the  depth  of  0-4  inch  fell  in  the  week  ending  September  16.  The 
ram-fall  for  the  year  was  deficient  by  one-fourth  of  its  average. 

A  drought  was  felt  in  different  parts  of  the  country  ;  the  springs 
were  low.    The  Eev.  J.  Slatter  reports  those  about  Oxford  to  be 
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7  feet  below  their  ordinary  level.  Wells  were  generally  low  ;  many 
about  the  country  were  dried  up,  and  the  opportunity  was  taken 
very  generally  of  clearing  ponds  and  wells  of  long  accumulated 
sediment. 

I  have  now  to  the  utmost  of  my  means  discussed  the  meteoro- 
logical conditions  of  the  period  under  the  influence  of  Cholera. 
The  results  derived  from  the  discussion  are  as  decided,  and  perhaps 
more  so,  than  might  have  been  expected  from  an  investigation  the 
first  of  its  kind  ever  instituted. 

In  the  advent  of  another  visitation  of  Cholera,  a  similarly  con- 
ducted inquiry  would  tend  to  prove  much  which  now  is  either 
matter  of  conjecture,  or  may  be,  of  mere  coincidence.  With  the 
view  of  discovering  whether  any  similarity  exists  between  the 
meteorolooy  of  the  period  just  discussed  and  that  of  former  years 
when  Cholera  was  prevalent,  I  have  instituted  a  brief  meteorological 
inquiry  with  the  years  1849  and  1832. 

Atmospheric  Phenomena  in  relation  to  Cholera  in  the  Metropolitan 
Districts  in  the  Years  1848  and  1849. 

In  the  week  ending  October  7,  1848,  there  were  13  deaths  from 
Cholera ;  this  number  increased  to  65  and  62  in  the  Aveeks  ending 
November  4  and  11  respectively,  declined  to  20  in  the  week  ending 
December  2,  and  averaged  36  weekly  from  October  1  to  the  end  of 
the  year. 

The  weather  during  this  period  was  variable,  and  the  changes  of 
temperature  were  frequent.  The  month  of  November  was  _  cold  ; 
but  those  of  October  and  December  were  warm  ;  the  fall  of  rain  was 
about  its  average.  The  amount  of  electricity  in  the  atmosphere  was 
small,  many  days  together  passing  without  the  instruments  at 
Greenwich  being  at  all  affected. 

The  direction  of  the  wind — 

From  October   1  to  11  -  -  was  S.W. 

„     October  11  to  20  -  -  „  N. 

October  20  to  31  -  -  S. 

„     November  1  to  7  -  -  „  S.W.  and  N.W. 

„     November  7  to  15  -  -  ?!  N. 

„     November  16  to  December  9  -  „  S.W. 

„     December  9  to  15  -  -  ;»  S. 

„     December  U  to  31  -  -  „  N.N.E. 

and  the  air  was  generally  in  motion. 
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Table  LX.— The  Progrkss  of  the  Epidemic  in  the  Year  1849  is  shown 
by  the  following  Table,  containing  the  Number  of  Deaths  from 
CuOLEUA  registered  in  each  Week. 


1849. 
Week  ending 


January  6 
13 
20 
27 

February  3 
10 
17 
24 
3 
10 
17 
24 
31 
7 
14 
21 
28 


March 


April 


Number  of 
Deaths. 


61 
94 
62 
45 
37 
55 
49 
40 
35 
15 
9 
10 
4 
5 
2 
1 
1 


1849. 
Week  ending 


May 


June 


July 


August 


0 

12 
19 
26 

2 

9 
16 
23 
30 

7 
14 
21 
28 

4 
11 
18 
25 


Number  of 
Deaths. 


4 
3 
1 
5 
9 
22 
42 
49 
124 
152 
339 
678 
783 
926 
823 
1,230 
1,272 


1849. 
Week  ending 


September  1 
8 

15 
22 
29 

October  6 
13 
20 
27 

November  3 
10 
17 
24 

December  1 
8 
15 
22 
29 


Number  of 
Deaths. 


1,663 
2,026 
1,682 
839 
434 
288 
110 
41 
25 
11 
6 
8 
2 

1 
0 
1 
1 
0 


In  tliis  year  as  in  1854,  tlie  greatest  mortality  took  place  about 
the  beo-inning  of  September,  but  was  more  fatal  in  the  early  months 
of  the°year.  °  In  the  weelc  ending  January  6,  the  number  of  deaths 
was  61,  and  on  the  following  week  as  many  as  94.  The  epidemic 
subsided  at  the  end  of  March.  In  April  and  May  the  mortality 
was  small.  The  disease  broke  out  agaiu  in  June,  and  in  the  week 
ending  June  30  rose  to  124.  This  high  rate  of  increase  con- 
tinued till  the  disease  attained  its  maximum  2,026  in  the  week 
endincr  September  8.  The  next  week  it  began  rapidly  to  decline, 
and  decreased  to  839  in  the  week  ending  September  22,  and  to  25 
in  the  week  ending  October  27  ;  after  November  24  but  few  cases 
occurred. 

The  pressure  of  the  atmosphere  was  above  its  average  in  Januarj-, 
and  in  February  was  remarkable.  The  average  reading  of  the 
barometer  from  February  1st  to  the  18th,  was  30-56  inches  at  the 
level  of  the  sea ;  on  the  1 1th,  the  reading  was  as  great  as  30-91  inches, 
a  reading  likely  to  occur  but  once  in  30  years.  The  pressure  con- 
tinued high  till  about  the  middle  of  March.  The  mortality  from 
Cliolera  liTid  decreased  from  94  in  the  second  week  of  January,  to  37 
in  the  week  ending  February  3  ;  had  increased  in  the  following 
week,  and  afterwards  declined  to  15  in  the  second  week  in  ]\Iarch. 
The  pressure  was  below  its  average  from  the  middle  of  March,  in 
April  and  May,  during  the  subsidence  of  the  disease.  In  June 
the  disease  again  broke  out,  and  the  pressure  was  again  high,  and 
remained  high  generally  till  September  8.  The  change  of  read- 
ino-s  in  August  was  small.  On  September  1  it  was  29  67  inches, 
increased  slowly  till  the  7th,  when  it  was  30-22  inches,  and  turned 
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to  decrease  on  the  8tli.    The  mortality  from  June  increased  to  its 
maximum  2,026  in  the  Aveek  ending  September  8.    The  reading  of 
the  barometer  declined  rapidly  on  the  9th  and  10th  ;  was  29-2  inches 
almost  Avithout  variation  on  the  11th,  and  still  further  decreased  to  j 
29-05  inches  on  the  12th;  it  then  increased  to  30-56  inches  by  the  | 
19th,  and  decreased  to   29'78  inches  by  the  27th;  the  disease 
declining  rapidly.    The  pressure  of  the  atmosphere  was  below  its 
average  in  September  and  December,  and  above  in  October  and  ] 
November. 

Temjjerature  of  the  Air. 

Till  the  disease  declined  in  the  middle  of  March  the  temperature 
Avas  high,  with  the  exception  of  the  first  seven  days  in  the  year; 
from  January  8  to  March  17  the  average  daily  excess  of  temperature 
was  6°;  within  this  period  the  excess  exceeded  12°  on  three  days, 
13°  on  2  days,  and  14°  on  2  days.  From  March  18  to  June  30  the 
temperature  Avas  low,  averaging  a  defect  of  3°  daily,  which  shows 
the  tempei-ature  to  have  been  Ioav  during  the  subsidence  of  the  disease, 
From  July  1  to  July  17  it  Avas  3°  in  excess;  from  July  18  to 
August  5  was  2°  in  defect ;  from  August  6  to  August  12  was  6°  in  ' 
excess :  a  few  days  of  rather  cold  Aveather  followed  ;  from  August  20 
toSeptember  10  the  temperature  was  in  excess,  averaging  4°  daily, 
and  this  peiiod  Avas  distinguished  by  a  thick  and  stagnant  atmo- 
sphere, the  weather,  for  the  most  part,  being  close  and  oppressive. 
During  this  time  the  epidemic  increased  to  its  maximum,  after  which 
it  rapidly  and  continuously  declined.  The  temperature  Avas  for  a  \ 
few  days  together  above,  and  a  fcAV  days  together  below  its  average, 
till  November  14,  after  Avhich  it  was  chiefly  in  defect  to  the  end  of 
the  year. 


Direction  of  the  Wind. 


January,  February,  and  March  • 

•    chiefly  S.W. 

April,  May,  and  June 

.       „  N.E. 

Fi-om 

July  1  to  July  8  - 

-    S.W.  and  N.N. 

» 

July  10  to  July  16 

-  N.E. 

July  17  to  July  31 

-  S.W. 

j> 

August  1  to  August  12  - 

-    almost  calm. 

5> 

August  12  to  August  17  - 

-  S.W. 

August  18  to  August  31  - 

-  N.W. 

» 

September  1  to  September  10 

-  Calm. 

September  10  to  September  16  ■ 

-    S.W.  n 

September  17  to  September  30  - 

-    N.  and  N.E. 

» 

October  1  to  October  16  - 

-  N.E. 

October  17  to  November  18 

-  S.W. 

J) 

November  19  to  November  30 

-  N.E. 

» 

December  1  to  December  14 

-    N.E.  and  S.E. 

» 

December  15  to  December  31 

-    S.W.  and  N.W. 

no 


From  August  1  to  12  the  air  was  almost  calm;  from  the  12th  to 
the  16th  it  moved  rather  quickly,  but  from  the  17th  to  the  end  of 
the  month  it  was  frequently  calm. 

At  the  beginning  of  August  the  sky  was  frequently  cloudy,  but 
at  times  was  clear.  During  the  latter  part  of  the  month  it  was 
nearly  always  overcast,  and  tlie  atmosphere  was  thick  and  hazy;  at 
times  so  thick  as  to  cause  a  great  gloom,  London  being  obscured  by 
a  dense  fog-like  mist,  which  overhung  the  city  and  rendered  it 
invisible  from  Greenwich.  Rain  fell  on  3  days  only,  to  the  amount 
of  0-4  inch  of  water. 

From  September  1  to  10  the  air  was  calm;  on  September  11 
and  12  the  whole  mass  of  air  at  all  places  was  in  motion,  and  the 
hills  at  Highgate  and  Hampstead  were  seen  from  Greenwich.  The 
epidemic  at  this  time  was  at  its  height,  but  soon  after  rapidly 
declined.  From  the  15th  of  September  the  air  was  in  gentle 
motion. 

During  the  months  of  August  and  September  the  motion  of  the 
air  was  about  one  half  its  usual  amount ;  but  this  remark  is  appli- 
cable only  at  places  of  considerable  elevation.  At  low  places  the 
motion  Avas  much  less,  and  at  many  times  it  occuiTed  that  a  strong 
wind  was  blowing  on  Blackheath,  when  at  the  same  time  not  the 
slightest  movement  of  the  air  was  perceptible  near  the  Thames :  this 
was  particularly  the  case  from  August  19  to  24,  on  the  29th,  and 
from  September  1  to  10. 

During  the  outbreak  at  the  beginning  of  the  year  the  direc- 
tion of  the  wind  was  chiefly  S.W.,  and  during  its  subsidence  was 
mostly  N.E.  For  some  time  before,  and  when  the  mortality  was  at 
its  height,  the  air  was  in  a  stagnant  state  at  all  low  places,  particu- 
larly near  the  river  Thames.  The  disease  began  to  decline  on  the 
whole  mass  of  air  becoming  in  motion. 

The  temperature  of  the  Thames  Avater  attained  to  60°  on  May  24, 
and  declined  beloAV  this  reading  on  September  14.  On  June  5  and  6, 
it  was  66°,  declined  to  61°  by  the  12th,  increased  to  62°  on  the  21st, 
and  to  69°  about  the  middle  of  July  ;  declined  to  62°  by  the  middle 
of  August ;  increased  to  65°  by  the  beginning  of  September,  and 
declined  to  60°  by  the  13th.  It  Avas  shortly  after  the  temperature  of 
the  water  had  attained  to  60°  that  the  disease  broke  out  a  second 
time,  and  only  declined  Avhen  the  temperature  of  the  water  descended 
below  this  reading. 
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Fog,  haze,  and  mist  were  not  particularly  noted  till  the  month  of 
August ;  they  were  frequent  in  August  and  September,  and  were 
noticed  on  fifty-three  days  in  the  quarter  ending  December  31. 

The  electricity  of  the  atmosphere  was  occasionally  strong,  but  for 
the  most  part  it  was  weak,  and  the  instruments  were  unaffected.  It  was 
nearly  always  positive.  Thunder  storms  were  rare  :  they  were 
noticed  on  July  19,  20,  and  26  only.  Sheet  lightning  was  seen  on 
August  1,  11,  and  20. 

This  closes  my  investigation  into  the  meteorology  of  the  year  1849, 
which  exhibits  an  outline  of  facts  very  similar  to  that  of  1854. 

Atmospheric  Phenomena  in  relation  to  Cholera  in  the  Metropolitan 

Districts  in  the  Year  1832. 

My  discussion  of  1832  will  be  yet  more  brief,  as  my  data  is  com- 
paratively meagre,  and  the  exact  progress  of  the  disease  is  not 
recorded.     The  office  of  the  Eegistrar  General  has  since  been 
founded. 
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The  total  number  of  deaths  in  London  from  Cholera  in  1832  was 
5,275,  which  is  less  by  far  than  the  aggregate  number  iu  the  two 
succeeding  visitations.  The  progress  of  the  epidemic  was  as  follows  : 
— It  broke  out  in  the  middle  of  February,  and  by  the  middle  of  May 
the  deaths  numbered  994.  It  then  subsided,  and  broke  out  again  in 
June,  was  most  fatal  in  August,  and  by  the  end  of  October  the 
number  of  deaths  amounted  to  4,266.  It  then  declined  suddenly, 
and  in  November  and  December  the  number  of  deaths  was  15  only. 

Pressure  of  the  Atmosphere. 

i  On  January  1st  the  reading  of  the  barometer  Avas  29'40  inches, 
which  increased  to  30-36  inches  by  the  15th,  and  was  generally  above 
,30  inches,  except  on  the  26th,  till  the  end  of  the  month.  The  reading 
declined  rapidly  on  February  1,  to  29-26  inches  on  the  2d,  but  was 
as  high  as  30-60  inches  by  the  10th.  The  disease  seems  at  this  time 
to  have  increased  in  intensity  at  places  where  it  had  previously  been, 
•and  to  have  broken  ou.t  at  fresh  places.  The  pressure  continued  high 
for  the  most  part  throughout  the  month.  In  March  the  readings 
varied  from  2940  inches,  on  the  7th  to  30*40  inches  on  the  10th. 
On  April  4  the  reading  was  30-64  inches,  which  Avas  the  highest  in 
the  year.  On  April  30  it  was  29-36  inches,  and  was  the  lowest  in 
the  month.  In  the  early  part  of  May  the  readings  were  high  :  the 
extremes  were  30-45  inches  on  the  10th,  and  29*53  inches  on  the  31st. 
The  pressure  was  high  in  March,  April,  and  the  first  half  of  May,  and 
the  disease  declined  to  its  minimum  al30ut  the  middle  of  May.  In 
June  the  readings  Avere  low  at  the  beginning  of  the  month,  and  high 
towards  the  end ;  the  extremes  Avere  29-54  inches  on  the  6th,  and 
30-50  inches  on  the  30th.  The  disease  re-appeared  this  month.  In 
July  the  changes  of  reading  Avere  small;  the  extremes  Avere  29-78 
inches  on  7th,  and  30-47  inches  on  the  15th.  The  pressure  for  the 
whole  month  Avas  in  excess.  In  August  the  reading  on  the  2d  was 
29-89  inches,  increased  to  30-50  inches  on  the  11th,  decreased  to 
29-83  inches  on  the  19th,  increased  to  30-13  inches  on  the  20th, 
decreased  to  29-20  inches  by  the  22d,  increased  to  30-13  inches  on  the 
24th,  and  decreased  to  21-29  inches  by  the  28th,  which  was  the  loA\-est 
reading  in  the  year.  The  disease  at  this  time  Avas  at  its  height 
and  its  turning  to  decline  seems  in  some  measure  connected  Avith  the 
low  reading  of  the  barometer  at  the  end  of  the  month.  On  Sep- 
tember 4,  the  reading  Avas  30-34  inches ;  it  decreased  to  29-84  inches 
by  the  10th  ;  increased  to  30-40  inches  by  the  12th,  and  was  generally 
about  30  inches  during  the  remainder  of  the  month.  The  readings 
in  October  were  high,  but  there  was  nothing  remarkable  in  those  of 
November  and  December.  The  pressure  of  the  atmosphere  Avas 
, above  its  average  in  every  month  of  the  year,  excepting  June  and 
Angiist. 

i 

Temperature  of  the  Air. 

The  temperature  Avas  below  Its  average  In  every  month,  excepting 
,in  April,  October,  and  December,  Avhen  it  Avas  slightly  in  excess. 
The  spring  Avas  cold  and  vegetation  baclcAvard,  and  it  Avas  noticed 
that  no  spring-like  growing  weather  took  place  till  towards  the  end 
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of  May.  The  sunimer  was  cold,  and  the  temperature  never  reaohpd 
month  temperature  was  smIlTirevLy 

Clouds.— The  sky  was  for  the  most  part  covered  with  cloud,  and 
there  were  very  few  cloudless  days  in  the  year;  at  the  same  time 
the  number  of  wlioUy  overcast  days  was  much  less  than  usual. 
Ihe  clearest  periods  were  in  April  and  September,  when  the  sky 
was  less  than_  one-half  covered  with  cloud;  the  amount  of  cloud  in 
all  the  remammg  months  covered  something  less  than  three-fourths  of 
the  whole  sky. 

fom^h  Vtlel^lg:  ''^^"^  ^^^'^^^  ^^^"^  -  ^^fi-^  one- 

■Foff  was  noticed  on  January  20,  21  ;  February  22,  23  25  27  • 

March  11 ;  October  22  ;  and  December  27  and  28  '  ' 

^a^.  was  recorded  on  March  27,  September  4,  and  October  20. 
Thunder  and    liffhtninff  were  noted  on  June  7,  August  2  •  on  this 

Hail  fell  on  June  7  and  December  2. 

Direction  and  estimated  Strength  of  the  Wind 

Ja":  iJ  So  rl  lo'  Iw  C'-^^-  - 

Feb.  11  to  Feb.  29,  N.E.  "  A-^  "  I  " 

Mar.   1  to  Mar.   7,  S.  "  i-s  "  ?  " 

Mar.   8  to  Mar.  11,  N.E.  "  n-4  "  o  " 

Mar.  12  to  Mar.  27,  S.W.  "  \  .1  "  ^  » 

Mar.  29  to  Apr.  14,  N.E.  "  \  .L  "  ?  " 

Apr.  16  to  Apr.  21,  S.W.  "  \  .1  »  ^  " 

Apr.  25  to  Apr.  30,  N.E.  "  ;  .4  "  ^  " 

May    1  to  June   6,  N.E.  and  N.W.  chiefly    0-9  "  7  " 

June  6  to  June  25,  S.W.  chiefly  1 -n  "  q  " 

June  26  to  July    2,  N.  "  n-^  "  1  ' 

July    3  to  July  17,  W.S.W,,  "  i-l  "  I  " 

July  18  to  Aug.   2,  N.  i  -7  "  n  " 

Aug.  3  to  Sept.   3,  S.W.  "  \.\  »  ?  » 

Sept.  4  to  Sept.   7,  N.E.  "  A-fi  "  f  " 

Sept.  8  to  Sept.  19,  S.W.  "  V.i  »  ^  » 

Sept.20to  Sept.  24,  S.E.  andN.E.  o-7  "  \  " 

Sept. 25  to  Sept.  29,  calm  n-o  "  a  " 

Sept.30to  Oct.   18,  W.S.W.  "  o.n  "  ^  » 

Oct.  19  to  Oct.  28,  N.E.  "  n-c  "  ?  " 

Oct.  29  to  Nov.   4,  S.W.  "  ^  .  "  i  " 

Nov.  5  to  Nov.   8,  N.  "  }«"!!" 

Nov.  9  to  Nov.  27,  S.E.  "  no"" 

Nov.28toDec.  27,  S.W.  "  i-'o  "  ?  " 

Dec.27toDec.  31,N.E.andS.E.  5.9  q 

as  rektTve    fr^  '^^^^"^^^^d  strength  can  be  considered  only 

state     iTlnn     .  *       1 '  '"'"^^  '-^ir  was  seldom  in  a  calm 

Senwwio^        P'''"'^  ^^^"^  September  25  to 

in  Sr.r      'r?"-  freely  in  motion  during  the  first  18  days 

m  October.    Dunng  the  year  53  days  were  noticed  as  being  calm. 

H  2 
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Conclusiov. 

The  meteorological  phenomena  in  relation  to  Cholera  in  the  year 
1832  furnish  us  with  the  means  of  comparison  with  the  phenomena 
of  1849  and  1854,  in  relation  to  the  general  pressure  of  the  atmo- 
sphere, temperature  of  the  air,  direction  of  the  wind,  fall  of  ram, 
clearness  of  sky,  and  frequency  of  electrical  disturbances,  but  do  not 
furnish  other  particulars. 

Those  of  1849  and  1854  furnish  the  means  of  satisfactorily  com- 
paring the  general  character  of  the  two  seasons. 

No  observations  were  made  at  the  central  Metropolitan  stations 
in  the  years  1832  and  1849,  and  the  meteorological  phenomena  of 
the  outlying  stations  only  admit  of  strict  comparison. 

In  the  year  1832  the  barometer  reading  w^as  high ;  that  of  the 
thermometer  was  low ;  and  rain  was  deficient  one-fourth  of  its  ave- 
rao-e  in  the  year.  In  the  summer,  when  the  disease  was  ragmg  tor 
the  first  time  in  England,  the  barometer  was  high;  the  tempera- 
ture below  the  average ;  the  quantity  of  rain  small ;  the  dnection  ot 
the  wind  N.E.  and  S.W. ;  the  air  not  in  much  motion ;  the_  sky 
partially  overcast,  and  there  was  a  seeming  deficiency  of  electricity. 

In  the  year  1849  the  pressure  of  the  almosphere  w^as  great;  the 
temperature  high;  the  sky  overcast ;  the  direction  of  thcAvindN.E. 
and  S  W. ;  the  atmosphere  misty  and  thick  ;  the  velocity  of  the_  an: 
less  than  one-half  its  average.  When  the  epidemic  was  at  its  height 
a  calm  prevailed,  with  a  misty  thick  atmosphere  at  all  places,  which . 
was  sensibly  more  dense  and  torpid  in  low  places ;  the  weather  was 
dull, thick,  and  oppressive;  no  rain;  temperature  of  the  Thames 
above  60°;  weak  positive  electricity ;  no  electrical  disturbances. 

In  the  year  1854  the  pressure  of  the  atmosphere  was  great;  the  tem- 
perature generally  high;  sky  overcast;  direction  of  the  wind  ^s.E. 
and  S  W ,  and  the  velocity  of  the  air  was  less  by  one-half  than  its 
average  for  some  time  before;  and  at  the  time  of  the  greatest  mor- 
tality from  Cholera,  the  barometer  reading  was  remarkably  high,  and 
the  temperature  above  its  average ;  a  thick  atmosphere,  though  at 
times  clear,  everywhere  prevailed  ;  weak  positive  electricity ;  no  rain. 
In  low  places  a  dense  mist  and  stagnant  air,  with  a  temperature  m 
excess  ;  temperature  of  the  Thames  water  high ;  a  high  night  London 
temperature ;  a  small  daily  range ;  an  absence  of  ozone,  and  no  elec- 
tricity. 

The  three  epidemics  were  attended  with  a  particvdar  state  of  atmo- 
sphere, characterized  by  a  prevalent  mist,  thin  in  high  places,  dense  in 
low  During  the  hci^ht  of  the  epidemic,  in  all  cases,  the  reading  of  the 
barometer  was  remarkably  high,  and  the  atmosphere  thick.  In  1849 
and  1854  the  temperature  was  above  its  average,  and  a  total  absence 
of  rain,  and  a  stillness  of  air  amounting  almost  to  calm,  accompanied 
the  pror^ress  of  the  disease  on  each  occasion.  In  places  near  the 
river  the  night  temperatures  were  high,  Avith  small  diurnal  range, 
a  den=e  torpid  mist,  and  air  charged  with  the  many  impurities 
arising  from  the  exhalations  of  the  river  and  adjoining  marshes, 
a  deficiency  of  electricity,  and,  as  shown  in  1854,  a  total  absence  of 
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ozone,  most  probably  destroyed  by  the  decomposition  of  the  organic 
matter  with  which  the  air  in  these  situations  is  strongly  charged. 

In  1849  and  1854,  the  first  decline  of  the  disease  was  marked 
by  a  decrease  in  the  readings  of  the  barometer,  and  in  the  tempera- 
ture of  air  and  water;  the  air,  which  previously  for  a  long  time  had 
continued  calm,  was  succeeded  by  a  strong  S.W.  wind,  which  soon 
dissipated  the  former  stagnant  and  poisonous  atmosphere.  In  both 
periods  at  the  end  of  September,  the  temperature  of  the  Thames  fell 
below  60°,  bat  in  1854  the  barometer  again  increased,  the  air  became 
again  stagnant,  and  the  decline  of  the  disease  was  considerably 
checked.  It  continued,  however,  gradually  to  subside,  although  the 
months  of  JS^vember  and  December  were  nearly  as  misty  as  that  of 
September.  By  the  close  of  the  year  diarrhoea  and  Cholera  had 
subsided,  but  a  high  rate  of  mortality  still  continued. 

The  CO  existence  of  Cholera  with  coincident  meteorological 
phenomena  is,  to  say  the  least  of  it,  remarkable,  so  is  the  stagnant 
atmosphere  prevalent  during  the  time  of  Cholera  in  each  of  the  three 
periods,  and  which  would  seem  to  be  a  necessary  condition  to  the 
activity  of  the  disease. 

The  inimical  nature  of  the  influence  it  exercises  upon  the  public 
health,  I  regard  as  intimately  connected  with  the  state  of  the  water 
and  the  marshes,  which  in  the  preceding  pages  are  shown  to  be  large 
evaporating  surfaces  for  every  description  of  poisonous  exhalations. 
Impure  water  and  impure  air  are  inseparable,  for  the  impurities  of 
the  former  will  be  concentrated  into  the  surrounding  atmosphere,  and 
there  remain,  unless  rapidly  dispersed  under  favourable  atmospheric 
conditions. 

The  agency  of  the  river  in  fostering  diseases  is  confirmed  by  the 
history  of  Cholera  just  traced,  and  which  we  find  to  have  been  most 
fatal  in  low  situations,  and  in  London  in  those  places  on  the  south 
side  of  the  Thaiues  which  afford  an  undisturbed  lodgment  for  the 
reception  of  the  air  charged  with  the  poisonous  elements  from 
evaporation  and  exiialation.  The  effect  of  a  gentle  wind  is  to  float 
this  atmosphere  to  enclosed  spots  Avhere  its  malignity  becomes  con- 
centrated. 

This  closes  a  discussion  I  have  endeavoured  to  make  as  elaborate 
as  the  means  and  time  at  my  disposal  have  permitted. 

I  cannot  consider  the  birth  of  Cholera  attributable  solely  to  atmo- 
spheric influences  ;  at  the  same  time,  the  preceding  pages  have  shown, 
beyond  a  doubt,  the  activity  of  London  climate  in  accelerating  the 
disease,  thereby  showing  its  progress  to  be  intimately  connected  with 
meteorological  influences. 

What  other  causes  are  combined  with  those  of  meteorology  to  aid 
the  progress  of  this  formidable  epidemic,  have  yet  to  be  ascertained. 

Just  as  this  Report  was  printed,  I  received  a  copy  of  the  Report  of 
the  Sanitary  Commission  on  epidemic  yellow  fever  in  New  Orleans. 
That  part  on  the  relation  of  meteorological  phenomena  to  cholera 
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and  yellow  fever,  written  by  Dr.  Edward  H.  Barton,  exliibits  a 
rare  example  of  patient  research;  he  having  discussed  with  minute- 
ness all  the  epidemics  of  cholera  and  yellow  fever  in  relation  to  the 
meteorology  of  the  district  as  far  back  as  the  meteorological 
observations  are  trustworthy,  and  he  points  out  the  meteorological 
condition  during  the  rise  and  progress  of  each  epidemic.  His  results, 
in  many  instances,  are  in  close  accordance  with  those  I  have  stated  in 
my  Report. 
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No.  II. 

Eeport  on  the  Examination  of  certain  Atmospheres  during-  the 
Epidemic  of  Cholera.   By  Dr.  R.  D.  Thomson. 


The  facts  with  which  we  are  acquainted  in  reference  to  the  con- 
dition of  the  atmosphere,  indicate  that  its  main  constituents,  oxygen 
and  nitrogen,  are  very  stable  in  their  proportions.    The  mean  of 
experiments  made  on  the  composition  of  the  air  in  various  parts  of 
the  globe  shows  that  the  amount  of  oxygen  by  measurement  is 
approximately  21  per  cent,  and  that  of  the  nitrogen  79;  but  in 
certain  cases  within  the  tropics,  the  conditions  of  which  have  not  yet 
been  thoroughly  investigated,  the  quantity  of  oxygen  falls  to  20*3 
per  cent.  The  influence  of  this  diminution  would  be  sHghtly  to  lower 
the  weight  of  a  given  bulk  of  air,  a  result  the  reverse  of  what  it  is 
understood  was  observed  during  the  first  introduction  of  cholera  into 
this  country  (Prout).    No  physiological  facts  seem  to  indicate  that 
such  a  slight  departure  from  the  normal  state  of  the  air  would  be 
attended  in  the  human  organization  with  a  disease  possessing  a 
regular  type,  nor  even  would  such  a  consequence  be  liable  to  occur 
during  greater  irregularities  in  the  atmospheric  equilibrium  in  this 
direction.    The  agency  of  carbonic  acid  in  inducing  disease  can 
scarcely  be  quoted  as  hkely  to  occur  on  a  great  scale  in  nature, 
since  the  diffusive  power  of  this  and  other  gases,  so  sagaciously  dis- 
covered by  Priestley,  and  applied  by  him  to  explain  the  respiratory 
process,  always  tends  to  preclude  its  concentration,  except  under  a 
limited^  number  of  peculiar  circumstances.    The  accumulation  of 
ammonia,  another  recognized  normal  constituent  of  atmospheric  au-, 
from  the  insignificance  of  its  possible  amount,  could  scarcely  be 
quoted  as  a  likely  source  of  disease,  however  much  it  might  be 
valued  as  an  indication  of  the  collateral  existence  of  other°boclies 
of  organic  origin  in  the  air.    If  this  reasoning  be  admitted,  we 
should  be  compelled  to  look  for  the  source  of  endemic  diseases 
to  the  vapour  of  the   atmosphere   or  to  organic  bodies,  either 
disseminated  through  the  air  by  the  agency  of  heat  or  evapora- 
tion  from   inorganic   or   organic   matter  placed   on   the  earth's 
surface.    Intermittent   fever   or   ague   is   one  of  those  diseases 
which  has"  been  thoroughly  ascertained  to  be  endemic,  and  to  be 
dependent  on  terrestrial  causes  of  a  peculiar  character.  Whether 
the  cause  be  the  nature  of  the  atmosphere  in  which  the  human 
system  is  immersed  or  the  introduction  of  a  poison  into  the  circu- 
lation, is  a  question  open  to  discussion.     The  fact  that  removal 
from  the  marshy  or  intermittent  atmosphere  to  an  elevated  and 
dry  mountain  summit  or  table  land  obviates  or  speedily  terminates 
the  morbid  accession,  affords  support  to  the  view  which  would 
ascribe  the  occun-ence  of  the  disease  to  immersion  in  an  atmo- 
sphere nearly  saturated  with  vapour,  and  the  consequent  inter- 
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ferencc  with  tlic  necessary  evaporating  processes  over  tlie  surface 
of  tlie  healthy  body,  and  even  possibly  with  the  exhaling  powers 
of  the  pulmonary  oi'gans.  But  this  aspect  of  the  case  seems  to 
obtain  less  support  from  the  circumstance  that  relapses  are  liable 
to  supervene  when  the  patient,  even  at  long  intervals  of  time,  i& 
placed  in  atmospheres  where  different  conditions  prevail  to  those 
which  originally  gave  origin  to  the  disease.  Of  22  cases  of  ague 
which  were  under  my  chai'ge  at  Wharapoa,  in  China,  in  a  pre- 
eminently intermittent  atmosphere,  situated  in  extensive  rice 
grounds  which  are  flooded  by  the  tide,  relapses  occurred  in  five 
instances.  Three  of  these  relapses  came  under  treatment  in  the 
China  sea;  but  three  other  persons  were  attacked  on  the  same 
sea  with  ague,  who  had  escaped  all  its  symptoms  in  the  malarious 
atmosphere  of  Whampoa.  Another  relapse  took  place  in  the  Indian 
ocean,  and  the  fifth  relapse  occurred  in  Table  Bay,  with  a  tempe- 
rature of  71°  and  dry  weather.  But  the  most  striking  fact  was  that 
three  persons  who  had  enjoyed  good  health  in  China  were  seized 
with  ague,  one  the  second  day  after  losing  sight  of  the  Chinese 
continent,  and  two  others  in  the  China  and  Java  sea,  while  another 
instance  occurred  off  the  Cape  of  Good  Hope.  On  scrutinizing 
carefully  these  facts,  it  appears  that  least  difficulty  is  experienced 
in  explaining  them  by  the  supposition  that  a  poison  had  been 
absorbed  into  the  system  and  had  incubated  and  developed  itself 
into  disease  in  such  constitutions  as  were  predisposed  to  a  morbid 
state.  But  there  was  no  disposition  manifested  towards  the  pro- 
pagation of  the  disease  from  one  individual  to  another.  I  have  not 
observed  a  similar  character  to  prevail  as  to  tlie  protracted  period 
of  incubation  in  the  remittent  fever  of  China,  but  I  think  it 
probable  that  similar  cases  may  have  occurred.  It  is  well  known 
that  the  African  remittent  fever  has  its  symptoms  developed 
frequently  at  intervals  of  two  or  three  weeks  after  exposure  to 
the  causes  which  seem  to  produce  it  (Captain  Owen's  Survey  of 
the  East  Coast  of  Africa) ;  and  there  is  a  sufficient  analogy  between 
all  these  types  of  fever  to  warrant  the  suspicion,  at  least,  that  they 
are  regulated  by  analogous  laws. 

Brought  by  such  a  process  of  reasoning  to  the  inference  that  the 
production  of  endemic  diseases,  as  illustrated  in  the  case  of  intermit- 
tent fever,  is  most  easily  explained  by  the  hypothesis  that  a  poison  is 
introduced  into  the  system  by  absoi'ption  from  a  malarious  atmo- 
sphere, it  remains  to  be  considered  whether  the  poison  is  disseminated 
in  the  air  in  the  gaseous,  vaporific,  or  mechanically  diffused  condition. 
There  are  no  facts  with  which  we  are  acquainted  having  any  tendency 
to  indicate  that  the  respiration  of  vapours  is  capable  of  producing  a 
disease  characterized  by  a  regular  type,  or  that  gases  act  ])hysiologi- 
cally  othex'wise  than  as  dilutents  of  oxygen,  or  as  simple  poisons. 
Neither  is  the  evolution  of  gases  alone  from  organic  matter  calculated 
to  induce  such  diseases  of  endemic  nature  as  are  recognized  by  a 
regular  sequence  of  symptoms.  For  example,  the  extrication  of 
sulphuretted  hydrogen,  one  of  the  most  poisonous  gases  with  which 
we  ai'c  acquainted,  or  of  phosphuretted  hydrogen  and  resulting 
poisonous  phosphorous  and  mild  phosphoric  acids,  would  not  be  fol- 
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lowed  in  a  marshy  district  by  ague,  so  far  at  least  aa  our  knowledge 
of  the  physiological  action  of  these  bodies  enables  us  to  predicate. 
The  products  of  putrefaction  of  an  elastic  gaseous  nature  are  not  the 
chemical  substances  most  to  be  dreaded  in  the  production  of  disease 
as  is  demonstrated  by  the  result  of  such  action  on  the  poison  of  cow 
pox  or  small  pox,  or  of  dissection  wounds.  It  is  the  fresh,  unde- 
composed  matter  which  is  alone  capable  of  propagating  the  noxious 
influences  so  familiar  in  the  instances  to  which  allusion  has  been 
made;  and  any  agent  which  interferes  with  the  integrity  of  the 
morbific  molecule  destroys  its  capability  of  inducing  a  regular 
disease. 

It  was  in  consequence  of  the  result  of  this  mode  of  reasoning  that 
I  have  long  been  of  opinion  that  the  cause  of  endemic  diseases,  if 
dissemmated  in  the  air,  must  exist  there,  either  in  the  condition  of 
solid  particles,  or  in  a  state  allied  to  the  vaporific  form.  The  practical 
bearmg  of  this  conclusion  is,  that  we  are  not  to  expect  any  informa- 
tion respecting  the  morbid  condition  of  the  air  from  experiments  on 
a  small  scale  upon  the  chemical  constitution  of  the  normal  gases  in 
any  given  atmospliere,  or  even  on  the  minute  traces  of  abnormal  gases 
which  may  be  detected  by  the  most  delicate  appliances  of  science. 
Ihe  fact,_  whicli  seems  to  be  well  authenticated  (Boussino-ault), 
that  the  inhabitants  of  South  America  are  enabled  in  soinelocali- 
ties  to  withstand  the  attacks    of  endemic   diseases   by  mecha- 
nical applications,  such  as  veils  placed  before  the  organs  of  respi- 
ration, so  as  to  sift  the  air  from  morbid  solid  particles,  supports 
the  view  of  the  organic  nature  of  malarious  poison.  Absorbent 
porous  bodies  used  instead  of  veils,  such  as  charcoal,  have  been  lono- 
disused  m  manufactories  from  their  power  of  condensing  gases,  which 
are  replaced  by  the  inspired  air  in  its  passage  through  them,  and  are 
thereby  carried  into  the  circulation.    Proceeding  on  the  idea  involved 
in  this  view  of  the  nature  of  the  cause  of  endemic  and  epidemic 
diseases  in  1849-50,  at  the  former  invasion  of  cholera,  I  subjected  a 
a  large  quantity  of  external  atmospheric  air  in  an  infected  district  to 
chemical  in\  estigation  with  the  view  of  condensing  any  vapour,  or  of 
detaining  solid  particles  which  might  be  disseminated  through  the  air. 
Ihe  result  was  entn-ely  negative.    (See  Chemical  Researches  on  the 
Nature  and  Cause  of  Cholera  -  Transactions  of  the  Royal  Medical 
and  Uarurgical  Society,  vol.  xxxiii.  1850.) 

^  When  the  Board  of  Health,  during  the  occurrence  of  the  epidemic 
m  18o4,  gave  its  sanction  to  investigations  bearing  upon  the  discovery 
of  a  tangible  cause  of  the  disease,  I  began  to  follow  out  on  a  more  ex- 
tended scale  the  experiments  which  I  had  executed  in  1849-50.  For 
this  purpose,  as  before,  the  system  of  aspiration  was  adopted  for  draw- 
ing a  quantity  of  air  through  tubes,  and  subjecting  it  to  various  con- 
densing influences.  A  large  air-tight  cistern,  of  the  capacity  of  1 6  cubic 
feet  was  constructed  of  wood  and  lined  with  zinc.  A  pipe  connected 
with  a  water  cistern  conveyed  water  to  an  aperture  in  its  top,  while 
a  tap  at  the  bottom  aUowcd  the  cistern  to  be  emptied.  The  cistern 
was  fat  ed  with  a  graduated  glass  gauge  tube  at  the  side,  which  indi- 
cated the  amount  of  water  and  air  contained  in  it.  An  aperture  in 
the  top  ot  the  cistern  was  supplied  with  a  flexible  tube,  and  was 
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connected  with  Woulfc's  bottles  and  tubes,  contaiuuig  fluids  through 
which  the  air  was  drawn  ironi  an  infected  atmosphere  by  the  aspi- 
rating power  of  the  water  contained  in  the  cistern  as  soon  as  it  Avas 
allowed  to  flow  out  by  the  lower  tap.    From  the  interest  talcen  by  the 
authorities  of  St.  Thomas's  Hospital  in  all  that  concerns  the  progress 
of  medical  science*  I  was  enabled  to  erect  this  apparatus  adjoining 
the  wards  set  apart  for  the  reception  of  cholera  patients,  and  without 
moving  the  cumbrous  mechanism  could  thus  examine  the  expired  air 
of  the  cholera  ward  under  various  circumstances  together  with  the  ex- 
ternal air,  and  the  air  of  other  atmospheres.    The  ward  whose  atmo- 
sphere was  specially  examined  was  the  casualty  ward  ot  the  hospital 
occupied  by  female  patients  attacked  with  the  epidemic,  but  the  atmo- 
sphere communicated  with  an  adjoining  ward  filled  with  male  cholera 
patients.    The  meteorological  conditions  which  prevailed  during  the 
period  when  a  series  of  experiments  was  carried  on  have  been  distn- 
buted  under  five  difi"erent  heads  or  tables.  From  the  dates  appended  to 
these  tables  it  will  be  observed  that  the  apparatus  was  kept  m  action 
during  87  days,  or,  with  short  intervals  caused  sometimes  by  its 
slio-ht  derangement,  the  experiments  extended  with  little  mtennission 
from  the  13th  of  September  to  the  23d  of  December  inclusive,  ihe 
total  quantity  of  air  subjected  to  examination  under  difierent  condi- 
tions during  this  period  approached  1,800  cubic  feet,  or  precisely 
1,794 '6  cubic  feet. 

First  Experimext. 

Examination  of  the  Atmosphere  of  the  Cholera  Ward  when  filled  tcith 
Patients.    (Table  I.    Plate  I.) 
In  this  experiment  glass  tubes  carefully  washed  with  distilled 
water  and  dried  were  conducted  from  the  centre  of  the  ward  along 
the  roof  of  the  ward,  and  terminated  by  dipping  into  distilled  water 
in  a  Woulfe's  bottle.    A  second  Woulte's  bottle  was  connected  with 
the  first  bottle  by  a  tube  dipping  likewise  into  distilled  water. 
Beyond  these  was  an  U  tube,  which  was  filled  with  pumice  stone 
moistened  with  sulphuric  acid.    The  U  tube  was  connected  with  the 
aspirating  cistern  by  means  of  a  flexible  vulcanized  caoutchouc  tube. 
The  cistern  being  filled  with  water,  and  its  interior  placed  freely  in 
communication  with  the  system  of  tubes  and  bottles,  on  the  tap  at 
the  bottom  of  the  cistern  being  opened,  the  cistern  began  to  be 
emptied,  the  water  running  into  a  sink  placed  immediately  beneath, 
while  its  place  was  taken  by  the  air  of  the  ward,  which  traversed  the 
distilled  water  in  the  Woulfe's  bottles  and  the  sulphuric  acid  m  the 
U  tube     The  distilled  water  was  carefully  prepared,  and  just  before 
beino-  introduced  Into  the  Woulfe's  bottles  it  was  rapidly  boiled 
A  iwrtion  of  the  same  water  in  a  stoppered  bottle  was  placed 
beside  the  apparatus,  and  was  carefully  examined  microscopically 
after  ihe  completion  of  the  experiment,  and  compared  with  the 
distilled  water  through  which  the  atmosphere  of  the  ward  had 
passed.    The  air  was  allowed  to  stream  through  the  water  and 

*  The  drawings  of  the  objects  condensed  from  the  several  atmospheres  have  been 
most  skilfully  and  truthfully  executed  by  Mr.  Tuffen  West. 
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sulphuric  acid  during  four  days,  until  98*6  cubic  feet  had  traversed 
the  tubes.  On  the  second  day  after  the  commencement  of  the  expe- 
riment it  became  very  evident  that  organic  matter  was  carried  along 
with  the  air  in  its  transit  through  the  tubes,  as  the  sulphuric  acid 
in  the  U  tube  became  distinctly  dark  coloured,  and  as  the  process 
proceeded,  this  charring  effect  augmented  until  it  assumed  a  colour 
analogous  to  that  familiar  to  chemists  in  the  case  of  Nordhauseu  acid. 
The  distilled  water  subjected  to  the  action  of  the  air  was  found  to 
give  a  strongly  acid  reaction  with  litmus  paper.  On  the  addition  of 
nitrate  of  baryta  a  copious  precipitate  of  sulphate  of  baryta  fell, 
which  was  insoluble  in  hydrochloric  acid.  The  source  of  this  acid 
was  no  doubt  the  product  of  the  combustion  of  the  stdphur  of  coal 
used  for  heating  the  ward,  and  probably  also  of  the  gas  employed 
for  lighting  the  ward.  The  sulphur  of  the  pyrites  of  the  coal  and 
the  traces"  of  bisulphide  of  carbon  frequently  found  in  gas,  yield, 
when  subjected  to  combustion,  sulphurous  acid,  which  again,  when 
brought  in  contact  with  water  and  air,  speedily  takes  up  more 
oxygen,  and  is  converted  into  sulphuric  acid.  No  chlorine  nor  other 
mineral  acid  could  be  detected  in  the  distilled  water.  _  During  the 
course  of  the  experiment  delicate  filaments  became  distinctly  visible 
in  the  distilled  water,  which  were  easily  recognized  without  the 
application  of  any  magnifying  power  ;  and  after  the  cessation  of  the 
experiment  they  increased  in  magnitude,  thus  giving  strong  evi- 
dence of  their  vital  vegetable  character.  It  deserves  notice  that  the 
greatest  amount  of  vegetation  and  of  mechanical  matter  visible  to 
the  eye  existed  in  the  second  Woulfe's  bottle  and  not  in  the  first, 
which  shows  the  difficulty  of  detaining  such  light  bodies  by  the 
resistance  of  water  alone.  Plate  1  exhibits  a  view  of  the  objects 
visible,  at  onetime  under  the  field  of  the  microscope,  with  the  ex- 
ception of  /i,  which  has  Jbeen  introduced  subsequently,  to  exhibit 
a  more  advanced  stage  of  the  vegetation  of  d.  The  coloured  fibres 
in  the  drawing  are  good  examples  of  filaments  of  cotton,  which 
are  characterised  by  their  ribbon-shaped  flatness  and  sharp  edge, 
while  they  are  tubular,  and  somewhat  tend  to  a  spiral  curvatm-e. 
Two  filaments  of  this  description  are  visible  in  the  drawing  marked 
a :  the  larger  painted  with  royal  blue,  or  steamed  Prussian  blue,  and 
the  smaller  of  a  pink  tint,  derived  probably  from  madder.  These  ob- 
jects are  magnified  150  diameters.  The  figures  attached  to  the  other 
objects  indicate  the  mimber  of  diameters  to  which  they  have  been 
magnified.  The  object  in  view  in  thus  presenting  them  was  to  afford 
the  advantage  of  a  prospect  of  everything  existing  under  the  object 
glass  of  the  microscope  at  the  same  time.  To  form  a  correct  notion  of 
the  nature  of  the  drawing,  we  have  only  to  consider  the  slide  containing 
the  figures  represented  to  remain  stationary  under  the  microscope,  and 
that  some  of  the  smaller  objects  have  been  increased  in  size  merely  by 
altering  the  powers  as  was  found  to  be  requisite.  The  most  striking  ob- 
jects in  the  drawing  next  to  the  cotton  fibres  are  filaments  of  hair,  b, 
and  probably  wool,  c.  On  the  latter  objects  it  is  by  no  means  easy  to 
give  a  decided  opinion ;  but  their  characters,  perhaps,  approach 
more  nearly  to  those  of  a  worn  portion  of  wool  than  to  any  other 
object  likely  to  be  present  in  such  a  locality.    Grouped  aroimd  and 
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intermixed  with  tlie  cotton  filaments,  may  be  observed  fine  confer- 
void  looking  fungi,  d,  tubular,  with  their  tubes  occupied  at  intervals 
with  granular  or  vesicular  bodies ;  f  represents  thc.-^e  fungi  in  a  very 
early  condition  of  their  growth,  and  h  one  which  has  been  subse- 
quentl)^  introduced  into  the  drawing,  and  which  I  endeavoured  to 
bring  towards  maturity  by  growing  in  shallow  water.  During  the 
limited  period  at  my  disposal,  I  did  not,  however,  observe  any  ten- 
dency towards  the  formation  of  fructification.  Sporules  (c)  were 
abundantly  distributed  over  various  portions  of  the  field  of  vision, 
and  in  one  specimen  examined,  two  potato  starch  granules  could  be 
distinctly  detected.  In  various  points  small  masses  of  siliceous 
matter,  traces  of  soot  and  dust  were  visible,  which  seem  to  have  been 
entangled  in  the  web  of  fungoid  mycelium,  which  rapidly  increased 
m  volume  by  continuous  growth ;  vibriones  (ff)  were  also  readily 
recognized  in  numerous  parts  of  the  field,  which  were  characterised 
by  great  activity  and  rapidity  of  transit  from  one  point  to  another. 
Some  of  these  were  of  considerable  length,  but  were  too  minute  to 
enable  their  anatomy  to  be  made  out  even  by  a  power  of  a  thousand 
diameters.  It  is  not  easy  to  decide  as  to  the  nature  of  the  dottings 
and  minute  lines  wliich  can  be  traced  alono;  the  marcjins  of  the  larger 
objects,  although  their  forms  do  not  present  much  dissimilarity  to 
those  of  vibriones  (although  no  movements  were  recognized).  They 
also  resemble  what  has  been  observed  among  the  products  of  fruc- 
tification of  certaiu  classes  of  lichens.  From  this  experiment  we 
learn  that  considerable  quantities  of  matter  are  ditiiised  in  an  in- 
habited apartment  through  the  most  distant  portion  of  the  enclosed 
atmosphere  from  that  in  which  the  patients  breathe  and  are  immersed, 
since  the  tube  employed  in  the  trial  detailed  opened  near  the  ceiling 
of  the  room,  and  yet  constituted  the  medium  by  which  fragments  of 
cotton  fibre  detached  from  the  garments  of  the  female  inmates  were 
conveyed.  Besides  these  mechanical  impiu-ities,  the  soiu-ce  of  which 
can  be  so  readily  detected,  we  find  likewise  the  sporules  of  vegetables 
and  likewise  the  ova  or  germs  of  animal  existence.  This  view 
seems  more  consonant  with  the  circumstances  than  the  idea  that  the 
plants  and  animals  themselves  were  actually  dispersed  through  the 
atmosphere,  although  there  appears  nothing  paradoxical  in  the  anti- 
cipation that  if  particles  of  dress  are  so  volatile  they  may  be  accom- 
panied by  portions  of  vegetation  which  may  also  have  been  previously 
deposited  on  the  same  articles  of  clothing. 

Second  Experiment. 

Exaniinatio7i  of  the  Atmosphere  of  the  Cholera  Ward  ichen  half  filled 
with  Patients.    (Table  II.    Plate  II.) 

As  I  had  resolved  to  prosecute  the  examination  of  the  air  of  the 
cholera  ward  continuously,  and  the  first  experiment  having  termi- 
nated when  cholera  was  somewhat  on  the  wane,  the  second  experi- 
ment was  entered  upon  when  the  amount  of  patients  did  not  exceed 
half  of  the  previous  number.  Ncav  bottles  having  been  charged 
with  carefully  prepared  distilled  water,  the  apparatus  was  arranged 
so  that  the  air  should  traverse  two  Woulfe's  bottles,  containing 
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distilled  water,  and  a  U  tube,  which  was  surrounded  with  ice  and 
Avas  placed  between  the  Woulfe's  bottles  and  the  aspirating  cistern. 
Table  IT.  alfords  a  view  of  the  conditions  of  the  atmosphere  during 
the  experiment,  with  the  amount  of  air  passed.    The  air  examined 
amounted  to  240  cubic  feet,  and  was  allowed  to  pass  through  the  tubes 
durino-  ]  3  days.    The  quantity  of  air  transmitted  during  that  period 
Avas  240  cubic  feet,  and  the  proportion  passed  daily  was  pretty  equally 
distributed  over  the  fortnight  during  which  the  expernnent  lasted. 
The  water  in  all  the  bottles  was  found  to  be  strongly  acid  at  the 
conclusion  of  the  trial,  and  to  give  a  copious  precipitate  with  nitrate 
of  baryta,  indicative  of  the  presence  of  free  sulphuric  acid.  Ihe 
second  Woulfe's  bottle  contained  a  larger  amount  of  visible  matter 
detained  than  the  first  bottle,  while  in  the  U  tube,  which  had  been 
sun-ounded  by  the  ice,  a  very  considerable  quantity  of  organic  and 
other  forms  could  even  be  detected  to  a  certain  extent  by  the  eye. 
The  amount  of  water  in  the  U  tube,  which  must  have  been  con- 
veyed from  the  distilled  water  in  the  Woulfe's  bottles  by  the  trans- 
mitted air,  and  condensed  by  the  cooling  application,  amounted  to 
above  a  fluid  ounce,  since  the  tube  was  carefully  cleaned  and  dried 
out  at  the  commencement  of  the  experiment.    I  find  it  noted  that 
the  U  tube  contained  more  mechanical  matter  diffused  through  the 
water  condensed  in  it  than  appeared  to  exist  in  cither  of  the  AVoulfe's 
bottles.    Plate  2d  represents  an  accurate  delineation  of  the  fonns 
visible  under  the  field  of  the  microscope  at  the  same  time,  the  powers 
employed  varying  from  100  to  200  diameters,  as  represented  in  the 
attached  figures.    The  forms  are  somewhat  different  from  those  m 
the  first  plate,  for  while  fragments  of  higher  organic  tissues  predomi- 
nate the  comparative  absence  of  fungi  is  suflftciently  striking,  a 
appears  to  be  organic  matter,  but  of  too  indefinite  an  aspect  to 
enable  an  opinion  to  be  risked  of  its  origin ;  b  is  obviously  vegetable 
epidermis,  and  may  have  been  detached  from  an  onion  used  as  food ; 
c  is  vegetable   cellular  tissue  ;    d  is   a  fragment  of  wood  ;  e  a 
filament  of  cotton  dress  dyed  with  madder  and  Prussian  blue;  /bears 
much  resemblance  to  a  filament  of  linen ;     seems  to  be  vegetable 
hairs  (wheat?),  approximating  in  some  respects  to  those  of  tobacco 
leaf,  but  this  suggestion    occurred  from   the    circumstance  that 
tobacco  was  smoked  in  the  adjoining  ward,  and  on  one  occasion 
at  least,  in  the  ward  itself;  h,  from  its  stationary  character,  it  was 
concluded,  was  a  sponge  spicula,  although  in  some  respects  it  might 
be  mistaken  for  a  higher  order  of  organism  ;  i,  minute  fungi,  are 
remarkably  scanty  in  amount  compared  with  their  prevalence  in  the 
products  of  the  first  experiment.    Sporules,  k,  lunvever,  were  dis- 
tributed scantily  over  the  field,  and  a  spore  case,  m,  apparently 
could  be  detected,  while  Z  bore  a  strong  resemblance  to  the  spore 
case  of  Oidium  Tucheri.    A  fragment  of  spiral  vessel,  j,  occurs  on 
the  right  of  the  plate,  similar  objects  being  visible  in  the  epider- 
mic membrane  h.    The  form  represented  at  n  has  much  similarity 
to  the  stipes  of  I^otrytis;  o  is  obviously  a  portion  of  epithelium, 
which  has  floated  up  after  detachment  from  the  inmates  of  the 
ward ;  p  bears  a  strong  resemblance  to  oil  globules.  Throughout 
the  field  dark  masses  are  noticeable  which  seem  to  be  particles 
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of  siliceous  matter  and  various  impurities  which  are  capable 
of  being  detected  in  all  atmospheres  Avhere  disturbance  of  dust  is 
liable  to  take  place.  The  present  experiment  differs  in  a  remarkable 
degree  from  the  results  of  the  previous  trial,  by  the  circumstance 
that  no  animal  matter  was  capable  of  being  detected  in  the  second 
case,  Avhile  in  the  former  instance  a  considerable  amount  of  vitality- 
was  clearly  discernible.  But  after  careful  examination  repeatedly 
resumed,  no  trace  of  vibriones  was  visible  in  the  matter  detained  in 
the  second  air  examined,  notwithstanding  the  much  larger  proportion 
of  atmosphere  conveyed  through  the  tubes.  We  observe  also  among 
the  present  products  epithelial  matters  from  the  human  surfaces,  and 
are  thus  presented  with  ample  evidence  of  one  of  the  consequences  of 
a  too  condensed  population  by  the  possible  thorough  contamination  of 
the  air  which  must  be  used  for  respiration  with  not  only  the  impure 
exhaled  gases,  but  likewise  even  with  solid  particles  of  human  orio-ln, 
detached  and  diffused  through  the  atmosphere  in  which  the  inmates 
of  houses  are  immei'sed. 

Third  ExrERiMENT. 

Examination  of  the  Air  of  the  Ward  after  the  Removal  of  all  Patients. 

(Table  III.    Plate  III.) 
In  this  trial  the  apparatus  was  preserved  in  the  same  state  of 
arrangement  as  in  the  second  experiment,  the  bottles,  however,  and 
tubes,  as  in  the  previous  cases,  being  quite  new,  and  having  never 
been  employed  for  chemical  purposes  previously  ;  they  were  carefully 
washed  out  and  dried.    Two  Woulfe's  bottles  occupied  the  same 
position  as  previously,  and  a  U  tube  surrounded  by  a  freezing 
mixture  connected  the  last  bottle  with  the  aspirating  cistern  by 
means  of  a  vulcanized  caoutchouc  tube.    This  experiment  lasted  for 
fifteen  days,  from  the  5th  to  the  21st  of  October  inclusive,  and 
comprehended  the  examination  of  304  cubic  feet  of  ward  atmosphere  ; 
(Table  III.)    The  patients  had  ceased  to  enter  the  wai-d  in  conse- 
quence of  the  decrease  of  the  epidemic,  and  the  only  disturbance 
which  ^  could  occur  in  the  atmosphere  must  have  been  due  to  the 
operations  of  cleaning  and  airing  the  apartment.    The  distilled  water 
through  which  the  air  passed  was,  as  on  the  preceding  instances, 
possessed  of  an  acid  reaction  due  to  the  presence  of  sulphuric  acid. 
The  ^  visible  amount  of  detained  matters  was  more  minute  than 
previously,  and  it  was  this  circumstance  that  led  to  the  aspira- 
tion of  more  air  in  this  than  in  the  foregoing  trials.    But,  although 
no  patients  existed  as  inmates  of  the  ward,  there  was  a  free  com- 
munication with  the  adjoining  ward,  which  was  occupied  by  males 
affected  with  the  epidemic,  Avhere  fires  and  gas  were  in  an  active 
state  during  the  twenty-four  hours.    This  is  sufficient  to  account  for 
the  large  amount  of  lamp  black  (plate  3  c,)  which  occupies  such  a  iiro- 
minent  place  in  the  drawing.    The  circumstance  that  the  ward  had 
been  occupied  by  females,  and  had  undergone  the  process  of  sweeping 
and  washing,  explains  the  occurrence  as  in  the  former  experiments  of 
the  blue  and  red  filaments  of  cotton,  fig.  a,  and  of  what  corresponds  best 
with  wool,  h.  But  notwithstanding  the  amount  of  air  which  traversed 
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the  tubes,  it  cannot  foil  to  attract  attention,  that  but  a  minute  frag- 
ment of  fungus  (e)  remains,  while  it  is  still  more  worthy  of  remark, 
that  sporules  seem  to  have  entirely  ceased  to  pervade  the  same  atmo- 
sphere, which  during  the  period  when  the  ward  was  filled  with  inmates, 
was  characterised  by  abmidance  of  these  vegetable  forms.  The  sili- 
ceous particles  mixed  with  the  fuliginous  matter  (c)  constitute  a  con- 
siderable portion  of  what  is  often  termed  dust,  and  what  is  so  familiar 
when  a  strong  draught  is  made  to  permeate  an  apartment,  or  the 
deposit  on  the  objects  in  a  room  is  disturbed.  The  objection- 
able character  of  an  atmosphere  contaminated  by  dust  and  smoky 
particles  is  not,  however,  diminished  by  its  familiarity,  since  pathology 
points  out  to  us  the  results  of  sucli  noxious  influences  in  the  densely 
black  charo-ed  lungs  of  the  weaver  and  collier ;  the  former  with  the 

CO 

lamp  black  from  the  murky  atmosphere  of  his  oil  lamp,  and  the  latter 
from  a  similar  cause,  Avith  the  superadded  auxiliary  of  the  finely 
difiiised  coal  dust  of  his  subterranean  cell.  These,  and  the  facts 
which  have  already  emphatically  forced  themselves  on  our  attention 
during  the  discussion  of  the  present  examinations  of  air,  show  us 
that  when  we  can  detect  such  impurities  in  a  comparatively  well 
ventilated  apartment,  we  may  not  be  surprised  if  the  air  of  densely 
crowded  dwellings,  allowed  to  stagnate  as  in  some  of  the  cellars 
in  the  Soho  district  which  I  visited,  packed  Avith  six  to  twelve 
inmates  in  a  cube  of  12  feet^  should  induce  disease  and  early  death. 
Whether  we  admit  or  not  with  the  Stoics  of  old  "  that  every  man  is 
rich  who  has  the  free  enjoyment  of  earth  and  air,"  certain  it  is  that 
the  human  being  must  be  reckoned  poor  indeed  who  is  continually 
immersed  in  an  impure  atmosphere. 

Fourth  Experiment. 
Examination  of  the  External  Atmosphere. 
(Table  IV.    Plate  IV.) 

In  this  research  the  same  form  of  apparatus  was  emj^loyed,  and 
the  same  mode  of  ai-rangement  as  has  been  already  described,  with  the 
modification  in  the  adjustment  that  the  tubes  leading  from  the  ward 
were  dispensed  with,  and  their  place  supplied  by  a  flexible  caoutchouc 
tube,  which,  protruding  into  the  external  air  through  a  window,  Avas 
cai'ried  along  the  Avail  of  the  building  a  fcAV  feet,  and  Avas  then  made 
to  project.  The  experiment  lasted  for  21  days  from  the  21st  October 
to  the  16th  of  November  (Table  IV.),  during  which  560  cubic  feet  of 
air  streamed  through  the  apparatus.  It  Avas  long  before  any  visible 
appearance  of  mechanical  deposit  Avas  exhibited.  But  as  soou  as  any 
object  was  discernible  a  comparatively  rapid  augmentation  in  volume 
ensued,  affording  strong  evidence  of  the  development  of  vegetation  so 
beautifully  represented  in  Plate  4.  The  tardiness  in  the  growth  of 
the  fungus  may  perhaps  receive  some  explanation  from  the  fact 
Avhich  is  A^ery  obvious  in  all  the  draAvings,  viz.,  the  presence  of 
some  foreign  matter,  as  wool  or  cotton.  Until  some  such  bodies 
Avcre  detained  by  the  Avater,  it  may  be  easily  understood  that  no  very 
striking  object  could  be  discerned  by  the  eye.  As  soon,  however, 
as  a  filament  of  cotton  gained  access  to  the  fluid,  it  Avould  exercise 
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an  obvloiis  tendency  to  aggregate  any  other  extraneous  bodies  wliich 
might  be  dilfused  through  the  Avater,  and  by  affording  a  point  of 
attachment  to  sporules  would  enable  them  to  remain  in  a  certain 
degree  of  comparative  rest,  and  thus  enable  the  incipient  stage  of  ger- 
mination to  proceed.  For,  on  the  cessation  of  the  streaming  of  the  gas 
through  the  water,  and  afterwards,  when  the  fluid  Avas  placed  in  perfect 
stillness,  even  in  the  absence  of  light,  vegetation  advanced  v\^ith  great 
rapidity.  Plate  4  exhibits  a  filament  of  cotton  (a)  of  a  brown  tinge, 
magnified,  as  well  as  the  other  objects,  to  the  extent  of  200  dia- 
meters. Interlaced  with  it  is  what  agrees  most  nearly  with  a  filament 
of  worn  wool  (b),  and  a  crystalline  body  (c)  somewhat  resembling  in 
some  respects  a  sponge  spicula.  A  fungus  (d)  in  various  stages  of  its 
growth  occupies  the  prominent  portion  of  the  field,  and  sporules  (e) 
similar  to  those  probably  from  Avhich  the  plant  originally  sprung  are 
observable  in  difierent  parts  of  the  drawing.  Througliout  the 
vegetable  masses  dark  fuliginous  matter  is  distributed,  derived  from 
the  soot  of  the  chimnies  or  from  the  gas  burnt  in  the  wards.  The 
proximity  of  the  source  of  the  air  to  the  building  renders  it  possible 
that  the  vegetation  may  have  proceeded  from  the  same  source  as  in 
the  preceding  experiments,  and  this  could  only  have  been  decided  by 
experiments  conducted  in  different  free  atmospheres  at  a  distance  and 
in  approximation  to  inhabited  neighbourhoods.  As  during  the 
present  investigation  every  day  Avas  occupied  in  the  examination  of 
different  atmospheres  for  comparative  purposes,  more  prolonged 
researches  must  be  deferred  to  another  opportunity.  The  present 
results  seem  to  hold  out  encouragement  that,  by  various  improve- 
ments and  expansions  in  the  mode  of  experimenting  Avliich  have 
suggested  themselves  in  the  course  of  the  collection  of  the  facts 
observed  in  this  report,  some  important  additional  light  may  be  throAvn 
on  the  subject  of  impure  atmospheres,  and  on  the  best  means  of 
removing  the  extraneous  matters  which  constitute  their  contamina- 
tion, either  by  ventilation  conjoined  with  chemical  applications  or  by 
mechanical  or  other  auxiliary  means.  In  common  with  all  the 
experiments,  except  the  first,  Avhen  the  Avard  Avas  filled  Avith  diseased 
patients,  no  trace  of  animal  movement  could  be  detected,  and  although 
the  acid  reaction  of  ail  the  solutions  Avas  equally  distinct,  no  vibriones 
were  visible  except  on  the  first  trial,  although  in  that  instance  the 
amount  of  air  subjected  to  examination  Avas  greatly  inferior  to  that 
employed  in  all  the  subsequent  examples. 

FiETH  Experiment. 

Examination  of  the  Atmosphere  of  a  Seiver.    (Table  V.     Plate  Y.) 

There  can  be  no  doubt  in  the  mind  of  any  one  Avho  has  been  in 
the  habit  of  directing  his  observation  to  the  condition  of  the  soil 
in  a  city,  that  there  exists  under  the  dAvellings  of  the  inhabitants, 
and  under  the  streets,  sources  of  impurity  Avhich  may  well  induce 
us  to  ascertain  if  some  amelioration  of  the  present  circumstances 
cannot  be  adopted.  To  test  the  conditions  generated  by  the  fluids 
thrown  off  from  city  habitations,  the  present  experiment  was  made. 
The  most  accessible  means  of  chemically  examining  the  question. 
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seemed  to  be  to  subject  to  scrutiny  the  atmosphere  in  immediate 
contact  with  these  fluids  themselves.  For  tliis  purpose  a  new  gas 
pipe  was  conducted  from  the  atmosphere  of  the  scAver,  and  connected 
with  the  apparatus  by  means  of  a  flexible  tube.  The  extremity  of 
the  gas  pipe  dipped  downwards  to  within  a  foot  of  the  surface  of 
the  contents  of  the  sewer.  The  Woulfe's  bottles  were  arranged 
as  in  the  previous  experiments  with  a  U  tube,  the  air  having 
been  allowed  previously  to  stream  through  the  flexible  tube  alone 
in  connexion  with  the  cistern  to  displace  the  common  air  contained 
in  the  apparatus.  The  experiment  was  carried  on  during  27  days, 
from  the  22nd  of  November  to  the  23d  of  December  inclusive, 
and  during  that  period,  592  cubic  feet  passed  through  the  tubes. 
(Table  V.)  The  amount  of  meclianical  matter  detained  was  less  than 
in  any  of  the  preceding  experiments,  but  still  it  was  visible  to  the 
eye,  and  when  allowed  to  deposit  in  an  inverted  conical  vessel,  the 
sediment  could  be,  althougli  with  some  difficulty,  from  its  levity, 
collected  for  the  purposes  of  microscopical  examination.  The  distilled 
water,  which  in  all  the  previous  investigations  had  been  rendered 
strongly  acid,  yielded  on  the  present  occasion  the  most  unequivocal 
evidence  of  powerful  alkaline  reaction,  due  to  ammonia,  which  is  an 
usual  result  of  the  decomposition  of  such  animal  and  nitrogenous 
vegetable  substances  as  occur  in  the  sewer  waters.  Plate  5  exhibits 
a  delineation  of  the  matters  detained  in  the  transmission  of  the 
sewer  atmosphere  through  the  distilled  water.  Prominently,  as  in 
the  previous  drawings,  a  large  filament  (a),  probably  of  wool, 
appears  to  act  as  a  nucleus  or  means  of  aggregating  the  rest  of 
the  sediment.  Beautifully  convoluted  round  it  we  find  branches 
of  the  elegant  mycelium  of  a  fungus,  which  appears  to  be  de- 
veloping. Spore  cases  (rf)  are  seen  in  the  lower  part  of  the  drawing, 
Avhlle  sporules  (c)  are  scantily  discernible.  All  these  objects  are  mag- 
nified to  the  extent  of  200  diameters.  In  the  upper  part  of  the  plate 
we  detect,  in  much  larger  quantity  than  in  any  of  the  previous  trials,  a 
nest  of  vibriones,  magnified  to  1,000  diameters,  characterised  by  the 
most  lively  and  active  motion,  traversing  the  field  of  the  microscope 
with  a  great  rapidity,  propelled  by  their  peculiar  vermicular  like 
action.  Of  a  smaller  size,  but  in  great  abundance,  similar  bodies 
may  be  noticed  to  the  lower  left  of  the  drawing,  and  thickly  stretched 
among  the  ramifications  of  the  mycelium.  These  appeared  strongly 
to  assimilate  to  vibriones  in  their  physical  outline,  but  movements 
were  not  so  visible,  except  in  some  cases  to  a  limited  extent.  The 
peculiarity  in  the  results  obtained  from  the  examination  of  a  sewer 
atmosphere,  aflPords  a  sufficient  distinction  to  enable  us  to  discriminate 
it  from  the  air  contained  in  wards,  and  in  the  free  atmosphere ;  for 
while  all  the  other  atmospheres  investigated  have  been  lilghly  acid, 
the  air  in  the  sewer  has  been  strongly  alkaline,  and  the  amount 
of  animal  life  in  the  sewer  has  been  found  greatly  to  predominate 
over  that  which  has  been  detected  in  the  atmosphei-es  above  ground. 
It  is  obvious,  then,  that,  in  addition  to  the  noxious  gases,  such 
as  sulphuretted  hydrogen,  carbonic  acid,  carburretted  hydrogen, 
&c.,  which  may  be  evolved  in  various  proportions  from  the  decom- 
posing organic  matters  in  the  sewer  fluids,  there  exist  in  the  sewer 
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atmosphere  living  beings  of  vegetable  and  animal  origin,  or  at 
least  the  sporules  and  germs  of  these  organisms  exist  there.  That 
analogous  growths  are  capable  of  being  propagated  in  the  animal 
systems  is  well  known.  That  the  sources  of  the  latter  are  ex- 
traneous, seems  to  receive  countenance  from  the  interesting  re- 
searches of  niy  colleague,  Mr.  Rainey,  in  his  investigations  on  th<* 
pathology  of  cholera  I  refer  to  his  report,  Avhich  relates  the  fact  of 
his  having  discovered  an  entozoon  in  the  opening  of  the  air  passages, 
the  analogues  of  Avhich  have  hitherto  only  been  found  imbedded  in 
the  tissues  of=^  the  human  body,  thus  yielding  evidence  of  the  foreign 
origin  of  such  animals.  His  observation,  too,  of  the  absence  of 
growing  fungi  in  solutions  when  the  supernatent  air  has  been  fil- 
tered, but  Avhich  under  ordinary  exposure  to  the  atmosphere  are 
covered  with  these  vegetations,  affords  strong  evidence  of  the  distri- 
bution of  such  seeds  in  the  air,  and  of  their  tendency  to  take  root 
and  grow  in  congenial  soils.  It  seems  scarcely  necessary  to  observe 
that  the  probability  of  the  air  deriving  any  wholesome  wtue  from 
the  presence  of  such  rital  powers  distributed  through  it  is  highly 
improbable,  while  the  possibility,  on  the  contrary,  of  their  presence 
being  liable  to  be  followed  by  noxious  results  to  health  appears 
self-evident.  In  the  Soho  districts  I  found  great  complaints  mdely 
distributed,  of  the  nauseous  and  sickening;  odours  emanating  from 
the  gratings  placed  over  apertures  communicating  witli  the  sewers, 
and  although  these  smells  might  alone  not  be  capable  of  engen- 
dering diseases  of  a  characteristic  type,  they  are  not  only  calculated 
of  themselves  to  prejudice  health,  but  they  are  indications  of  the 
accompaniments  of  foreign  organic  beings,  merely  traces  of  which  it 
is  probable  have  yet  been  detected.  The  investigation  having  been 
made  during  the  winter,  when  decomposition  of  organic  matter  is 
much  checked,  and  when  the  diminished  tempei'iiture  is  antagonistic 
of  organic  life,  it  would  be  necessary  to  conduct  comparative  trials  in 
summer,  before  conclusions  could  be  drawn  as  to  the  prevalence  of 
such  beings  in  any  atmospheres.  Simultaneous  observations  on  the 
meteorological  condition  of  the  atmosphere  are  likewise  of  importance, 
as  bearing  on  the  powers  in  action  on  its  mass,  to  obviate  any  stag- 
nant tendency  of  the  air  and  to  prevent  the  accumulation  of  extra- 
neou.s  and  morbid  influences. 

Summary. 

From  the  results  which  have  been  obtained  in  the  course  of  the 
present  researches,  the  following  deductions  may  be  drawn:  — 

1.  That  in  the  atmosphere  of  a  cholera  ward,  mechanical  matters 
were  diffused  througliout  the  air  derived  from  the  inmates,  that 
sporules  of  fungi  and  germs  of  vibriones,  or  vibriones  themselves 
were  obtained  by  filtration  from  the  atmosphere — all  of  these  bodies 
being  adulterations,  so  to  speak,  of  the  pure  oxygen  and  nitrogen, 
which  alone  constitute  the  wholesome  predominating  constituents  of 
the  elastic  fluids  destined  for  respiration. 

2.  That  from  a  Avard  only  partially  filled  with  patients  affected 
with  cholera,  substances  were  separated  which  were  mechanically 
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dispersed  to  tlie  very  summit  of  the  apartment,  mixed  with  fungi  or 
their  sporules,  wliile  no  vibriones,  unless  in  the  fo^m  of  faint  traces, 
could  be  detected. 

3.  That  in  the  atmosphere  of  an  empty  ward,  communicating 
however  with  a  ward  containing  cholera  patients,  mechanical  matters 
were  obtained  and  traces  of  fungi,  and  perhaps  of  vibriones. 

4.  That  in  the  external  air  adjacent  to  an  hospital,  substances 
mechanically  distributed  were  likewise  found,  and  sporules  with 
fungi  Avere  also  detected  to  a  considerable  extent,  but  no  vibriones. 

5.  That  in  the  atmosphere  of  a  sewer,  bodies  were  also  found  in 
mechanical  diffusion  associated  with  sporules,  fungi,  and  vibriones. 

6.  That  the  air  contained  under  the  three  first  conditions  from 
wards  possessed  an  acid  reaction,  that  the  external  atmosphere  like- 
wise indicated  a  similar  chemical  condition,  and  that  the  sewer  atmo- 
sphere was  alone  alkaline. 

7.  That  although  animal  and  vegetable  life  seem  unequivocally  to 
be  diffused  through  cholera  atmospheres,  it  would  be  premature  to_ 
infer  a  connexion  between  the  disease  and  these  organisms  until 
comparative  trials  have  been  extensively  made  on  other  conditions  of 
air ;  and  that  the  present  researches  must  be  only  considered  as  a- 
single  stone  placed  as  a  contribution  towards  the  foundation- of ;a. 
larger  structure. 

Robert  Dundas  Thomson,  M.D. 

St.  Thomas's  Hospital, 
18th  February  1855. 
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TABLES. 


I. — First  Experiment  oa  Atmosphere  of  Cholera  Ward  wlien  filled  with 

Patients. 
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AV.S.W. 
W. 

N.W. 


Force. 


Strong  breeze. 

Gentle  breeze. 
Strong  breeze. 


II. — Second  Experiment  on  Atoiosphere  of  Cholera  Ward  when  half  filled 

Avith  Patients. 
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66 
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240 

III.— Third  Experiment  on  Atmosphere  of  Cholera  Ward  when  empty. 
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43 

1 

N.N.E. 

17 

16 

29 

360 

50 

1 

47 

4 

52 

5 

38 

5 

E. 

18 

16 

29 

277 

49 

9 

48 

8 

51 

4 

43 

2 

N.AV. 

19 

16 

29 

798 

46 

8 

42 

8 

51 

0 

37 

9 

W. 

20 

32 

29 

370 

52 

8 

49 

9 

53 

1 

43 

3 

N.AV. 

21 

16 

29 

606 

51 

9 

48- 

53 

0 

43 

2 

N.AV. 

feet 

304 

Fresh  breeze. 
Gentle  breeze. 
Strong  breeze. 

Gentle  breeze. 
Fresh  breeze. 
Gentle  breeze. 


Fresh  breeze. 
Gentle  breeze. 


Fresh  breeze. 


In  these  Tables  the  temperatures  refer  to  the  external  atmosphere  in  the  shade.  During 
the  period  of  experiment  no  ozone  was  detected. 
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IV. — ^Fourth  Experijient  on  the  Air  of  the  External  Atmosphere. 


1854. 

Air 
passed 

in 
Cubic 

Feet. 

Barometer 
Corrected. 

Dry. 

Wet. 

Maximum. 

Minimum. 

Direction 

Wind. 

Force. 

Oct. 

Sat. 

21 

16 

29-606 

51-9 

48-0 

53-0 

43*2 

N.W. 

Fresh  breeze. 

Ij 

Mou. 

23 

32 

29-348 

51-7 

47-2 

55-8 

42-9 

W. 

5J 

5» 

Tues. 

24 

32 

29-511 

48-9 

44-8' 

53-1 

37-4 

s.w. 

If 

5J 

Wed. 

25 

32 

29-043 

46-4 

45-5 

50-9 

40-9 

E.N.E. 

)» 

JJ 

Thurs. 

26 

32 

29-746 

45-4 

43-1 

47-4 

36-3 

W.N.W. 

Gentle  breeze. 

J> 

Eri. 

27 

48 

30-389 

44-9 

43-1 

48-5 

34-0 

s  w. 

)i 

iJ 

oat. 

O  Q 
JO 

32 

54-9 

50-0 

/1 1  •  n 
4  i  u 

s.s.w. 

Fresh  breeze. 

5J 

Mon. 

30 

32 

30-192 

57-9 

54-1 

54-0 

44-1 

S.W. 

Gentle  breeze. 

Nov. 

Wed. 

1 

32 

30-423 

49-8 

48-5 

63-7 

44-6 

N. 

)) 

91 

Thurs. 

2 

16 

30-000 

52-0 

51-0 

62"  4 

45  •  1 

s. 

)» 

J) 

Fri. 

3 

16 

30-285 

50-0 

45-4 

54*6 

44-3 

N.W. 

Fresh  breeze. 

J» 

Sat. 

4 

32 

30-226 

46-8 

44-2 

50-6 

38-3 

N. 

Gentle  breeze. 

5> 

Moil. 

6 

32 

30-403 

48-0 

44-2 

54-3 

40-  1 

N.W. 

j» 

)» 

Tues. 

7 

1  c 
io 

30-546 

*tO  1 

49-2 

35-8 

W 

)> 

»> 

Wed. 

8 

32 

30-257 

46-9 

44-6 

47-8 

39-1 

w.s.w. 

Fresh  breeze. 

5> 

Thurs. 

9 

32 

30-230 

41  -9 

38-5 

49-5 

35-1 

N.NE. 

)? 

J* 

Sat. 

11 

32 

30-095 

47  •  1 

45-5 

49-5 

36-5 

XT 

N. 

Gentle  breeze. 

?» 

Mon. 

13 

16 

30-171 

44-6 

42-1 

44-3 

32-0 

S. 

)) 

?) 

Wed. 

15 

32 

29-117 

46-8 

45-4 

47-2 

33-3 

S.W. 

?» 

»> 

Thurs. 

16 

16 

29-041 

48  4 

47-2 

48-0 

40-2 

E.S.E. 

»> 

Total  cubic  feet 

■  560 

V. — Fifth  Experiment  on  the  Atmosphere  of  a  Sewer. 


Nov. 

Wed. 

22 

32 

29 

972 

40 

4 

39 

0 

43 

•5 

35-1 

N.W. 

Gentle  breeze. 

>» 

Thurs. 

23 

16 

29 

093 

48 

4 

37 

1 

40 

■8 

32*0 

E.N.E. 

)» 
)» 

»> 

Fri. 

24 

16 

29 

316 

30 

2 

38 

•0 

39 

2 

32-7 

N. 

)> 

Sat. 

25 

16 

29 

616 

39 

1 

38 

1 

40 

5 

32^5 

N. 

)> 

)i 

Mon. 

27 

16 

30 

086 

31 

4 

30 

2 

37 

2 

27^8 

N. 

>? 

») 

Tues. 

28 

16 

29 

832 

40 

9 

40 

0 

40 

5 

28  9 

W. 

Fresh  breeze. 

?) 

Wed. 

29 

16 

29 

033 

47 

1 

44 

1 

47 

0 

37-6 

W. 

)» 

Thurs. 

30 

16 

29 

675 

41 

5 

39 

5 

48 

0 

39-5 

w. 

Gentle  breeze. 

Dec. 

Fri. 

1 

16 

29' 

664 

44 

4 

42 

1 

48 

6 

38-4 

N.W. 

Fresh  breeze. 

9f 

Sat. 

2 

16 

30 

009 

43 

8 

39 

6 

45 

8 

35^6 

N.W. 

)» 

tt 

Mon. 

4 

16 

30 

170 

47 

1 

43 

3 

48 

6 

41-3 

w. 

)» 

?> 

Tues. 

5 

16 

29 

597 

50 

1 

47 

5 

50 

2 

46-0 

w. 

5> 

)» 

Wed. 

6 

32 

29 

607 

43 

6 

40 

4 

51 

2 

35-6 

s.w. 

SI 

!) 

Thurs. 

7 

32 

30 

243 

40 

5 

38 

9 

44 

6 

34-5 

N. 

» 

J> 

Fri. 

8 

32 

29 

847 

46 

2 

45 

2 

46 

0 

32-4 

w. 

») 

Sat. 

9 

32 

29 

485 

43 

8 

41 

2 

49 

3 

40-8 

N.W. 

» 

Mod. 

11 

16 

30 

061 

36 

4 

35 

0 

38-5 

27-5 

s.s.w. 

Gentle  breeze. 

Tues. 

12 

16 

30 

161 

40 

1 

38 

4 

44-6 

35-2 

w.s.w. 

)» 

)» 

Wed. 

13 

32 

30 

249 

44 

2 

42 

2 

45 

6 

35-2 

w.s.w. 

)i 

)> 

Thurs. 

14 

32 

29 

972 

53 

0 

51 

8 

54 

3 

41-3 

w. 

Fresh  breeze. 

)» 

Fri. 

15 

32 

29 

977 

52 

9 

49 

1 

55 

4 

48-3 

w. 

Strong  breeze. 

») 

Sat. 

16 

16 

29 

850 

45 

9 

43 

1 

54 

6 

43-8 

N.W. 

Fresh  breeze. 

)J 

Tues. 

10 

16 

29 

890 

36 

0 

32 

8 

41 

4 

31-6 

w. 

Gentle  breeze. 

5» 

Wed. 

20 

32 

29 

•533 

43 

1 

42 

5 

43 

4 

32-7 

N.N.W. 

Strong  breeze. 

)) 

Thurs. 

21 

16 

30 

-143 

39 

9 

39 

0 

44 

6 

31-2 

w. 

Gentle  breeze. 

»» 

Fri. 

22 

16 

29 

•855 

52 

1 

51 

0 

53 

4 

36-2 

W.N.W. 

'» 

J> 

Sat. 

23 

32 

29 

-944 

45 

5 

43 

0 

54*0 

40-8 

w. 

» 

Total  cubic  feet 

-  592 
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No.  III. 

Report  on  the  Microscopical  Examination  of  certain  Atmospheres, 
during  the  Epidemic  of  Cholera.    By  Mr.  Eainey. 

The  observations  which  will  form  the  first  part  of  this  Report 
have  an  especial  reference  to  the  condition  of  the  atmosphere  in  a 
Cholera  district,  both  when  Cholera  was  present,  and  after  it  had 
entirely  left  the  neighbourhood.    In  the  prosecution  of  these  in- 
■  quiries  I  have  had  the  advantage  of  a  series  of  very  careful  experi- 
ments, instituted  and  carried  on  at  St.  Thomas's  Hospital,  upon  a 
•  very  large  scale,  by  Dr.  Dundas  Thomson,  the  Professor  of  Chemistry 
■'•  at  this  Hospital.  . 

As  Dr.  Thomson  s  report  will  contain  the  details  of  these  experi- 
ments, it  will  only  be  necessary  for  me  to  make  such  allusions  to 
them  as  will  be  required  to  render  my  own  observations  intelligible. 
The  immediate  object  of  these  experiments  was  to  transmit  the  air 
of  one  of  the  Cholera  wards  at  different  periods  through  a  small 
quantity  of  distilled  water,  in  order  that  it  might  be  determined  by 
microscopic  examinations  whether  the  water  thus  treated  contained 
any  organic  or  inorganic  bodies  when  Cholera  prevailed  which 
could  not  be  found  in  it  when  the  disease  was  absent.  First,  some 
of  the  distilled  water  through  which  the  air  of  the  Cholera  ward 
had  been  transmitted,  when  the  disease  was  at 'its  height,  was 
examined  by  the  microscope  with  the  best  lenses,  under  the  best 
illumination.  This  water  contained  a  great  variety  of  substances, 
some  of  which  were  alive,  and  evidently  in  an  active  state  of  growth: 
these  were  so  apparent  as  to  be  visible  to  the  naked  eye.  The  other 
substances  were  not  possessed  of  life,  but  were  from  the  dust  which 
had  floated  in  the  atmosphere  of  the  ward.  These  latter  consisted 
of  minute  hairs,  of  vegetable  fibres  of  different  kinds  and  coloui-s, 
of  starch  granules,  amorphous  black  carbonaceous  matter,  which 
were  particles  of  smoke,  and  lastly  of  epithelial  cells.  With  respect 
to  the  origin  and  presence  of  these  substances  in  this  water,  little 
need  be  said,  since  it  is  at  once  obvious  that,  in  tlie  act  of  making 
the  beds,  and  in  that  of  dressing  and  undressing,  numerous  vege- 
table and  animal  fibres  would  be  detached  from  the  bed  clothes, 
with  particles  of  starch  which  had  been  employed  for  stiffening  the 
patients'  linen,  and  be  wafted  into  the  upper  part  of  the  air  of  the 
ward,  and  from  thence  be  carried  by  the  tubes  connected  with 
the  apparatus  into  the  distilled  water,  in  which  they  would  be  de- 
tained. With  these  substances  the  epidermic  scales  in  progress  of 
desquamation  from  the  surface  of  the  body,  when  detached  from  it 
by  the  slighest  friction,  would,  from  their  extreme  lightness,  readily 
ascend,  and  mingling  with  them  in  the  atmosphere,  form  also  a 
part  of  this  heterogeneous  compound.  These  contaminations  being 
diffused  through  the  whole  of  the  air  in  the  ward,  would  not  onl}^ 
gain  access  to  the  parts  of  the  apparatus  destined  to  convey  them 
into  the  fluid  in  the  reservoirs,  but  they  must  with  equal  facility 
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find  their  way  into  the  lungs  of  all  who  are  obliged  to  breathe  the 
same  contaminated  atmosphere.  But  it  must  be  remarked  that  such 
impurities  are  not  confined  to  the  atmosphere  of  the  wards  of 
hospitals ;  they  exist  of  course  in  the  air  of  all  apartments  where 
persons  sleep  ;  their  proportion  to  the  quantity  of  pure  air  depending 
upon  the  number  of  persons  in  any  one  apartment,  its  size,  the  time 
they  spend  there,  and  also  upon  their  general  habits  of  personal 
cleanliness,  or  the  neglect  of  it.  These  impurities  are  present  also 
in  the  open  air,  especially  in  densely  populated  districts,  where  they 
will  be  mixed  with  gaseous  contaminations  of  difi^erent  kinds.  As 
it  respects  the  origin  and  presence  of  the  living  organic  bodies 
before  alluded  to  in  the  distilled  water,  some  further  observations 
are  necessary.  These  bodies  had  the  appearance  of  small  flocculent 
masses  in  the  fluid  at  the  bottom  of  the  vessel,  visible  to  the  naked 
eye.  These  were  examined  at  the  same  time  by  Dr.  Thomson  and 
myself,  and  were  foxmd  to  consist  of  the  mycelia  of  fungi,  appa- 
rently in  an  active  state  of  vegetation,  mixed  with  the  fibrous 
portion  of  the  impurities  before  mentioned.  By  a  most  careful 
examination  with  the  microscope,  I  could  not  discover  any  appre- 
ciable difiference  between  these  growths  and  the  mycelia  of  ftmgi, 
which  had  formed  in  solutions  of  vegetable  substance  after  exposure 
to  the  air  where  no  Cholera  was  present.  In  this  instance  these 
fungi  were  associated  with  more  or  less  extraneous  vegetable  fibres  ; 
but  these  I  believe  to  be  altogether  unnecessary  for  the  production 
of  these  bodies,  as  the  mycelia  of  fungi  are  capable  of  developing 
themselves  in  fluids  where  no  such  extraneous  matter  is  pre- 
sent. Besides  the  fungi,  there  were  extremely  minute,  colourless, 
indistinctly  beaded  fibres,  i-esembling  in  their  general  characters  that 
foim  of  vibrionia  called  "bacterium."  These  were  so  abundant 
as  to  eover  some  of  the  larger  branching  fibres  of  the  mycelium  to 
which  they  seemed  to  be  attached.  These  bodies  are  so  extremely 
minute  that,  under  a  magnifying  power  of  900  diameters,  and  good 
illumination,  they  do  not  present  very  definite  structural  characters. 
I  do  not  recollect  to  have  seen  them  on  mycelia  growing  in  as- 
tringent vegetable  solutions  prepared  for  the  purpose  of  producing 
fungi. 

Mter  this  another  portion  of  distilled  water,  through  which  the 
atmospheric  air  of  the  same  ward  had  been  transmitted  precisely  in 
the  same  manner  as  before,  though  when  the  disease  was  very  much 
on  the  decline,  was  submitted  to  microscopic  examination.  This 
water  contained  impurities  attributable  to  dust,  similai-  to  those 
already  particularized  in  the  other  water,  also  the  same  two  living 
organic  bodies,  although  the  vibrio-like  fibres  were  much  less  nu- 
merous than  in  the  first  experiment ;  however  they  were  in  sufficient 
quantity  to  remove  all  doubt  as  to  their  actual  existence.  These 
fibres,  as  also  the  mycelia  found  in  this  watsr,  presented  the  same 
characters  as  those  found  in  the  first  quantity. 

Next  a  third  portion  of  distilled  water  was  treated  precisely  in 
the  same  manner  as  the  other  two,  though  after  the  Cholera  had  en- 
tirely left  the  district.  This  water,  like  the  last,  contained  some 
foreign  particles,  attributable  to  dust,  also  the  mycelia  of  fungi  in 
considerable  abundance,  and  apparently  in  an  active  state  of  vege- 
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tation,  but  I  could  not  find  any  of  the  vibrio-like  growths,  although 
I  examined  this  water  with  great  care. 

The  next  microscopic  examinations  which  were  instituted  were 
made  with  the  view  of  determining  whether  any  organic  bodies  were 
present  on  the  lining  membrane  of  the  air  passages  of  those  wlio  had 
died  from  Cholera  which  were  not  to  be  found  in  the  same  situations  in 
those  who  had  died  from  other  causes.  The  membrane  covering  the 
inferior  vocal  chords  was  considered  to  be  the  part  most  suitable  for 
this  examination,  as  it  is  difficult  to  imagine  how  oi-ganic  bodies 
floating  in  the  aii",  sufficient  in  quantity  to  destroy  life  on  reaching 
the  interior  of  the  lungs,  could  all  pass  through  so  small  an  aperture 
as  the  rima  glottides  without  leaving  some  trace  behind  on  that 
membrane.  Ihis  portion  of  the  mucous  membrane  is  also  well 
adapted  for  such  an  examination,  in  consequence  of  its  epithelium 
being  squamous,  and  not  ciliated,  as  in  other  parts  of  the  air  pas- 
sages, and  so  transparent  and  simple  in  its  character,  that  in  case 
any  extraneous  bodies  had  been  there  arrested,  they  would  be  placed 
under  circumstances  the  most  favourable  for  their  detection  and  mi- 
nute inspection  by  the  microscope.  I  accordingly  examined  the 
larynges  of  eleven  persons  who  had  died  in  the  Cholera  ward  of  this 
(St.  Thomas's)  Hospital.  They  were  all  well  marked  cases,  and  the 
examination  of  each  was  made  as  soon  after  death  as  circum.<5tances 
would  permit.  The  appearances  were  in  all  these  cases  moderately 
uniform.  I  could  detect  nothing  like  spores,  or  the  mycelia  of  fongi, 
or  the  vibrio-like  fibres  in  any  one  of  them.  Had  these  been  present 
in  the  larynges  of  these  individuals  it  would  have  enhanced  the  im- 
portance of  the  first  experiments,  but  still  their  absence  does  not 
detract  much  from  them,  for  it  is  far  from  certain  that  physiologists 
are  yet  able  to  recognise  all  the  various  forms  in  which  these  bodies 
do  exist.  The  appearance  which  the  mucous  membrane  presented  in 
all  these  larynges  when  examined  immediately  after  death  were  as 
follows  : — The  squamous  epithelium  in  some  parts  was  studded  Apith 
patches,  generally  inclining  to  an  oval  form,  of  extremely  minute 
dark  points,  producing  an  appearance  resembling  that  which  is  fre- 
quently seen  in  animal  matter  just  beginning  to  produce  vibriones, 
in  other  parts  the  molecules  composing  these  patches  had  a  decided 
tendency  to  coalesce  and  form  larger  particles,  presenting  all  the  mi- 
croscopic characters  of  minute  masses  of  oil.  The  same  part,  when 
examined  at  a  later  period,  that  is,  after  two  or  three  days,  had  un- 
dergone a  considerable  change  ;  vibriones  had  formed  in  it  in  great 
abundance.  They  were  in  vigorous  motion;  at  this  time  well-defined 
crystals  of  triple  phosphate  were  deposited  in  considerable  quantities, 
but  still  the  patches  of  molecules  Avere  present,  and  had  undergone 
no  appreciable  alteration.  In  order  to  determine  how  far  the  ap 
pearances  just  described  might  be  considered  as  normal  or  abnormal, 
or  whether  they  were  confined  to  Cholera  subjects  or  not,  I  exa- 
mined the  same  part  of  the  mucous  membrane  in  an  individual 
who  had  not  had  Cholera,  but  who  died  from  the  effects  of  an  acci- 
dent ;  and  in  making  a  careful  comparison  of  the  appearances  in 
these  cases,  I  could  discover  no  diftei*ence  by  which  I  avp.s  enabled  to 
distinguish  one  from  another.  The  patches  of  molecules  in  the  two 
.states,  as  above  noticed,  were  present  in  the  latter  case,  differing  in  no 
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appreciable  degree  from  those  in  the  Cholera  subjects.  These  ap- 
pearances seem,  therefore,  to  be  natural,  and  due  to  a  normal  process 
of  molecular  disintegration  which  the  epithelial  scales  are  undergoing 
prior  to  their  complete  decay.  This  epithelium  also,  when  examined 
after  two  days,  was  beset  with  vibrios,  and  deposited  triple  phosphate 
as  in  the  Cholera  cases.  I  have  since  examined  other  larynges  of 
persons  not  aft'ected  with  Cholera,  which  confirm  the  conclusion  I 
had  before  arrived  at,  namely,  that  there  is  no  appreciable  difference 
in  the  mucous  membrane  covering  the  inferior  vocal  chords  in 
persons  who  have  died  of  Cholera  from  those  who  have  died  of  other 
complaints. 

I  have  examined  the  blood  of  several  Cholera  patients,  in  which 
there  was  nothing  remarkable,  unless  it  be  the  large  quantity  of 
triple  phosphate  which  it  deposited  after  standing  a  day  or  two. 
I  have  made  also  some  examinations  of  the  rice-water  motions,  but 
without  being  able  to  detect  in  them  anything  which  had  not  been 
before  noticed.  The  very  early  appearance  of  vibriones  in  these 
motions,  even  directly  after  they  had  been  voided,  seemed  at  first 
to  be  a  remarkable  circumstance  ;  however,  on  examining  the  con- 
tents of  the  difierent  divisions  of  the  intestinal  canal,  as  short  a 
time  as  possible  after  death,  before  any  signs  of  putrefaction  were 
apparent,  I  also  found  them  in  the  contents  of  all  these  parts  in 
considerable  abundance,  and  in  active  motion,  even  as  high  up  in 
the  intestine  as  the  duodenum.  Being  desirous  to  ascertain  whether 
these  organisms  existed  only  in  the  contents  of  the  intestines  of 
persons  who  had  died  of  Cholera,  I  examined  the  contents  of  the 
intestinal  canal  of  individuals,  also  as  soon  after  death  as  practicable, 
who  had  died  of  other  complaints,  and  I  still  found  vibriones  ;  so 
that  it  appears  these  bodies,  existing  in  the  secretions  of  the  in- 
testinal  canal.  do  not  form  one  of  the  peculiarities  of  Cholera. 

George  Eainey,  M.R.C.S., 

Lecturer  on  Practical  Anatomy,  and  De- 
monstrator of  Microscopical  Anatomy  at 
St.  Thomas's  Hospital. 

i\ro.  40,  Doclclington  Grove,  Kennington  Park, 
January  1st,  1855. 
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No.  IV. 

Eeport  on  a  Sanitary  Inspection  of  the  Golden-square  District, 
hy  Dr.  D.  Fraser,  Mr.  Thomas  Hughes,  and  Mr.  J.  M.  Ludlow. 


Sir, 

Pursuant  to  the  instructions  received  from  you,  we  have 
made  a  house-to-house  inspection  of  that  portion  of  the  City  of 
Westminster  comprised  in  the  Registrars'  sub-districts  of  Berwick 
Street,  and  Golden  Square,  St.  James,  and  St.  Ann's,  Soho, 
where  Cholera  has  been  most  prevalent. 

Our  inspection  has  been  guided  chiefly  by  the  paper  of  instruc- 
tions issued  by  you  to  us  on  the  8th  of  September,  wliich  is  em- 
bodied in  this  Report,  and  printed  in  Italics.  That  paper  of 
Instructions  begins  as  follows  : — 

Heads  of  Inquiry  in  the  Districts  of  St.  James,  Westminster, 
which  has  suffered  most  from  Cholera. 

\st.  The  inquiry  to  be  a  house-to-house  inquiry,  especially  and 
primarily  in  the  streets  lohich  have  suffered  most,  and  in 
regard  to  the  houses  in  those  streets  which  have  had  cases 
and  deaths. 

2d.  The  inquiry  loill  resolve  itself  into  the  condition  of  the 
atmosphere  before  and  at  the  beginning  of  the  attack. 

i^A.)  —  Structural  peculiarities  of  the  Streets  as  regards 

ventilation. 

"We  have  given  the  great  mass  of  facts  collected  by  us  as  the 
results  of  these  inquiries,  in  the  Schedules  and  Tables  which  ac- 
company this  Report,  and  shall  therefore  confine  ourselves  to 
general  remarks,  and  to  placing  before  you  such  conclusions  as  we 
think  may  fairly  be  drawn  from  the  before-mentioned  Tables. 

The  district  to  "svhich  our  attention  has  been  directed,  forms,  (as 
has  been  above  stated),  a  portion  of  the  sub-districts  of  three 
different  Registrars. 

It  is  bounded  on  the  north  by  Great  Marlborough  Street  and 
Noel  Street ;  on  the  east  by  Berwick  Street  and  Walker's  Court ; 
on  the  south  by  Little  Pulteney  Street  and  Brewer  Street ;  and 
on  the  west  by  Lower  John  Street,  Golden  Square,  Upper  John 
Street,  and  King  Street.  It  compi-ises  thirty -one  streets,  twelve 
courts,  and  one  square.  The  population  of  these  sub  districts  at 
the  census  of  1851  was,  Berwick  Street,  10,798,  Golden  Square, 
14,139,  St.  Anne's,  17,335.  The  elevation  above  Trinity  high- 
water  mark  is,  Berwick  Street  sub-district,  65  feet ;  Golden  Square, 
68  feet;  St.  Anne's,  Soho,  64  feet. 
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-In  the  course  of  our  inspection  we  have  visited  about  800 
houses,  calling  at  some,  however,  for  purposes  of  inquiry  only. 
We  have  annexed  a  Table  of  the  streets,  with  the  number  of 
houses  in  each,  and  the  greater  number  of  houses  visited  by 
us.  Our  method  has  been  to  inspect  every  house  in  streets 
where  Cholera  has  been  at  all  general ;  iu  those  streets  where 
the  cases  have  been  few,  to  inspect  all  those  houses  where 
there  have  been  deaths,  and  to  take  several  other  houses  in  the 
street,  (the  number  regulated  by  the  amount  of  epidemic  disease 
which  we  found  to  exist,)  and  inspect  them  for  the  purposes  of 
comparison,  while  in  the  case  of  those  streets  and  places  which 
have  been  entirely  or  almost  exempt  from  the  disease,  i  e.,  Great 
Marlborough  Street,  Upper  and  Lower  John  Street,  King  Street, 
Brewer  Street,  Golden  Square,  and  Little  Pulteney  Street,  we 
have  visited  few  houses  except  those  where  cases  have  occurred. 

With  respect  to  the  district  generally  we  have  to  remark,  that 
the  houses  are  let  at  high  rents,  and  are  decidedly  not  of  a  very 
low  class,  but  are  nevertheless  almost  universally  old  and  incon- 
venient ;  that  the  streets  are  narrow  in  proportion  to  the  height  of 
the  houses,  (except  in  the  cases  of  Great  Marlborough  Street, 
Great  Pulteney  Street,  and  Broad  Street,)  that  the  ends  of  almost 
all  the  streets,  instead  of  being  continued  by  other  streets  running 
more  or  less  in  a  line  with  themselves,  cut  other  streets  or  turn 
themselves  at  right  angles,  and  that  with  the  exceptions  of  Golden 
Square,  and  the  space  between  Portland  Street  and  Marshall 
Street,  where  the  workhouse  and  its  grounds  stand,  there  is  no 
open  space  whatever  in  the  district ;  the  backs  of  all  the  streets 
being  filled  up  with  courts,  workshops,  and  warehouses,  and  here 
and  there  with  cow-houses  and  stables.  Many  of  the  smaller  streets 
form  culs-de-sac,  e.  g.,  Bentinck  Street,  Dufour's  Place,  Noel 
Street,  Marlborough  Row,  Pews  Place,  &c. ;  and  there  is  no  single 
street  or  succession  of  streets  in  the  whole  district  down  which  a 
free  current  of  air  can  pass  from  one  end  of  the  district  to  the 
other.  We  need  hardly  add,  that  the  ventilation  of  the  district  is 
very  bad;  in  fact,  although  well  acquainted  with  London,  we  do 
not  know  any  district,  composed  of  houses  of  the  same  class,  worse 
adapted  for  proper  ventilation. 

During  the  month  of  August  only  twenty-six  cases  of  Cholera 
had  been  registered  in  the  sub-district  of  Berwick  Street  and 
Golden  Square  ;  but  on  the  morning  of  Friday  the  1st  of  Septem- 
ber, the  disease  broke  out  with  fearful,  inexplicable,  and  fatal 
violence,  as  will  be  hereafter  detailed,  and  continued  with  little 
abatement  until  the  morning  of  the  5th,  when  it  began  rapidly  to 
decline.  During  the  latter  part  of  Thursday  the  31st  of  August, 
the  wind  changed  from  south-west  to  north-east,  and  so  continued 
(with  a  slight  variation  on  the  3d  and  6th  of  September).  During 
the  following  week  the  horizontal  movement  being  trifling,  the 
mean  highest  temperature  in  the  sun  during  the  week  ending 
September  2,  was  103-1,  the  mean  lowest  on  the  grass  was  454  ; 
during  the  week  ending  September  9th,  the  mean  highest  was  98-5, 
the  mean  lowest  was  37-4.    The  electricity  was  positive,  with 
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moderate  tension.  During  the  latter  days  of  August  the  sky  was 
clear,  with  occasionally  a  few  strata  of  clouds,  but  the  atjnosphere 
was  hazy,  more  particularly  on  the  31st,  when  many  intelligent 
inhabitants  of  the  above-mentioned  districts  describe  it  to  have  been 
stagnant,  sultry,  and  oppressive,  to  a  degree  they  had  never  before 
experienced ;  several  of  them  stated  that  on  the  evening  of  that 
day  they  felt  it  so  close  and  overpowering  within  their  houses,  that 
they  opened  the  doors  and  windows,  and  stood  at  the  front  doors 
without  experiencing  any  relief. 

As  above  stated,  the  prevailing  winds  at  the  time  of  the  out- 
break appear  to  have  been  from  the  east  or  north-east ;  one  of 
us  remarked  that  in  the  worst  district,  where  the  streets  run 
east  and  west,  and  there  is  no  westerly  outlet,  (such  as  Noel 
Street,  Portland  Street,  and  Bentinck  Street,  Broad  Street,  and 
Husband  Street,)  there  is  an  almost  invariable  preponderance  of 
cases  of  disease  at  the  south-west  ends.  We  think  that  the 
evidence  bears  out  this  remark. 

While  upon  the  general  external  features  of  the  district,  we 
may  say,  that  the  centre  of  pestilence  was  in  the  two  blocks  of 
houses  bounded  on  the  north  by  Broad  Street,  on  the  south  by 
Silver  Street  and  Pulteney  Street,  on  the  east  by  New  Street, 
and  on  the  west  by  Marshall  Street.    To  this  district  Ave  should  pro- 
bably have  had  to  add  the  adjacent  block  to  the  east,  bounded  by 
Broad  Street  on  the  north,  Berwick  Street  on  the  east,  Maiden- 
head Court  and  Husband  Street  on  tha  south,  and  New  Street  on 
the  west,  were  it  not  that  about  two-thirds  of  it  are  occupied  by 
the  model  lodging-house,  the  church,  and  Messrs  Huggins'  brewery, 
which  have  been  entirely  exempt  from  disease.    The  mortality  on 
the  immediate  outskirts  of  this  block,  in  New  Street  and  Husband 
Street,  is  at  least  very  remarkable  ;  in  fact,  the  model  lodging-house 
is  surrounded  by  deaths  on  every  side,  except  where  fronted  by 
the  church  and  Ijrewery.    We  have  not  any  materials,  (such  as 
a  plan  of  the  levels),  to  enable  us  to  speak  with  confidence  on 
this  point,  but  we  are  inclined  to  think  it  Avill  be  found,  that  the 
centre  of  Broad  Street,  where  Cambridge  Street  runs  into  it,  is 
the  lowest  point  of  the  immediate  neighbourhood,  and  to  iise  the 
expression  of  an  inhabitant,  "  is  the  sink  of  the  whole  district, 
out  of  which  the  disease  seemed  unable  to  get."    We  reserve 
our  remarks  on  the  gully  grates  of  this  district  until  we  come  to 
the  subject  of  gully  grates  and  ventilating  shafts. 


(^.) — Nuisances,  slaugliter-houscs,  noxious  trades,  &;c. 

The  chief  nuisances  of  this  district  are  the  cesspools,  Avhich  we 
believe  exist  in  numbers  in  every  street,  often  without  the 
knowledge  of  the  occupants  of  the  houses.  We  need  not  jiarticu- 
larize  any  of  these,  as  we  shall  have  to  return  to  them  hereafter ; 
but  would  merely  refer  to  our  Tables  to  show  how  frequent  they 
are,  and  the  general  feeling  with  respect  to  them. 

There  is  one  wholesale  slaughter-house  in  the  district,  of 
which  great  complaints  are  made  in  the  neighbourhood  ;  it  is 
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situated  at  the  back  of  Marshall  Street,  and  belongs  to  Mr.  Holmes, 
a  butcher,  in  Silver  Street.  Here,  on  an  average,  five  oxen  and 
seven  sheep  are  slaughtered  daily.  The  premises  are  spacious, 
were  certainly  very  clean  when  we  visited  them  on  September  7th, 
and  we  were  told  that  the  method  of  carrying  on  the  business 
had  not  been  altered. 

The  whole  of  the  blood,  entrails,  &c.  are  bought  by  contractors, 
who  remove  them  daily  ;  the  premises  are  abundantly  supplied 
with  water,  which  is  used  very  freely ;  there  is  plenty  of  room, 
and  the  place  is  as  airy  as  the  situation  will  admit  of,  surrounded  as 
it  is  by  other  buildings ;  at  the  lower  end  of  the  slaughter-house 
floor  there  is  a  drain  dividing  into  two  branches,  one  of  which 
runs  into  a  lai'ge  stone  tank,  which  is  left  open  while  the  slaugh- 
tering is  going  on,  and  into  which  the  blood  flows ;  here  it 
remains  until  the  evening,  when  it  is  taken  away,  and  at  the 
same  time  the  offal  and  the  rest  of  the  refuse  is  removed.  The 
other  branch  of  this  drain  runs  into  a  sewer ;  it  is  closed  while 
the  slaughtering  is  going  on,  but  is  then  opened,  and  any  remains 
of  blood  and  filth  which  are  left  about  are  Avashed  into  it.  We 
were  assured  by  the  persons  employed,  and  the  owner  of  the 
premises,  that  the  blood  washed  down  this  drain  into  the  sewer 
is  so  trifling  that  it  cannot  possibly  coagulate,  so  as  to  create  any 
impediment  or  nuisance  in  the  sewer ;  on  the  other  hand,  a 
person  employed  by  the  Commissioners  of  Sewers  assured  us 
that  he  had  often  himself  seen  large  masses  of  coagulated  blood 
in  the  neighbouring  main  sewer,  Avhich  could  only  have  come 
from  the  slaughter-house  in  question. 

ISTotwithstanding  the  apparent  cleanliness  of  this  slaughter- 
house, great  complaints  are  made  in  the  neighbourhood  of  the 
smells  which  come  from  it,  and  especially  the  smell  of  sour  grains, 
on  which  the  beasts  in  an  adjoining  cow-shed  are  fed,  and  which 
is  represented  as  being  worse  than  that  created  by  the  removal  of 
the  refuse.  We  have  taken  this  slaughter-house  as  a  fiivorable 
example  of  such  places,  but  for  an  average  specimen  of  the 
smaller  slaughter-houses,  we  mention  one  at  19,  Silver  Street, 
much  complained  of  by  the  neighbours;  for  detailed  information 
as  to  which,  we  beg  to  refer  you  to  the  special  report  upon  it 
made  to  the  Board  of  Health  by  one  of  us,  from  which  it  will  be 
seen  that  in  this  as  in  most  of  the  other  small  slaughter-houses, 
part  of  the  basement,  commonly  the  kitchen,  dark  and  ill  venti- 
lated, is  the  place  in  which  they  kill. 

We  think  that  this,  and  consequently  all  other  slaughter-houses 
in  the  district,  must  exercise  a  serious  influence  on  the  health  of 
their  respective  neighbourhoods,  and  ought  not  to  be  allowed  to 
exist  m  so  crowded  a  part  of  London.^  The  smaller  butchers, 
particularly  those  in  Berwick  Street,  who  kill  only  a  few  sheep 
weekly,  almost  invariably  allow  the  whole  of  the  blood  and  part  of 
the  offal  to  run  into  the  sewer,  as  it  is  not  wortii  contractors'  while 
to  take  such  small  quantities.   We  cannot  say  whether  this  custom 
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is  the  cause  of  the  great  mortality  which  has  taken  place  amongst 
the  butchers  and  their  families,  for  which  we  refer  to  the  Tables. 
The  fact  is  certainly  strange,  as  their  houses  are  in  general  well 
kept,  not  overcrowded,  and  in  good  condition,  and  they  are  for  the 
most  part  persons  in  good  circumstances.  We  may  mention  as  a 
nuisance,  a  large  tripe-boiling  establishment  at  the  back  of  Silver 
Street  and  Marshall  Street,  close  to  the  slaughter-house  before 
mentioned.  Great  complaints  were  made  of  this  place  by  the  neigh- 
bours, and  we  remarked  that  the  whole  of  the  contents  of  the 
paunches  and  other  refuse  are  discharged  into  the  sewer.  The 
mass  of  this  refuse  entering  the  sewer  a  few  yards  from  the  spot 
where  the  before-mentioned  slaughter-house  discharges  itself, 
cannot  fail  to  cause  frequent  deposits.  Mr.  Cooper,  (from  the 
Commission  of  Sewers,)  who  was  with  us  on  the  day  we  visited 
this  neighbourhood,  confirms  us  in  this  view,  and  deposits  are  moi-e 
likely  to  occur,  as  the  sewer  only  commences  a  few  yards  from 
here,  viz.,  opposite  the  end  of  Broad  Street,  consequently  there 
is  no  water  or  sink  drainage  to  carry  on  the  refuse. 

Mr.  York,  the  Inspector  of  Pavements,  informed  us,  that  when 
he  passed  the  tripe  shop  in  Silver  Street,  on  November  1st,  an 
overpoweringly  offensive  stench  proceeded  from  it,  and  still  Avorse 
at  the  boiling-house  and  slaughter-house  in  Mai'shall  Street. 
There  are  in  this  district  several  dealers  in  bones,  rags,  grease, 
and  other  refuse,  whose  shops  are  much  complained  of  by  their 
neighbours ;  in  the  parish  of  St.  James'  alone  there  are  seventeen 
such  places ;  we  think  that  in  shops  or  dwellings,  accumula- 
tions of  imperfectly  cleaned  bones  must  have  an  iujm'ious  effect 
on  the  health,  and  should  not  be  permitted. 

No  complaints  were  made  to  us  of  other  noxious  trades,  except 
in  Dufour's  Place,  where  the  inhabitants  of  several  houses  com- 
plained very  much  of  Mr.  Nicolls'  water-proof  and  cloth-pressing 
manufactory. 


(  C.) — Smells  in  the  streets  and  their  source,  gully  grates,  gutters, 
Sfc.  ;  Tohether  the  gully  grates  trapped,  ichether  cases  and  deaths 
more  numerous  in  houses  near  gully  grates. 

Throuo-hout  all  the  neis-hbourhood,  but  more  in  some  streets  than 
others,  the  inhabitants  complain  greatly  of  smells  in  the  streets ; 
in  one  case  the  offensive  smell  was  complained  of  by  the  neigh- 
bours as  arising  from  the  tripe-boiling  establislnncnt,  and  slaughter- 
house in  Marshall  Street  already  spoken  of ;  also  from  the  smell 
of  the  fermenting  grains,  usually  kept  in  large  quantities  in  the 
cow-yard  adjoining  the  hitter  place ;  from  the  various  smaller 
slaughter-houses  in  the  neighbourhood,  and  several  of  the  fish- 
mongers' shops  and  yards,  particularly  one  in  Berwick  Street; 
and  the  inmates  of  22,  Great  Pulteney  Street  made  great  com- 
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plaints  of  offensive  effluvia  arising  from  the  fishmonger's  premises 
at  41,  Silver  Street.  In  a  few  other  cases,  people  complained 
of  a  stench  arising  from  some  of  the  areas  in  consequence 
of. foul  necessaries  located  there;  as  for  instance  at  No.  34, 
Berwick  Street,  where  there  was  an  rmtrapped  privy  and  cess- 
pool in  the  front  area,  overflowing  in  consequence  of  the  drain 
being  stopped ;  it  had  been  suffered  to  remain  in  this  condition  for 
many  months,  the  house  being  unoccupied  save  by  a  person  taking 
charge  of  it;  with  such  a  focus  for  originating  disease,  we  are  not 
surprised  to  find  that  the  adjoining  house  ou  the  right  hand,  the 
two  adjoining  houses  on  the  left,  and  two  houses  immediately, 
opposite,  had  one  or  more  fatal  cases  of  Cholera  in  each  of  them, 
while  in  the  forty-four  houses  north  of  this  there  were  only  two 
deaths  from  Cholera. 

With  the  above  exceptions,  the  gullies  were  complained  of  as 
the  source  of  the  offensive  smells,  and  in  many  cases  we  can  state 
from  our  own  experience,  that  neither  were  the  inhabitants  mis- 
taken as  to.  theii"  source,  nor  were  the  complaints  groundless.  As 
to  the  proportion  of  gullies  which  are  trapped,  we  are  unable  from 
our  own  examination  to  speak  positively ;  the  Commissioners  of 
Sewers  state  it  to  be  one  half;  but  even  that  point  appears  of  less 
importance,  when  we  state  that  from  some  of  those  represented  to 
be  trapped,  most  offensive  smells  proceeded,  for  example,  imme- 
diately opposite  to  5,  South  Roav,  (the  house  in  which  the  first 
fatal  case  of  Cholera  occurred  in  the  Golden  Squiu'e  district  this 
year,)  the  gully  is  marked  in  the  plan  of  the  Commissioners  of 
Sewers  as  trapped,  while  a  shoemaker,  who  works  in  the  front 
room  of  the  ground  floor,  complained  of  the  stench  proceeding 
from  that  gully  being  so  great,  as  to  compel  him  frequently  to 
shut  his  window,  and  when  he  was  desirous  of  opening  it  for 
a  short  time,  he  had  recourse  to  the  expedient  of  covering  the  gully 
grating  with  a  piece  of  oil  cloth  with  stones  laid  upon  it.  In  Littler 
Windmill  Street  and  other  places,  as  will  be  hereafter  detailed, 
the  inhabitants  complained  particularly  of  the  offensive  efiluvia  pro- 
ceeding both  from  trapped  and  untrapped  gullies. 

Although  it  does  not  appear  in  every  instance  that  the  houses 
opposite  to  the  gully  gratings  suffered  most  from  Cholera,  it  is 
nevertheless  an  undeniable  fact,  that  several  of  those  houses  in 
which  the  greatest  mortality  occurred,  are  situated  opposite  to 
gullies;  for  example,  No.  23,  Peter  Street,  a  corner  and  double 
house,  in  which  there  were  twelve  deaths ;  opposite  the  angle  of 
the  house,  and  opposite  to  the  side  entrance  in  Green's  Court,  are 
two  untrapped  gullies  of  which  the  neighbours  complained  greatly. 
In  this  court,  next  door  to  23,  Peter  Street,  there  were  two  fatal 
cases  of  Cholera  ;  next  door  but  two,  one  fatal  case,  and  opposite, 
facing  the  side  entrance  of  23,  Peter  Street,  next  to  the  gully  hole, 
was  one  fatal  case,  and  in  each  of  the  two  houses  in  Peter  Street, 
adjoining  No.  23,  there  had  been  fatal  cases.  It  is  right  to 
observe,  however,  that  the  basement  and  two  privies  situated  tlicre, 
in  the  house  No.  23,  were  in  a  most  filthy  condition,  as  will  be 
stated  in  another  part  of  the  report. 
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At  No.  1,  Brewer  Street  there  were  six  attacks  of  Cholera,  five 
of  which  proved  fatal ;  this  is  a  corner  house,  one  side  being  in  Little 
Windmill  Street ;  opposite  to  the  entrance  in  Brewer  Street  is  a 
trapped  gully  communicating  with  the  new  sewer,  which  the 
inhabitants  state  to  be  inodorous;  opposite  to  the  angle  of  the 
house  is  a  ventilating  shaft,  and  at  the  side  of  the  house,  in  Little 
"Windmill  Street,  is  a  gully  communicating  with  the  sewer  con- 
structed in  1852,  and  represented  by  the  Commissioners  of  Sewers 
as  being  trapped,  and  on  the  opposite  side  of  the  street  a  similar 
one ;  but  one  of  the  survivors  in  the  house  told  us  that  they  had 
been  greatly  annoyed  by  the  smell  from  the  gully  in  Little  Wind- 
mill Street,  and  that  on  the  evening  preceding  the  fearful  outbreak 
of  Cholera  in  this  neighbourhood,  the  stench  had  been  so  great  that 
they  had  thrown  a  quantity  of  chloride  of  lime  down  it.  In  Hop- 
kins Street,  Nos.  9,  10,  11,  stand  apart,  their  water-closets  are  all 
trapped,  and  their  yards  and  premises  are  much  cleaner  than  other 
houses  of  the  same  class  in  the  locality  ;  opposite  to  No.  11  is  an 
untrapped  gully,  and  a  few  feet  further  on  anotber ;  from  the 
former^of  these  in  particular,  the  landlord  of  the  house  stated  that 
unpleasant  smells  issued;  in  this  house  were  four  fatal  cases  of 
Cholera,  in  No.  10  two,  and  in  No.  9  eight. 

In  No.  5,  Berwick  Street,  a  grocer's,  there  were  seven  deaths 
from  Cholera,  and  immediately  opposite  the  shop  is  an  untrapped 
gully  grating,  from  which  the  man  in  the  shop  stated  that  most 
offensive  smells  issued. 

In  St.  Ann's  Court,  where  there  were  thirty-three  deaths  from 
Cholera,  there  are  two  gully  holes  much  complained  of  by  the 
inhabitants. 

At  No.  3,  Broad  Street  there  were  nine  cases  of  Cholera,  six  of 
Avhich  were  fatal ;  a  drain  from  the  next  house,  which  runs  close  to 
the  back  room  on  the  ground  floor,  is  usually  very  offensive,  and 
requires  constant  use  of  chloride  of  lime  ;  on  the  left  of  this  house, 
opposite  to  No.  2,  is  an  untrapped  gully ;  at  No.  4,  there  were  four 
deaths,  at  No.  5,  three,  at  No.  6,  one,  and  at  No.  7,  one ;  opposite 
to  No.  6,  is  a  gully  stated  by  the  Commissioners  of  Sewers  to  be 
trapped,  but  on  the  28th  of  August,  the  inmates  at  No.  8,  found  it 
so  offensive,  that  they  were  compelled  to  close  their  Avindows  in 
consequence. 

At  No.  14,  Silver  Street  there  were  two  deaths;  the  stench 
from  a  gullyhole  nearly  opposite  Avas  stated  to  have  been  very 
great  on  Saturday  the  2d  of  September. 

We  are  decidedly  of  opinion  that  the  gully  grates  (when  imper- 
fectly trapped)  and  ventilating  shafts,  as  at  present  onstructe  d , 
must  have  an  injurious  effect  on  the  health  of  any  districts ;  avc 
think  that  such  places  as  the  tripe  dressing  and  boiling  establish- 
ments, and  the  slaughter  houses  ah-eady  spoken  of,  not  only  render 
those  parts  of  the  parish  in  which  they  are  situated  unwholesome 
from  the  foul  odours  emitted  from  them,  but  also  cause  the  sewers 
in  the  immediate  neighbourhood,  which  receive  the  soil  and  drainage 
from  them,  to  send  forth  from  the  street  gullies,  and  into  the  un 
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trapped  house  drains,  siicli  noxious  exhalations  as  must  of  neces- 
sity not  only  produce  a  predisposition  to  disease,  but  also  engender 
it,  and  greatly  increase  the  mortality  in  any  district  where  epidemic 
disease  prevails. 


(D.) — Smells  in  houses  and  their  source,  such  smells  worse  during 
the  night,  or  in  the  morning  before  the  houses  or  shops  were 
opened. 

In  a  large  majority  of  the  houses  which  we  visited  the  inmates 
complained  of  bad  smells  of  various  descriptions,  and  we  also  were 
fully  sensible  of  their  presence,  more  particularly  in  the  lower  part 
of  Marshall  Street,  in  Little  Windmill  Street,  Cambridge  Street, 
Brewer  Street,  Silver  Street,  Peter  Street,  South  E,ow,  and 
St.  Ann's  Court ;  many  houses  in  Berwick  Street  and  Broad  Street, 
&c.  The  source  of  these  smells  were  generally  the  necessaries, 
although  in  several  cases  arising  from  collections  of  dust  and  refuse 
in  the  dust  bins,  but  this  latter  cause  had  existed  to  a  much  greater 
extent  before  the  outbreak  of  Cholera.  In  many  cases  also,  offen- 
sive smells  proceeded  from  the  interior  of  the  over-crowded  rooms, 
in  Avhich  slop  pails  and  other  utensils  were  kept,  containing  night 
soil,  urine,  and  other  offensive  matter ;  these  were  emptied  once 
in  the  twenty-four  hours,  either  into  the  water-closet  or  down 
the  sink,  and,  in  the  case  of  the  attics,  not  unfrcquently  into  a 
gutter  on  the  roof,  and  from  that  by  the  rain-water  pipe  into  a  sink 
in  the  back  yard.  Several  instances  of  this  latter  practice  were 
complained  of  by  the  neighbours  as  occasioning  a  great  stench. 
In  several  instances  the  air  in  the  rooms  and  houses  was  rendered 
more  close,  foul,  and  nnwholesome,  by  the  inmates  keeping  dogs 
and  other  animals;  for  example,  at  No.  38,  Silver  Street,  the  man 
who  occupied  the  upper  part  of  the  house  kept  twenty-seven  dogs 
in  one  room ;  their  excrements  were  discharged  into  the  gutter  on 
the  roof,  where  they  accumulated,  and  were  described  as  emitting 
"  a  hoi'rible  stench."  At  No.  44,  also,  one  death  from  Cholera 
occurred  in  the  person  of  a  charwoman,  who  kept  about  seventeen 
dogs,  cats,  and  rabbits.  In  many  of  the  houses  where  the  drains, 
probably  old  imperfect  brick  ones,  passed  under  the  kitchen  floors, 
they  were  a  fruitful  source  of  mal-odours  ;  and  when  these  did  arise 
from  that  cause,  or  from  foul  closets  situated  within  the  house,  more 
particularly  in  the  basements,  the  smells  were  invariably,  as  might 
be  supposed,  worse  during  the  night  or  towards  morning;  and  it  is 
worthy  of  note,  that  this  Avas  the  period  when,  as  far  as  we  could 
draw  a  conclusion,  the  majority  of  choleraic  seizures  took  place. 
Several  of  the  inhabitants  stated  that  they  frequently  felt  sick  and 
uncomfortable  in  the  morning,  nntil  they  had  opened  the  doors  or 
windows  for  a  short  time  ;  and  this  was  not  merely  the  case  where 
a  number  of  persons  occupied  one  room  or  floor,  but  frequently 
the  ground  floor,  wliere  no  one  had  slept  in  the  shop  or  parlour. 
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(■E.) — PFhethe)'  the  house  had  privy,  or  water-closet,  or  cesspool, 
and  the  position  of  these  ;  whether  complaints  of  smells  from 
them  ;  whether  they  loere  in  good  condition ;  whether  the  water- 
closets  were  well  supplied  with  water  ;  whether  the  house  drainage 
stopped  ;  whether  the  sinks  toere  in  good  condition  ;  their  position  ; 
whether  smells  from  them.  TJiis  district  has  been  latly  drained. 
Ascertain  hoio  many  of  the  houses  have  drains  connected,  with 
the  new  sewers  ;  ivhether  the  house  drains  pass  under  the  house 
to  reach  the  sewer ;  the  structure  of  the  house  drains,  pipe  or 
brick  drains,  and  their  condition  ;  whether  subject  to  stoppage, 
or  smells  from  them. 

For  the  information  on  this  subject,  as  to  each  particular  house, 
we  beg  to  refer  to  our  tables.  Out  of  all  the  houses  visited  by  us, 
■we  do  not  remember  to  have  found  one  unsupplied  with  a  neces- 
sary of  some  description,  except  the  Nag's  Head  J\Iews,  Portland 
MewSj  and  Brown's  Court.  In  the  first  there  is  a  gallery  consisting 
of  nine  dwelling  rooms  (rented  at  4^.  a  week  each),  and  two  ware- 
rooms  situated  over  coach-houses  and  stables,  and  occupied  by 
thirty-seven  inmates  (two  of  the  rooms  being  inhabited  by  eighteen 
adults  and  children).  In  this  gallery  there  had  been  one  death  by 
Cholera,  a  woman  ;  six  persons  slept  iu  the  room  where  this  woman 
died.  There  is  only  one  trapped  privy  for  the  whole  of  this  tene- 
ment. In  a  very  large  majority  of  houses,  the  necessaries  are 
situated  in  the  back  yards,  level  with  the  ground  floor;  in  almost 
all  the  remainder,  the  necessaries  are  below  the  level  of  the  ground 
in  the  basement,  and  frequently  within  the  building.  We  have 
already  stated  our  belief,  (which  we  here  beg  to  repeat,)  that  there 
are  very  many  cesspools  in  the  district  besides  those  the  existence 
of  which  is  knoAvn.  The  old  cesspools  have  not  been  filled  up 
when  the  house  drainage  was  connected  with  the  street  sewers ; 
tlie  consequence  is,  that  only  the  ovei-flow  goes  away  into  the 
sewer.  This  remark  does  not  apply  to  the  Craven  estate  in  this 
district,  in  which,  (we  were  informed  by  a  trustworthy  authority, 
Mr.  York,  the  clerk  to  the  Commissioners  of  Paving,)  on  the  last 
renewal  of  leases,  the  cesspools  were  ordered  to  be  thoroughly  re- 
ruoved,  and  new  brick  drains  carried  under  the  houses  into  the 
sewers.  In  many  cases,  as  may  be  seen  by  our  tables,  we  know 
that  cesspools  do  exist ;  for  instance,  at  No.  10,  Cambridge  Street, 
where  it  frequently  overflows  the  yard;  at  No.  9,  Bentinck  Street, 
where  it  was  greatly  comjjlained  of  hj  the  inmates  of  the  houses'in 
Broad  Street,  which  overlooked  the  premises.  In  Marlborough 
Row  we  saw  a  lai'ge  cesspool  being  emptied. 

In  Bridle  Lane  a  monster  cesspool,  formerly  a  dung  pit,  exists, 
which  has  not  been  emptied  for  many  months.  Tlic  complaints 
of  smells  from  necessaries  were  general  all  over  the  neighbourliood, 
but  the  complainants  oftener  spoke  of  their  neighbours'  necessaries 
than  their  own ;  we  can,  howevei*,  say  from  our  own  personal  expe- 
rience, that  scai'cely  any  of  the  necessaries  in  the  district  are  really 
free  from  foul  smells,  and  that  their  general  condition  is  far  from 
satisfactory.  In  very  few  instances  is  the  water  laid  on :  in  many 
instances  the  waste  pipe  from  the  water-butt  discharges  itself  into 
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them,  but  this  arrangement  is  very  insufficient ;  in  the  remaining 
houses,  (the  proportions  can  be  ascertained  by  reference  to  our 
tables,)  there  is  no  means  of  cleansing  at  all,  except  by  pouring  dowa 
Avater  by  hand.  We  remarked  nothing  particular  as  to  the  sinks 
and  drains  in  the  areas,  except  th;it  many  smelt  badly,  we  conclude 
from  defective  trapping.  In  No.  14,  Noel  Street,  which  was  the 
house  with  the  greatest  mortality  in  the  street,  the  sink  was  very 
foul ;  it  was  situated  in  the  kitchen.  We  should  observe  that  gutter 
pipes  communicating  with  the  drains  are  a  fruitful  source  of  foul 
smells,  more  particularly  in  those  cases  where  the  occupants  of  the 
attics  are  able  to  empty  their  slops  into  the  roof  gutters.  As  to 
whether  or  what  proportions  of  the  drains  of  the  houses  do  or  do 
not  drain  into  the  new  sewers,  and  their  position,  structure,  and 
condition,  we  feel  that  it  is  useless  for  us  to  pretend  to  report 
upon  the  subject ;  our  authorities  Avould  necessarily  be  the  Commis- 
sioners of  Sewers  and  the  inhabitants,  whose  statements  on  these 
subjects  are  hopelessly  irreconcilable ;  but  we  believe  that,  with 
few  exceptions,  the  drains  pass  under  the  kitchens ;  among  the 
exceptions  may  be  instanced  Marlborough  Row,  where  the  drains 
run.  back  and  communicate  with  house  drains  and  sewers  in  Car- 
naby  Street.  We  found  several  instances  of  stoppages;  some  of 
these  may  possibly  be  accounted  for  by  the  fact  that  the  old  sewers 
were  made  at  a  much  higher  level  than  the  more  recently  con- 
structed ones,  and  the  house  drains  communicating  with  them 
were  nearly  horizontal,  so  that  w^here  a  new  sewer  has  been  made 
in  a  street,  and  the  houses  drain  into  it  by  means  of  the  old  drains, 
frequent  deposits  and  stoppages  take  place  in  the  latter,  in  conse- 
quence of  the  little  or  no  fall  in  them  until  near  the  junction  with 
the  sewer  ;  therefore,  to  give  full  eflFect  to  the  benefit  derivable  from 
a  new  -sewer  passing  through  a  street  at  a  lower  level  than  the 
original  one,  it  Avoidd  be  necessary  to  reconstruct  the  house  drains 
communicating  with  it. 


(i^.) — Examine  the  hasements  as  to  the  depth  of  the  floor  helow  the 
level  of  the  street ;  whether  there  had  been  any  accumulations 
of  house  refuse  in  these  hasements,  or  in  the  adjoining  cellars 
before  the  outbreak.  Consider  the  effect  of  these  conditions  on  the 
general  ventilation  of  the  house,  especially  at  night ;  ascertain 
lohether  the  dustmen  and  scavengers  are  regularly  employed  in 
removing  rubbish  ;  lohat  their  contract  is  ;  ichetlier  it  is  fulfilled. 

Throughout  the  district  the  basements  generally  were  in  a  bad 
condition,  being  dark,  dirty,  damp,  ill- ventilated,  and  frequently  dila- 
pidated ;  their  depths  on  an  average  we  should  estimate  at  from  1^ 
to  9  feet  from  ceiling  to  floor,  the  latter  being  from  6  to  8  feet  below 
the  level  of  the  street;  the  basement  of  No.  3,  South  Row,  which  we 
measured,  may  be  taken  as  a  fair  specimen,  it  was  8^  feet  from 
ceiling  to  floor,  and  the  latter  7  feet  below  the  level  of  the  street; 
in  the  front  kitchen  on  this  basement  there  had  been  one  death 
from  Cholera,  eight  individuals  occupying  the  room,  for  which  a 
rent  of  3s.  Qd.  per  week  was  paid ;  the  back  kitchen,  a  small  misc- 
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rable  place,  for  which  2s.  per  week  was  paid,  was  occupied  by  six 
persons,  one  of  whom  had  a  dangerous  attack  of  clioleraic  diarrhoea. 
In  very  few  of  the  kitchens  occupied  as  dwellings,  were  the  re- 
quirements of  the  53d  sect,  of  Schedule  K.  of  the  Metropolitan 
Building  Acts  complied  with,  and  many  of  these  apartments  were 
disgracefully  overcrowded,  especially  in  St.  Ann's  Court  and  neigh- 
bourhood.   At  No.  6,  St.  Ann's  Court,  a  woman  died  from  Ciiolera 
in  the  kitchen,  which  had  been  occupied  by  three  adults  and  three 
children,  the  live  survivors  slept  in  it  with  the  corpse  on  the  night 
after  the  death ;  the  coblcr  in  the  shop  above,  stated  that  offensive 
smells  proceeded  from  the  kitchen  window,  and  hole  or  cellar  in  front 
area,  where  bones  and  other  refuse  were  thrown.    In  No.  21,  St. 
Ann's  Court  the  kitchen  had  three  beds  in  it,  two  for  adults  and  one 
for  children  ;  in  No.  1 9,  St.  Ann's  Court  the  kitchen  as  well  as  the 
whole  house  was  much  crowded ;  there  had  been  four  cases  of 
Cholera,  of  which  two  were  fatal,  and  twenty  severe  cases  of 
diarrhoBa.    In  Nos.  2  and  3,  Crown  Coiut  the  kitchens  were 
overcrowded,  and  like  those  mentioned  above,  as  well  as  many 
others,  were  totally  unfit  for  human  habitations.    In  very  few  of 
the  basements,  areas,  or  back  yards,  Avere  there  large  accumula- 
tions of  dust  or  other  refuse,  as  a  few  days  previous  to  our  visit 
the  parochial  authorities  had  sent  round  the  dustman  to  remove 
the  contents  of  dust-bins,  &c.,  but  before  the  outbreak  of  Cholera 
most  offensive  accumulations  were  allowed  to  remain  for  five  or 
six  weeks,  and  longer  ;  many  of  the  inhabitants  complained  that 
they  could  not  get  the  dustmen  to  empty  the  ashpits,  &c.  without 
feeing  them.    On  inquiry  as  to  the  nature  of  their  contract  and 
its  obligations,  the  Surveyor  of  Pavements,  Mr.  York,  informed 
us  that  there  were  two  contractors  for  the  whole  parish,  they  were 
bound  to  send  round  their  carts  daily,  and  remove  any  collection 
of  dust,  &c.  Avhen  required  to  do  so  by  an  inhabitant  ;  if  they 
refused  or  neglected  to  do  so,  application  to  the  Paving  Board  by 
the  aggrieved  inhabitant,  was  invarial>ly  successful  in  procuring  a 
removal  of  the  dust,  &c.  within  twenty-four  hours,  but-many  of 
the  inhabitants  were  unaware  of  this  mode  of  obtaininij  redress, 
and  probably  many  who  were  aware  of  it  were  unwilling  to 
act  upon  it,  as  Mr.  York,  jun.,  stated  that  the  applications  to 
compel  the  dustmen  to  do  their  duty  were  very  few.    We  would 
suggest  the  propriety  of  making  the  dustmen  empty  each  ashpit 
at  stated  periods,  and  oftener  if  reqxiired,  and  of  making  their 
non-compliance,  after  a  request  to  do  so  by  an  inhabitant,  punish- 
able by  a  small  fine  ;  full  information  on  this  point  should  be 
printed  on  the  receipts  given  by  the  Paving  Commissioners. 
The  action  of  accumulations  of  dust,  of  vegetable  and  other  refuse, 
for  a  lengthened  period,  even  when  the  receptacles  are  in  the 
yard  or  area,  must  be  very  injurious  to  the  health  of  persons 
in  the  vicinity,  but  where  the  receptacles  are  in  the  basement 
within  the  building,  as  is  frequently  the  case  in  this  neigh- 
bourhood, the   pernicious  action  on  the  health  of  the  inmates 
must  be  greatly  increased,  and  cannot  fail  to  become  in  many 
instances  an  active  source  of  disease. 
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(C) — Examine  the  houses  as  to  their  general  cleanliness  and 
means  of  ventilation.    Examine  also  the  back  rjards,  and  inquire 
tohat  teas  their  condition  before  the  epidemic.    Note  if  they  be 
flagged  or  flthj,  Sfc. 

In  the  inferior  streets,  as  Peter  Street,  Hopkins  Street,  South 
Row,  &c.,  the  general  character  of  the  houses,  as  regards  cleanli- 
ness, is  much  as  is  usually  met  with  in  London  in  houses  of  the 
same  class ;  with  few  exceptions,  separate  families  occupy  every 
floor,  and  in  many  cases  every  room  in  the  house,  and  as  a  general 
consequence  in  such  cases,  the  passages,  stairs,  and  walls  are 
extremely  dirty,  as  well  as  the  interior  of  the  rooms  ;  on  entering 
which,  we  found  the  air  close,  oppressive,  and  tainted  with  a 
combination  of  unwholesome  odours,  arising  from  a  number  of 
persons  cooking  their  food,  eating,  sleeping,  Avashing  and  drying 
their  clothes  in  the  same  apartments,  their  personal  ablutions 
being  little  attended  to ;  living  in  such  a  condition,  and  inhaling 
such"  a  polluted  atmosphere  day  after  day,  must  of  necessity 
produce  a  predisposition  to  disease,  if  it  does  not  actually 
engender  it.  In  some  of  the  better  description  of  streets,  as 
Berwick  Street,  Silver  Street,  &c.,  in  houses  with  shops,  and 
occupied  by  a  thriving  and  respectable  class  of  tradesmen,  we 
found  the  basements  in  a  much  filthier  condition  than  we  should 
have  expected ;  this  arose  in  many  instances  from  the  entire  absence 
of  back  premises,  and  therefore  the  water-closet  and  dust-bin  had 
to  be  placed  in  the  front  area,  or  within  the  building,  the  basement 
being  generally  dark,  damp,  and  ill-ventilated.  We  beg  to  refer  to 
our  tables  for  an  account  of  the  ventilation  of  the  houses  in  each 
street,  but  we  wish  particularly  to  remark  that  in  many  of  those 
houses  where  the  ventilation  is  unobjectionable,  the  advantages 
derivable  therefrom  are  in  a  great  measure  neutralized  by  the 
space  at  the  back  being  filled  up  by  workshops  and  other 
buildings.  Generally  speaking  we  found  the  back  yards  tolerably 
clean,  as  much  so  as  the  nature  of  the  premises  would  admit, 
some  improvement  being,  no  doubt,  in  consequence  of  the 
T»arochial  visitation  which  had  been  set  on  foot,  although  the 
inhabitants,  with  a  few  exceptions,  stated  that  they  were  much  in 
their  usual  condition.  Many  of  the  smaller  yards  were  flagged  all 
over,  those  which  were  not,  and  the  larger  ones,  had  usually  a 
strip  of  pavement  laid  along  the  centre. 


(  //.) — Examine  whether  the  disease  occurred  in  the  upper  or  lower 
flats.     Get,  if  possible,  the  proportion  of  cases  in  the  flats. 

For  detailed  information  as  to  the  streets,  houses,  and  flats,  in 
which  the  greatest  mortality  occurred  we  refer  to  the  tables 
Avhich  accompany  this  report;  the  accuracy  of  which,  as  regards 
the  number  of  deaths,  may  be  relied  upon,  our  inquiries  at  the 
houses  having  been  verified  by  one  of  us  at  the  various  hospitals 
and  workhouses,  where  many  of  the  deaths  had  occurred  ;  but  we 
found  it  exceedingly  difficult  to  obtain  satisfactor   information  as 
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to  the  proportion  of  attacks,  in  many  instances  so  mucli  time 
having  elapsed  before  making  our  inquiries,  and  the  inmates  of 
a  large  number  of  houses  having  in  the  mean  time  left  the 
neighbourhood,  while  those  wlio  remained  wei-e  unable  to  drav.-  the 
distinction  between  Cholera  and  diarrhoea. 


(^^•) — Estimate  as  closeh/  as  you  can  the  condition  of  the  inlLabilants 
as  to  overcrowding,  personal  cleanliness,  habits,  diet,  6jc. 

Throughout  the  whole  neighbourhood,  with  few  exceptions,  the 
houses  were  very  much  overcrowded,  as  stated  in  paragraph  Gr., 
many  families  reside  in  rooms  or  tenements  belonging  to  a 
non-resident  landlord,  and  wash,  dry,  cook,  and  sleep  in  the  same 
apartment;  for  more  detailed  information  as  to  the  number  of 
inmates  in  each  house  or  flooi-,  Ave  refer  to  our  schedules. 
Although  in  some  streets,  as  Peter  Street,  Husband  Street,  Szc. 
the  inhabitants  might  be  described  as  dii'ty,  yet  in  the  other 
and  major  part  of  the  district  the  inhabitants,  as  regards  per- 
sonal cleanliness,  were  on  a  par  with  persons  of  the  same  class 
in  similar  metropolitan  localities  ;  this  observation  may  be  made 
in  respect  to  their  habits  and  diet,  as  Ave  found  about  an  average 
amount  of  intemperance  and  improvidence,  and  consequently  of 
poverty,  and  although  we  scarcely  met  with  a  case  in  Avliich  an 
intemperate  man  recovered  from  Cholera,  we  nevertheless  met 
with  many  ftital  cases  occurring  to  those  who  had  lived  regularly 
and  well,  and  Avho  up  to  the  period  of  seizure  had  been  considered 
healthy  and  robust. 


— Get  the  number  of  cases  in  each  house,  and  the  number  of 
deaths  of  persons  who  lived  in  each  house. 

Vide  paragraph  (H.) 

2d.  Examine  the  water  supply  as  to, — 
{A\)  Its  source. 
(jB.)  Quality. 
(C.)  Amount. 

(£).)  Whether  drawn  from  pipes  or  tcater-butts,  and  the 
condition  of  the  butts. 

The  sub-districts  of  Berwick  Street  and  Golden  Square  are 
supplied  by  the  Grand  Junction  and  New  River  Companies, 
St.  Ann's,  Soho,  by  the  Ncav  River  only ;  the  quality  of  the  Avater, 
especially  that  of  the  New  River,  although  not  Avhat  could  be 
desired,  is  much  superior  to  some,  and  Ave  believe  equal  to  that 
supplied  by  any  of  the  metropolitan  Avater  companies,  ^^'c 
heard  little  or  no  complaints  throughout  the  district,  either  as 
to  the  quality  or  the  amount  of  supply.  We  again  refer  to 
our  schedules  for  particular  information  as  to  whether  the  Avater 
was  kept  in  butts  or  cisterns,  and  the  position  of  these,  Avhicb, 
as  well  as  their  condition,  avc  found  Avith  fcAV  exceptions  most  un- 
satisfactory ;  they  Avere  in  many  cases  wholly  or  partially  uncovered, 
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not  having  been  cleaned  for  months,  in  some  cases  for  years, 
and  having  an  accumulation  of  dirt  nt  the  bottom  and  adherent 
to  their  sides.  In  many  cases  the  butts,  and  more  particularly 
the  cisterns,  were  situated  in  the  basement  within  the  building, 
in  close,  unwholesome,  and  disgusting  propinquity  to  the  water- 
closets  and  dust-bins,  in  positions  where  the  water  could  not  fail 
to  become  impregnated  with  exhalations  from  the  former,  and 
solid  particles  from  the  latter. 


3d.  Note  the  general  condition  in  the  streets  and  courts,  and  inquire 
what  was  the  state  of  the  cleansing  before  the  outbreak 
"With  probably  a  few  exceptions,  as  Bridle  Lane,  Peter  Street, 
&c.,  we  saw  little  to  complain  of  in  the  general  cleanliness  of  the 
streets,  and  we  were  informed  that  the  condition  was  but  little 
different  previous  to  the  outbreak. 


4^/«.  Examine  whether  the  disturbance  of  the  ground  in  making  a 
sewer  through  the  old  burial  ground  in  Little  Marlborough  Street, 
or  the  filtrations  from  it  into  the  sewer,  or  the  drainage  of  any 
nuisance  into  the  general  sewerage  of  the  district  had  had  any 
effect,  or  luhether  the  seioers  had  accumulations  in  them  that  might 
have  been  injurious. 
We  found  two  opinions,  amongst  others,  prevalent  throughout 
the  neighbourhood  ;  one,  that  the  disturbance  of  the  old  burying 
oTound  was  the  chief  cause  of  the  outbreak  of  Cholera,  the  ravages 
of  which,  many  of  the  inhabitants  maintained,  followed  the  line  of 
the  new  sewer,  the  other,  that  a  pump  in  Broad  Street  was  at  the 
bottom  of  the  mischief  Neither  of  these  causes,  we  believe, 
affords  a  satisfactory  reason  for  the  outbreak;  both,  Ave  suspect, 
have  been  prominently  put  forth  by  interested  persons,  who  were 
desirous  of  diverting  the  current  of  popular  indignation  from 
their  own  particular  nuisances.  For  example,  we  found  the 
owner  of  the  monster  slaughter-house  in  Marshall  Street,  and  who 
had  also  an  interest  in  the  tripe  boiling  establishment  adjoining,  to 
be  one  of  the  loudest  andmost  eager  in  declaiming  against  the  sewers, 
and  maintaining  that  the  disease  followed  the  line  of  the  new  sewer. 
In  reference  to  these  opinions,  vve  may  observe,  that  no  case  of 
Cholera  occurred  in  Little  Marlborough  Street,  through  which  a 
new  sewer  was  constructed  last  year,  and  which  street  is  represented 
by  the  Commissioners  of  Sewers  to  be  the  centre  of  the  plague  pit; 
but  we  believe  it  is  not,  as  Mr.  York,  Clerk  to  the  Paving  Com- 
missioners, and  who  is  evidently  well  acquainted  with  the  antiquities 
of  the  neighbourhood,  assured  us  that  he  had  seen  old  plans  of  the 
ground,  of  an  authentic  character  and  of  a  date  anterior  to  the 
present  houses,  which  represented  the  ptist  field  as  extending  con- 
siderably to  the  south  and  east  of  that  stated  by  the  Commissioners 
of  Sewers ;  it  embraced  King  Street,  Carnaby  Street,  west  side  of 
Marshall  Street,  and  the  ground  between.    But  even  were  this 
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position  of  the  pest  field  the  correct  one,  it  does  not  enable  us  to 
attribute  to  the  circumstance  of  the  new  sewer  being  constructed 
through  it,  the  outbreak  of  Cholera  in  this  neighbourliood  ;  for  even 
admitting,  for  the  sake  of  ai'gument,  the  various  theories  as  to  the 
summer  heat  drying  tlic  clayey  earth,  causing  it  to  crack,  and  go 
permitting  the  pestiferous  emanations  to  escape,  or  filtrations  from 
the  old  burial  ground  permeating  into  the  sewer,  &c.,  &c.,  we 
have  to  remark  that  the  virulence  of  the  Cholera  manifested  itself 
in  Cambridge  Street,  Broad  Street,  Berwick  Street,  and  other 
places,  as  St.  Ann's  Court,  &c.,  still  more  remote  from  any  spot 
pointed  out  as  a  portion  of  the  pest  field.  Another  portion,  however, 
of  the  line  of  the  new  sewer,  from  Great  Pulteney  Street  eastward 
in  Silver  Street,  which  appears  to  have  been  the  site  of  an  old 
burying  ground,  seems  to  have  been  visited  by  Cholera  with  great 
severity.  We  may  say  generally,  that  although  several  of  the 
streets  in  which  the  new  sewer  has  been  constructed  have  suffered 
severely  from  Cholera,  we  also  find  that  in  the  same  neighbourhood 
many  otlier  streets  through  which  the  new  sewer  runs,  have  been 
almost  or  entirely  exempt  from  disease.  Among  the  former  we  may 
mention  South  Row,  Marlborough  Row,  Great  Pulteney  Street, 
east  end  of  Silver  Street,  &c. ;  among  the  latter.  Little  Marlborough 
Street,  north  end  of  Marshall  Street,  Brewer  Street,  &c.  A  re- 
ference to  our  tables  will  show  that  one  of  the  places  where  Cholera 
was  most  fatal  was  the  south-west  end  of  Broad  Street,  between 
Marshall  Street  and  Cambridge  Street,  where  a  new  sewer  was  built 
during  the  year  1851,  with  a  fall  southward  tov/ards  Cambridge 
Street  and  Little  Windmill  Street.  In  the  other  portion  of  Broad 
Street,  east  of  Cambridge  Street,  Cholera  was  scarcely  less  fatal ; 
here  and  in  Poland  Street  the  sewer  was  built  in  1823 ;  it  dis- 
charges itself  into  Berwick  Street,  and  is  entirely  unconnected 
with,  and  perfectly  independent  of,  the  sewer  above  alluded  to,  built 
in  1851.  The  mortality  from  Cholera  was  verj  great  in  jS^ew  Street, 
Peter  Street,  St,  Ann's  Court,  &c.,  places  supplied  by  the  old 
sewers. 

The  drainage  of  certain  nuisances  into  the  sevs^er,  as  for  example, 
the  slaughter-house  and  ti'ipe  boiling  establishment  in  ISIarcliall 
Street,  and  the  deposit  occasioned  by  the  coagulated  blood  from  the 
former,  and  the  refuse  from  the  lattei*,  must  have  a  deterioratina- 
effect  upon  the  health  of  the  immediate  neighbourhood,  and  favour 
the  progress  of  epidemic  disease  ;  nevertheless,  from  the  facts  above 
stated,  we  consider  that  the  outbreak  of  Cholera  cannot  be  spcciallv 
attributed  to  the  disturbance  of  the  old  burial  ground,  the  con- 
struction of  any  one  sewer,  or  drainage  of  a  nuisance  into  any 
particular  portion  of  the  sewerage  of  the  district,  seeing  that  the 
Cholera  was  equally  fatal  in  different  streets  supplied  by  sewers 
which  have  no  communication  with  each  other,  and  have  separate 
outlets  into  the  Northumberland  Street  sewer,  three  quarters  of  a 
mile  distant. 

The  following  is  a  list  of  the  streets  in  which  the  new  sewers 
were  completed  in  February  1854,  respecting  which  a  reference 
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to  our  tables  will  show  to  Avhat  extent  they  suffered  in  comparison 
with  the  others — 

Queen  Street,  Oxford  Street. 
Marlborough  Mews. 
Blenheim  Mews. 
Blenheim  Street. 

Argyle  Place,  from  Argyle  Street  to  King  Street. 
King  Street,  from  Argyle  Place  to  Foubert's  Place. 
Little  Marlborough  Street. 
Foubert's  Place. 
Tyler's  Street. 

Tyler's  Court  and  Marshall  Street,  from  South  Row. 

South  Row. 

Cross  Court. 

Cross  Street. 

Lowndes  Court. 

Marlborough  Row. 

Silver  Street,  from  Bridle  Lane  to  "Windmill  Street. 
Great  Pulteney  Street. 
Glasshouse  Street,  Brewer  Street. 

Little  Pulteney  Street,  from  Regent  Street  to  Windmill  Street. 

Great  Crown  Court. 

Little  Crown  Court. 

Archer  Street. 

Part  of  Regent  Street. 

Smith's  Court  and  Yard. 

We  now  come  to  the  second  prevalent  opinion,  viz.,  that  the 
impure  condition  of  the  water  in  the  Broad  Street  pump  was  the 
main  cause  of  disease.  As  to  this,  we  are  bound  to  say  that  there 
are  some  cases  of  disease  and  death  which  we  find  ourselves 
unable  to  explain  upon  any  other  hypothesis  than  that  of  the 
deleterious  influence  of  this  water. 

Two  such  cases  which  came  under  our  observation  are  exceed- 
ingly interesting,  and  as  they  are  probably  the  most  important 
which  have  been  brought  forward  in  connexion  with  this  question, 
we  think  it  right  to  state  them  at  length.  Mr.  Eley,  a  percussion 
cap  manufacturer,  has  his  premises  at  38,  Broad  Street,  but  lives 
with  his  mother  at  West  End,  Hampstead  :  this  lady,  being  partial 
to  the  water  from  Broad  Street  pump,  used  to  have  a  supply  sent 
to  her,  and  on  Thursday,  the  31st  of  August,  had  some  sent  up  to 
her  as  usual ;  of  this  she  partook  freely,  as  did  also  a  niece  who  was 
on  a  visit  to  her ;  a  servant  in  the  house  partook  more  sparingly.  On 
Friday,  September  1st,  Mrs.  Eley  was  seized  with  Cholera,  and  died 
on  Saturday.  On  Sunday  the  niece  returned  to  her  own  residence 
at  Islmgton,  was  attacked  by  Cholera  on  the  same  or  following  day, 
and  died;  the  servant  had  a  slight  attack  of  diarrhoea.  There 
had  been  no  case  of  Cholera  in  West  End  previously,  nor  up  to 
the  period  of  our  inquiry  some  weeks  after,  neither  had  there 
been  any  case  of  Cholera  in  the  part  of  Islington  where  the 
niece  resided.    Mrs.  Eley  had  not  been  in  the  neighbourhood  of 
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iBroad  Street  during  the  past  year,  nor,  so  far  as  information  could 
be  obtained,  in  a  locality  where  Cholera  prevailed,  certainly  not 
for  a  week  previously,  as  during  that  period  she  had  not  extended 
her  walks  beyond  her  own  neighbourhood,  the  Finchley  Road,  &c. ; 
the  only  indirect  communication  which  could  be  traced  between 
her  and  any  Cholera  patient  was  through  the  medium  of  her  son, 
who  went  daily  to  his  manufactory  in  Broad  Street,  and  had 
frequent  communications  with  one  of  his  men,  who  resided  on  the 
premises  and  was  suffering  from  an  attack  of  Cholera,  from  which 
he  recovered;  Mr,  Eley,  however,  being  in  no  way  affected  by  the 
disease.    Mr.  Eley  rarely  drank  the  water  from  the  pump,  but, 
the  water  bottle  in  his  bed-room  being  occasionally  filled  with  it, 
Mr.  Eley  had  frequently  remarked,  that  after  being  drawn  forty- 
eight  hours,  it  had  a  most  unpleasant  taste  and  flavour,  as  if  dead 
mice  were  in  it.     Again,  Mr.  "Wickwar  of  Brighton,  had  been 
summoned  to  see  his  brother,  attacked  by  Cholera,  at  G,  Poland 
Street;  on  arriving  there,  and  finding  his  brother  dead,  he  declined 
to  see  the  body,  but  remained  for  about  twenty  minutes  in  the 
house,  and  partook  of  a  slight  luncheon  of  rump  steak,  together  with 
a  little  cold  brandy  and  water,  which  water  was  from  Broad  Street 
pump ;  he  then  went  to  Holford  Square,  Pentonville,  was  seized 
with  Cholera  the  same  night,  and  died.    This  latter  case  is  not  by 
any  means  so  striking  as  the  first  mentioned,  as  it  may  be  said  by 
some  that  Mr.  W.  had  imbibed  the  poison  while  breathing  a  choleraic 
atmosphere  for  twenty  minutes.  Several  other  persons  in  the  neigh- 
bourhood stated,  that  they  had  repeatedly  foimd  the  water  from 
Broad  Street  so  unpleasant  that  they  desisted  from  drinking  it  for 
a  time.    At  10,  Cross  Street,  where  eight  deaths  from  Cholera  had 
taken  place,  one  of  the  survivors  stated  they  had  been  in  the  habit 
of  drinking  water  from  Marlborough  Street  pump  till  witiiin  a  day 
or  two  of  the  outbreak,  when  finding  it  exceedingly  unpleasant, 
they  sent  for  some  from  Broad  Street, 

Iri  many  of  the  cases  investigated  by  us,  it  was  proved  that  the  indi- 
viduals had  been  in  the  habit  of  using  that  water;  many  mechanics 
working  in  the  district,  and  who  usually  drank  of  the  water,  were 
attacked  by  Cholera  at  their  own  houses,  situated  at  a  distance  ;  for 
instance,  at  Mr.  Ash's  artificial  tooth,  &c.,  manufactory,  8  and  9, 
Broad  Street,  seven  such  cases  occurred,  one  of  the  men  having 
been  visited  by  one  of  us,  at  his  house  in  Seymour  Street,  St 
Pancras,  where  Cholera  was  not  prevalent.  On  the  other  hand, 
our  Tables  will  equally  show  many  instances  in  which  persons 
drinking  this  water  either  Avere  never  attacked,  or  recovered  when 
attacked;  and  many  in  which  deaths  in  the  infected  district 
occurred,  of  persons  who  were  not  in  the  habit  of  using  this  water ; 
whilst  the  range  of  the  disease  extended  beyond  the  limits  within 
which  the  water  from  this  pump  was  drank. 

Two  remarkable  instances,  wliere  a  large  number  of  people 
livini-  or  working  in  the  centre  of  the  district  escaped  from  Cholera, 
deserve  particular  notice.  Tiie  workhouse  in  Poland  Street  lost 
only  five  of  its  inmates  out  of  535,  exclusive,  of  course,  of  those 
persons  who  were  brought  in  labouring  under  the  disease;  the 
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■inmates  of  the  workhouse  had  not  used  the  Broad  Street  pump 
water,  having  a  pump  well  on  the  premises,  in  addition  to  beino- 
supplied  by  the  Grand  Junction  Company.  In  reference  to  the 
workhouse,  Ave  were  happy  to  observe  that  the  condition  of  the 
interior  as  well  as  the  dietetic  and  general  treatment  of  the 
inmates,  were  as  satisfactory  as  circumstances  would  admit  of. 
The  other  case  we  have  alluded  to,  is  the  brewery  in  Broad  Street, 
none  of  the  men  working  there  having  dietl  of  Cholera,  and  none  of 
them,  as  far  as  could  be  ascertained,  having  drank  water  from  any 
of  the  street  pumps,  as  there  is  a  deep  well  in  the  brewery,  in 
addition  to  the  supply  from  the  New  River. 

The  alleged  reason  for  the  deleterious  effects  of  the  pump  water 
is  the  pi-esumed  percolation  of  the  sewage  into  the  pump  well.  But 
a  careful  examination  of  the  latter  has  failed  to  reveal  any  defect 
in  the  brickwork  through  which  such  contamination  could  take 
place ;  nevertheless,  a  permeation  might  take  place  to  a  slight  extent, 
without  discovering  the  precise  sj)ot  where  it  took  place,  and 
certainly  such  an  occurrence  appears  by  no  means  improbable, 
when  we  consider  the  close  proximity  of  the  sewers  to  the  well, 
independent  of  the  percolation  which  may  take  place  from  the 
imperfect  house  drainage  of  the  neighbourhood,  several  neces- 
saries with  cesspools  being  situated  in  the  areas  within  a  few 
feet  of  the  well,  and  on  a  higher  level.  Mr.  York  informed 
us,  that  the  line  of  sewer  is  ten  feet  distant  from  the  pump,  the 
sewer  being  twenty-three  feet  below  the  surface  of  the  ground, 
the  well  twenty-eight  feet  deep,  and  the  surface  of  the  water 
twenty  feet  below  the  level  of  the  street.  From  the  date  at  which 
we  made  om-  inquiries  we  were  unable  to  make  any  analytical 
or  microscopical  examination  of  the  water,  and  can  therefore 
give  no  personal  opinion  as  to  its  condition,  nor  is  there  any 
necessity  for  our  doing  so,  as  this  part  of  the  investigation  has  been 
made  by  abler  hands  under  the  direction  of  the  General  Board  of 
Health. 

Having  now  replied  in  detail  to  the  Heads  of  Inquiry  furnished 
to  us  by  the  General  Board  of  Health,  we  beg  to  offer  a  few 
general  remarks  on  some  points  connected  with  the  sudden  out- 
break of  Cholera  in  St.  James'  and  St.  Ann's,  an  outbreak,  which 
we  believe  to  be  unprecedented,  at  least  in  this  country,  as  regards 
Its  mortality,  extending  so  fearfully  as  it  did  over  a  large  district,— 
more  than  decimating  the  inhabitants  of  several  of  the  streets  and 
courts,  as  Broad  Street,  Hopkins  Street,  Pulteney  Court,  &c.  The 
number  of  houses  in  which  attacks  took  place  was  more  remarkable 
even  than  the  number  of  victims  in  a  street;  thus,  in  Broad  Street, 
Which  contains  forty-nine  houses,  excluding  the  brewery,  we  found 
that  only  one  house,  or  at  the  most  two,  on  the  south  side  of  the 
street  escaped,*  on  the  north  side  eleven  houses  escaped,  including 
the  SIX  corner  houses.  The  population  of  Broad  Street  at  the  last 
census,  aUowing  for  the  houses  since  pulled  down,  was  about  860, 

o  Jn™°Jv^!.  Tff  *°  consequence  of  the  former 

occupants  having  left,  and  the  statements  of  the  neighbours  being  contradictory. 
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the  recent  mortality  from  Cholera  was  ninety,  in  addition  to  twenty- 
five  fatal  cases  occurring  to  persons  working  in  Broad  Street,  but 
dying  in  other  parts  of  London,  some  of  them  having  first  com- 
plained of  indisposition  Avhile  at  their  work  in  Broad  Street;  as 
for  example,  in  Mr.  Eley's  percussion  cap  manufactory.  No.  38, 
Broad  Street,  where  sixteen  of  the  work-people  (two  men  and  four- 
teen girls)  died  of  the  disease  at  the  commencement  of  the  outbreak 
in  St.  James' ;  the  houses  of  those  whom  we  could  trace  being 
situated,  however,  in  districts  of  London  where  Cholera  was 
prevalent,  as  Lambeth,  &c. 

Throughout  the  surrounding  neighbourhood,  the  mortality  was 
more  or  less  on  a  par  with  Broad  Street.    For  example — 

In  Hopkins  Street,  where  all  the  houses  except  three  had  been 
pulled  down,  these  three  containing  about  sixty-seven  inhabitants, 
the  deaths  were  fifteen ;  in  Cambridge  Street,  fourteen  houses, 
population  179,  deaths  sixteen,  ten  on  the  Avest  side,  six  on  the 
east ;  Kemp's  Court,  six  houses,  population  seventy-eight,  deaths 
nine,  in  three  houses. 

In  Pulteney  Court,  nine  houses,  population  under  200,  deaths 
twenty -four,  only  one  house  escaped. 

New  Street,  nine  houses,  ten  deaths,  one  house  only  escaped. 
In  St.  Ann's  Court  and  Place,  containing  thirty-three  houses, 
forty-six  of  its  inhabitants  died.  In  Cross  Street,  Marlborough 
Kow,  Berwick  Street,  &c.  the  mortality  was  also  very  great ;  but 
as  the  number  of  deaths  in  each  house  and  street  is  given  in  the 
tables  which  accompany  this  report,  it  will  be  unnecessary  to  allude 
further  to  them  at  present. 

One  of  the  most  important  and  singular  features  in  the  fearful 
outburst  of  Cholera  in  St.  James'  and  St.  Ann's,  was  its  suddenness, 
and  the  large  number  of  individuals  attacked  simultaneously  in 
different  parts  of  the  district ;  the  epidemic  having  attained  its 
acme  on  the  second,  if  not  on  the  first  day  of  the  outbreak.  Its 
intensity  remained  stationary  for  two  days  after,  and  then  on 
Tuesday,  the  5th  of  September,  and  also  the  fifth  day  of  the  out- 
break, the  deaths  declined  by  about  50  per  cent.  The  virulence 
of  the  disease  also  abated  as  the  attacks  became  less  numerous ; 
for  during  the  first  days  of  the  outbreak  almost  every  attack 
proved  fatal,  but  after  a  few  days  the  medical  attendants  were 
gratified  by  finding  an  occasional  recovery  take  place.  On  inquiring 
among  the  practitioners  residing  in  the  neighbourhood,  they  in- 
formed us  that  although  there  had  been  a  few  cases  of  Cholera 
during  the  month  of  August,  there  had  been  nothing  connected 
with  the  general  health  of  the  district  to  lead  them  to  apprehend 
any  outbreak  of  endemic  or  epidemic  disease,  the  condition  of  the 
nei'i-hbourhood,  as  regards  existing  nuisances,  overcrowding,  &c. 
bciiif  much  the  same  as  in  18i9,  when  St.  James'  was,  next  to 
Ilanipstead  and  Paddlngton,  the  most  lightly  visited  of  all 
the  metropolitan  parishi's ;  and  since  that  period,  considerable 
improvement  had  been  made  in  the  drainage  of  the  district,  by  the 
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construction  of  new  sewers  in  many  of  the  streets.  Dr.  Parkes, 
the  registrar  of  the  Golden  Square  sub-district,  informed  us  that 
the  first  death  from  Cholera  registered  by  him  occurred  on  the  6tb. 
of  August,  at  No.  5,  South  Row,  the  victim  being  a  breeches 
maker,  as;ed  47. 

The  second  death  was  that  of  a  female  child,  aged  one  year,  and 
occurred  on  August  11th,  at  6,  King  Street. 

The  third  death,  on  August  13th,  was  a  dressmaker,  aged  40,  in 
Broad  Street. 

The  fourth  was  a  policeman,  aged  36,  at  11,  Edmund  Court ;  only 
six  move  deaths  from  Cholera  were  registered  by  Dr.  Parkes  up  to 
August  31st  inclusive,  but  on  September  1st,  five  deaths  were 
registered  by  him  (the  disease  having  taken  place  during  the  pre- 
ceding twenty-four  hours). 

On  September  2d  he  registered  43  deaths. 

3d    (Sunday)  none. 
„        4th  he  registered  48  deaths. 
„        5th         „  31  do. 

„        6th         „  20  do. 

„        7th        „  16  do. 

„        8th         „  8  do. 

,j         9th         ,,  11  do.,  including  5  from  the 

■   Avorkhouse,  up  to  2  o'clock, 
the  date  of  our  inquiry. 

On  inquiring  of  Mr.  James,  the  registrar  of  Berwick  Street 
sub-district,  we  ascertained  that  he  had  only  registered  six  deaths 
as  occurring  in  August,  namely  : 

On  August  7th,  a  woman  at  21,  Great  Windmill  Street, 
„      16th,  a  man  at  Berwick  Street. 
„      16th,  a  woman  at  76,  Berwick  Street. 
„      19th,  a  man  at  76,  Berwick  Street. 
„      27th,  a  woman  at  6,  Queen's  Head  Court. 
„      30th,  a  man  at  32,  Little  Pulteney  Street. 

Mr.  Jones,  the  registrar  of  St.  Anne,  Soho,  registered  only  five 
deaths  from  Cholera  during  the  month  of  August,  namely  : 

On  August  21st,  at  19,  Crown  Street. 
„        24th,  „  22,  Porter  Street. 
„        27th,  „    9,  Gerard  Street. 
„        29th,  „    7,  Grafton  Street. 
3l8t,  „  16,  King  Street. 

The  total  number  of  death  in  the  three  sub-districts  on  the  1st 
and  2d  of  September,  including  those  of  persons  who  had  been 
removed  to  the  hospitals  and  workhouses,  was  201  ;  from  Septem- 
ber 1st  to  13th  both  inclusive,  the  deaths  amounted  to  569  ;  from 
that  to  the  20th  (which  was  the  first  day  in  the  month  on  which 
no  death  took  place)  the  number  was  31,  and  up  to  the  30th  only 
10  more  occurred,  making  the  total  number  of  deaths  from  Cholera 
dunng  the  month  of  September  in  these  limited  districts  609. 
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On  looking  through  the  Registrar  General's  reports  for  1849, 
we  are  not  surprised  to  find  that  the  streeta,  and  in  some  cases  the 
houses,  in  which  deaths  then  occurred,  have  again  suffered  during 
the  recent  visitation ;  for  example,  at  10,  Cross  Street,  where  a 
death  from  Cholera  occurred  on  July  5th,  1849,  eight  deaths  took 
place  during  the  first  week  of  last  September.  Marshall  Street, 
South  Row,  Little  Windmill  Street,  St.  Anne's  Place  and  Court 
were  noted  amons  the  most  infected  localities  of  the  district  in 
1849,  and  appear  in  much  the  same  unfortunate  pre-emmence  now. 
As  to  the  floors  in  which  the  greatest  mortality  has  occurred,  we 
beg  to  refer  to  the  tables  which  accompany  this  report ;  but  in 
reference  to  this  subject  we  should  wish  to  quote  some  observations 
contained  in  a  pamphlet  written  by  the  Rev.  Mr.  Whitehead, 
the  exemplary  and  indefatigable  curate  of  St.  Luke's,  Berwick 
Street ;  he  writes, — "  Of  the  373  deaths  to  which  the  writer  confines 
his  attention,  no  less  than  seventy-one  were  those  of  householders, 
or  of  members  of  their  families.  This  mortality  in  the  families  of 
householders  is  especially  noticeable  on  the  east  side  of  Berwick 
Street,  being  at  the  rate  of  37  per  cent,  of  the  deaths.  In  Broad 
Street  it  was  14-|  per  cent. 

"  This  fact  of  itself  disposes  of  a  statement  which  has  gone  the 
round  of  the  papers,  to  the  effect  that  the  vast  majority  of  the  deaths 
occurred  in  the  upper  rooms,  as  it  is  notorious  that  in  these  streets 
householders  and  their  families  do  not  occupy  the  top,  but  rather  the 
bottom  of  their  houses.  Even  if  that  statement  were  true,  the  infer- 
ence sought  to  be  drawn  from  it,  viz.,  that  the  habits  of  the  people 
who  occupy  the  top  floors  had  more  to  do  with  the  cause  of  the  pes- 
tilence than  any  foul  exhalations  from  beneath,  would  not  be  a  fair 
one,  both  because  every  one  knows  that  in  a  neighbourhood  like 
this  there  are  far  more  persons  living  on  the  second  and  third  floors 
than  in  the  kitchens,  parlours,  and  first  floors,  and  because  it  is 
plain  that  whilst  very  many  who  live  at  the  top  must  have  occasion 
to  come  down  stairs  in  the  course  of  the  day,  hardly  any  who 
live  below  are  likely  to  go  up  ;  and  so  it  might  happen  that  the 
occupant  of  the  garret  should  take  the  disease  at  such  times  when 
he  was  below.  But  the  real  truth  is  suflficiently  at  variance  with 
the  statement  in  question  to  lead  to  an  inference,  if  such  inferences 
be  allowable,  of  a  precisely  opposite  nature.  The  deaths  of  persons 
living  and  sleeping  on  the  ground  floor  were  more  numerous,  in 
proportion  to  the  number  of  its  occupants,  than  those  on  any  other 
floor,  and  that  without  counting  the  non-resident  workmen,  shop- 
men, fee,  who  must  have  taken  the  disease  on  the  ground  level, 
and  who  went  or  were  removed  to  their  own  houses  to  die.  But 
the  writer  does  not  choose  to  rest  this  statement  on  mere  loose 
assertion;  his  previous  acquaintance  with  the  people  and  their 
houses,  added  to  personal  observation,  and  the  observation  of  his 
colleagues,  of  the  progress  of  the  pestilence,  has  enabled  him  to 
ascertain  what,  probably,  for  obvious  reasons,  no  one  else  could  or 
can  ascertain,  the  name  of  each  deceased  person,  and  the  room  in 
which  he  or  she  died ;  or,  in  case  of  removal  or  departure,  the 
room  hitherto  occupied  by  the  deceased. 


159 


jjeatns 

in  or  irom 

kitchens         -          -  - 

13 

}> 

» 

houses  and  cottages  with  no 

floor  above  the  first 

9 

)) 

>} 

ground  floor    -          -  _ 

60 

» 

)} 

first  floor       -          -  _ 

100 

}} 

second  floor    -           -  - 

114 

» 

3) 

xnuti  noor                  -  - 

73 

}) 

}) 

workhouse      -          -  - 

4 

Total 

373 

"  It  must  be  admitted  that  ten  houses  in  which  the  deaths  were 
nuraerousj  and  which  have  no  third  floor^  are  here  reckoned ;  but 
when  it  is  added  that  the  deaths  in  them  which  took  place  on  the 
ground  floor  exceeded  those  on  the  second,  the  admission  need  not 
go  for  much.  In  Broad  Street,  if  the  kitchens  and  parlours  be 
reckoned  together,  the  deaths  were  as  nearly  as  possible  equally 
distributed,  about  twenty  to  each  floor,  the  extra  four  to  the  ground 
and  second.  It  is  noticeable  that  the  streets  and  parts  of  streets 
to  the  north  of  Broad  Street,  and  those  furthest  removed  from  it 
on  the  south,  as  Peter  Street,  Green's  Court,  Little  Pulteney 
Street,  Little  Windmill  Street,  and  Wardour  Street  on  the  east, 
are  those  in  which  the  deaths  on  the  upper  floors  preponderate. 
In  Little  Pulteney  Street  three  out  of  the  seven  deaths,  and  in 
"Wardour  Street  four  out  of  the  nine,  were  on  the  third  floor." 

The  latter  paragraph  of  the  above,  and  the  streets  mentioned,  bear 
out  the  experience  of  ourselves  and  others,  as  to  those  houses 
which  are  filthy  below,  and  overcrowded  throughout,  having  the 
greatest  mortality  in  the  upper  floors,  a  fair  example  of  which  we 
have  more  particularly  detailed  in  our  schedules  in  the  case  of 
South  Row.  Having  alluded  to  Mr.  Whitehead's  pamphlet,  we 
beg  to  quote  further  from  it : — 


"  In  1  house  there  were 

11  deaths* 
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»      96  „ 
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1 
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96 

4 
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4 

Total       -      -       -  373 

"  There  wei'e  no  less  than  twenty-one  instances  of  husband  and 
wife  dying  within  a  few  days  of  each  other.  In  one  case,  besides 
both  parents,  four  children  also  died  ;  at  10,  Cross  Street,  a  woman 
lost  her  husband  and  five  grown-np  children;  two  other  deaths 


*  We  presume  Mr.  W.  alludes  to  23,  Peter  Street,  among  the  inmates  of  vhich  we 
ascertamed  that  twelve  deaths  had  taken  place. 


160 


occurred  in  the  same  house.  In  another,  both  parents  and  three 
of  their  four  children.  In  another,  a  widow  and  three  of  her 
children. 

"  At  an  average  distance  of  fifteen  yards  from  St.  Luke's  Church 
stand  four  houses,  Avhich  collectively  lost  thirty-two  persons." 

Mr.  Whitehead  states,  that  after  a  careful  examination  of  the 
Registrar's  returns,  he  ascertained  the  proportion  of  deaths  at 
different  ages,  in  St.  Luke's  district,  to  be  as  follows : — 

Aged  10  years  and  under  -       -       -       -    66  deaths. 
Aged  from  10  years  to  20         -       -       -    24  do. 

20      „       30         -       -       -    44  do. 
„        30     „       40         _       -       -    50  do. 
„        40     „       50         .       .       -    56  do. 
and  so  on,  to  80  and  upwards,  at  the  rate  Avhich  might  be  ex- 
pected. 

The  twenty-four  deaths  in  the  second  decade  are  thus  distri- 
buted : — 
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As  to  any  other  special  liability  or  exemption  of  any  particular 
class,  there  is  very  little  to  be  said.  One  thing  at  least  is  certain, 
that  the  very  old  and  the  very  poor  have  not  supplied  nearly  so 
many  victims  as  might  have  been  anticipated,  whereas  the  house- 
holders have  supplied  rather  more  than  their  due  pi'oportion. 

The  introductory  paragraphs  in  Mr.  Whitehead's  pamphlet 
are  interesting,  as  showing  the  fearful  mortality  in  a  limited 
area : — 

"  If  a  person  were  to  start  from  the  western  end  of  Broad  Street, 
and,  after  traversing  its  whole  length  on  the  south  side  from  west 
to  east,  to  return  as  far  as  the  brewery,  and  then,  going  down 
Hopkins  Street,  along  Husband  Street,  and  up  "New  Street,  to 
end  by  walking  through  Pulteney  Court,  he  would  pass  succes- 
sively forty-five  houses,  of  which  only  six*  escaped  without  a  death 
during  the  recent  outburst  of  Cholera  in  that  neighbourhood." 

According  to  a  calculation  based  upon  the  last  census,  those 
'  forty-five  houses  contained  a  population  of  about  1,000,  out  of  that 
number  103t  perished  by  pestilence. 


*  And  from  three  of  these  six,  no  less  than  eighteen  non-residents  caught  their 
deaths,  sixteen  from  one  factory. 

•f  Here,  and  throughout  this  narrative,  the  deaths  recorded  are  only  those  of  persons 
resident  in  the  district  at  the  time  of  the  outburst  of  the  pestilence,  who  died  many  of 
them  at  their  own  houses,  some  in  the  workhouse,  others  at  the  hospitals,  and  a  few  in 
the  country,  having  fled  thither  for  security. 


/  'Kixlmll: 
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Returning  to  Broad  Street  from  Pulteney  Court  by  way  of 
Cambridge  Street,  he  would,  indeed,  find  a  few  houses  in  that 
short  street  which  were  spared,  but  he  would  still  hear  of  its 
population  being  almost  decimated,  as  it  lost  sixteen  of  its  179 
inhabitants. 

Taking  a  more  comprehensive  view,  he  would  find  the  western 
half  of  Broad  Street  to  have  been  about  the  centre  of  the  infected 
district.  Starting  from  thence,  any  one  walking  at  a  moderate 
rate  in  any  direction  might  have  gone  beyond  its  limits  in  less 
than  three  minutes. 

On  hearing  of  the  late  fearful  outburst  of  Cholera,  the  question 
Avhich  we  heard  asked  on  all  sides,  and  which  naturally  suggests 
itself  to  every  inquiring  mind,  is,  What  was  the  cause  ?  The  very 
importance  of  the  question  makes  us  diffident  in  replying  to  it,  nor 
could  we  receive  any  satisfactory  answer  to  it  from  the  medical 
pi'actitloners,  or  from  the  more  intelligent  of  the  inhabitants  in  the 
district ;  the  sewers,  the  air,  the  water,  &c.,  were  each  assigned  as 
the  cause,  more  particularly  the  sewers.  For  ourselves,  we  have  no 
new  theory  to  offer.  We  are  inclined  to  believe  that  there  existed 
a  peculiar  condition  of  the  atmosphere,  which  has  been  called 
choleraic,  wherein  the  exhalations  from  sewers,  impure  water,  bad 
house  drainage,  overcrowding,  intemperance,  fear,  may  operate  on 
individuals,  so  as  to  produce  the  disease ;  nor  can  we  call  to  mind 
an  instance  in  which  the  sufferer  had  not  been  exposed  to  the 
action  of  some  of  those  circumstances  which,  duiing  the  prevalence 
of  epidemics,  act  as  fuel  on  a  fire.. 

Allowing,  indeed,  more  than  their  utmost  effisct  to  the  miasmata 
diffiised  by  the  construction  of  the  new  sewer, — to  the  unhealthy 
condition  of  the  water  from  the  Broad  Street  pump,  we  cannot 
help  thinking  that  the  outbreak  mainly  arose  from  the  multitude 
of  untrapped  and  imperfectly  trapped  gullies  and  ventilating 
shafts  constantly,  emitting  an  immense  amount  of  noxious,  health- 
destroying,  life-destroying  exhalations,  the  intensity  of  which 
must  have  been  greatly  increased  by  the  structural  peculiarity  of  the 
streets,  and  by  the  stagnant  condition  of  the  atmosphere  at  the  time 
of,  and  preceding  the  attack.  Thus,  as  the  poisonous  emanations 
rose  from  the  sewers,  they  remained  suspended  in  the  immediately 
surrounding  atmosphere,  which  was  remai'ked  at  the  time  to 
have  little  or  no  horizontal  movement.  The  benefit  of  what  little 
movement  did  exist,  would  be  mostly  experienced  at  the  corner  of 
the  streets ;  and  it  is  a  remarkable  fact  that  houses  thus  situated 
experienced  a  decided  immunity,  except  in  the  case  of  those  corner 
houses  where  abundant  materije  morbi"  existed  in,  or  adjoining 
the  premises,  as,  for  instance,  at  the  corner  of  Little  Windmill 
Street  and  Brewer  Street,  where  several  most  offensive  gullies  at 
the  side,  and  a  choked-up  necessary  behind,  belonging  to  the  next 
house,  sent  up  their  pestiferous  vapours.  As  a  proof  of  the  im- 
munity of  several  corner  houses,  we  may  mention  the  six  corner 
houses  on  the  north  side  of  Broad  Street,"  although  the  street  itself 
was  the  most  heavily  visited  in  the  district. 

With  regard  to  the  sanitary  improvements  desirable  to  be 
carried  out,  in  order  to  guard  as  much  as  possible  against  any 
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future  visitation  of  a  similar  character,  we  beg  to  offer  a  few 
suggestions. 

The  first  and  most  important  which  we  would  recommend  is  a 
compulsory  and  more  perfect  system  of  house  drainage,  and  the 
filling  np  and  abolition  of  every  cesspool  in  the  neighbourhood,  for 
"we  are  convinced  that  a  much  larger  number  exist  than  we  have 
ascertained,  or  than  is  generally  supposed,  as  only  a  limited  num- 
ber can  be  proved  to  have  been  filled  up,  and  it  is  well  known  that 
there  was  one  belonging  to  every  house  at  a^  period  not  more 
remote  than  about  twenty-five  years,  for  it  is  only  within  that  time 
that  Avater-closets  have  been  generally  permitted  to  drain  into  the 
main  sewer. 

A  striking  instance  of  the  beneficial  sanitary  effects  resulting 
from  good  house  drainage  was  brought  under  our  notice  by  Mr. 
York,  who  stated  that  eight  houses  namely,  Nos.  12,  14,  15,  16, 
38,  and  40,  Marshall  Street,  and  25  and  28,  Broad  Street,  which 
had  been  efficiently  drained  into  the  new  sewer,  and  had  flap  traps 
placed  at  their  further  extremity,  at  the  trifling  cost  of  145.  each, 
had  all  escaped  Cholera,  while  as  our  tables  will  show,  the  sur- 
rounding houses  had  been  severely  visited.  We  would  suggest  the 
adoption  of  some  measure  to  prevent  the  occupants  of  attics  con- 
verting the  gutter  on  the  roof,  or  the  rain  water  pipes,  into  common 
sinks  ;  we  also  think  it  should  be  Imperative  to  have  every  house 
provided  with  a  separate  and  properly  trapped  water-closet,  having 
the  water  laid  on  ;  also  that  the  dust-bins  should-  not  be  situated 
within  the  building,  and  that  they  should  be  emptied  at  regular 
stated  intervals. 

As  to  the  main  sewers,  much  advantage  would  be  gained  in 
the  way  of  preventing  accumulations,  &c.,  if  a  greater  fall  could  be 
obtained,  as  that  which  now  exists  in  this  district,  namely  1  in  250, 
appears  very  inadequate.  We  also  recommend  that  all  un trapped 
gullies  and  ventilating  shafts' in  the  streets  should  be  prohibited; 
we  are  aware  that  the  question  of  a  judicious  ventilation  of  the 
sewers  is  a  difficult  one,  and  we  do  not  feel  ourselves  competent 
to  offer  any  opinion  on  the  subject,  but  we  consider  it  our  duty  to 
state  most  positively,  as  the  result  of  careful  observations,  and 
mature  unprejudiced  reflection,  that  the  present  system  of  ventila- 
ting tlie  sewers  is  highly  detrimental  to  the  public  health.  As  to 
tlie  removal  of  slaughter-houses,  noxious  trades,  and  nuisances 
from  the  proximity  of  dwelling  houses,  the  desirableness  of  doing 
so  appears  so  self-evident,  that  we  Avill  adduce  no  arguments  in 
support  of  it,  but  merely  bring  the  subject  under  your  notice. 

As  has  been  remarked  at  the  commencement  of  this  report,  the 
structural  arrangements  of  the  streets  are  extremely  ill  adapted 
for  proper  ventilation,  and  consequently  for  the  removal  of  any 
noxious  exhalations  engendered  in  the  locality,  we  therefore  deem 
it  very  desirable  that  freer  continuous  openings  should  be  made 
through  the  district ;  for  instance,  as  was  suggested  a  few  years 
ago  by  a  committee  of  the  inhabitants,  that  a  direct  thoroughfare 
should  be  made  from  Berwick  Street  into  Rupert  Street,  and  that 
all  culs-de-sacs  should  be  done  away  with.    We  likewise  advise 
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that  the  parochial  authorities  should  be  required  to  see  the 
provisions  of  the  53d  sect,  of  the  Metropolitan  Buildings  Act 
fully  carried  out,  in  order  to  prevent  such  cellars  and  kitchens  as 
we  met  with  in  St.  Anne's  Court,  &c.,  from  being  occupied  as 
human  dwellings,-  and  we  hope  that  the  erection  of  model  lodging- 
houses  and  other  suitable  dwellings  for  the  working  classes  will  be 
continued. 

Another  important  subject  to  be  noticed,  is  the  water  supply  ; 
although  we  did  not  hear  many  complaints  of  deficiency  of 
water,  we  know  there  was  no  superabundance,  and  the  place 
and  mode  of  keeping  it  is  highly  objectionable,  as  the  situa- 
tion of  the  cistern  or  butts  prevented  their  being  regularly  or 
properly  cleahsed,  and  rendered  their  contents  liable  to  foul  im- 
pregnations, and  we  hope  that  among  the  important  sanitary 
measures  to  be  brought  before  Parliament,  the  question  of  an 
tinintermitting  supply  of  pure  water  to  every  house  in  the  metro- 
polis will  not  be  lost  sight  of. 

We  cannot  conclude  our  Report,  without  alluding  to  a  fact 
which  struck  us  all  repeatedly  during  our  inspection.  It  was,  that 
in  every  street  of  this  district  there  were  palpable  nuisances,  exist- 
ing notoriously  and  known  to  every  one,  and  yet  that  the  power 
or  the  will  to  remedy  them  was  not  forthcoming. 

Now,  in  justice  to  the  parish  authorities  we  must  say,  that  they 
appeared  ready  to  do  all  in  their  power  towards  abating  nuisances 
which  were  brought  under  their  attention,  and  were  within  their 
jurisdiction ;  nor  had  we  any  reason  to  complain  of  the  Commis- 
sioners of  Sewers  or  of  Pavings,-  or  of  water  companies  or  gas 
companies,  or  of  any  other  public  or  private  body.  But  the  very 
readiness  of  all  persons  and  bodies  connected  directly  or  indirectly 
with  the  public  health  to  do  all  in  their  power  on  this  occasion, 
only  throws  out  the  aforesaid  fact  into-  stronger  relief.  There 
Avere  the  nuisances ;  day  after  day  we  passed  them,  and  people  on 
all  sides  talked  to  us  about  them,  and  yet  nobody  could  or  would 
remove  them. 

AYe  may  perhaps  be  allowed  to  say  a  few  words  on  this  subject. 
One  great  cause,  perhaps  the  great  cause  of  the  evil,  is  the  punc- 
tilious regard  for  private  property  and  vested  interests  which 
Enghshmen  cannot  get  over,  even  when  the  Cholera  is  at  their 
doors.  The  consequence  is,  that  monster  nuisances  remain  in- 
fecting the  air,  while  the  parish  authorities,  or  whoever  else  has 
taken  up  the  matter,  are  corresponding  with  landlords  or  occupiers, 
or  running  after  some  other  person  who,  or  public  body  which,  has 
more  right  than  they,  in  the  first  instance,  to  set  things  straight. 
JNow  sanitary  inquiries  liave  clearly  shown  that  landloixls  and  oc- 
cupiers, who  allow  certain  conditions  of  things  to  exist  in  their 
houses  or  on  their  premises,  arc  injuring  the  public.  Where  those 
conditions  are  found,  therefore,  the  power  of  acting,  at  once, 
ettectually,  and  at  the  sole  expense  of  the  parties,  Autliout  any 
previous  notice  from  householders  or  otiier  machinery  whatever, 
ought  to  be  vested  in  the  one  authority  in  each  parisli  or  district, 
whatever  that  may  be,  whicli  is  responsible  for  the  public  health. 
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And  here  we  have  touched  upon  another  question,  to  wliich  a 
definite  answer  must  be  given,  before  we  can  hope  for  any  very 
sensible  improvement  in  the  sanitary  condition  of  tlie  roetropolis. 
What  is  to  be  the  authority  responsible  for  the  public  health  ?  or 
is  there  to  be  any  such  authority  ?  or  are  there  to  be  six  or  seven 
such  in  each  district?  At  present  the  guardians,  under  the  di- 
rection of  the  Board  of  Health,  are  popularly  supposed  to  be  re- 
sponsible for  the  healthy  state  of  their  respective  parishes,  and  to 
have  the  necessary  powers  in  this  behalf  But  while  the  enforcing 
of  the  Smoke  Act  and  other  sanitary  laws  affecting  the  air  and  the 
surface  of  the  ground  are  left  to  the  police  and  the  magistrates,  and 
the  supplies  of  water,  gas,  and  sufficient  sewer  accommodation  to 
three  influential  and  independent  bodies,  each  of  which  has  power 
to  limit  its  supplies,  and  for  its  own  purposes,  and  at  its  own  time, 
to  break  up  the  surface  of  any  thoroughfare  or  court,  and  to  heap 
them  for  days  and  Aveeks  with  all  manner  of  filthy  substances,  it  is 
impossible  to  say  that  the  unlucky  parish  authorities  have  the  means 
of  performing  their  trust. 

We  sincerely  trust  that  the  new  Acts  about  to  be  passed  may 
provide  for  more  complete  co-ordination  between  these  bodies. 
The  appointment  of  permanent  inspectors  of  nuisances  might  help 
to  solve  the  difficulty.  If  they  are  clothed  with  ample  powers  of 
entry  into  all  houses  and  places  whatsoever,  and  the  parish  is  em- 
powered upon  a  simple  complaint  from  them,  without  further 
notice,  to  abate  all  private  nuisances  at  the  expense  of  the  parties 
causino-  the  same ;  and  if  the  magistrates  may  enforce  the  bmoke 
Act  upon  similar  complaints  from  them ;  and  if  no  paving  com- 
missioners, sewers  commissioners,  improvement  commissioners, 
water  companies,  or  gas  companies,  are  to  be  allowed  to  break  up 
the  streets  or  commence  new  works,  AVithout  communicating 
through  these  permanent  inspectors  to  the  parish  authorities  and 
the  Board  of  Health,  we  think  that  great  progress  will  have  bc-cn 
made  in  sanitary  reform.  Every  one  having  the  least  acquaint- 
ance with  such  matters,  must  at  any  rate  feel,  that  until  some  such 
co-ordination  has  been  established  by  this  or  some  other  means,  no 
great  improvement  can  be  hoped  for. 

Above  all,  let  all  avoidable  formalities  be  dispensed  with,  which 
may  in  anywise  hamper  the  transmission  to  tlie  proper  authorities 
of  the  earliest  possible  knowledge  or  even  suspicion  of  any  niu- 
sance,  or  which  may  tead  to  fix  patently  on  mdivuluals  the 
responsibility  for  any  complaint  in  sanitary  matters,  lo  exact 
a  formal  notice  from  the  occupier  of  any  alleged  nuisance  on 
the  premises  he  occupies,  is  absolutely  to  defeat  the  ends  ot 
sanitary  reform.  Owing  to  the  deficiency  of  house  accommoda- 
tion and  the  consequent  high  rents  exacted,  the  occupier  is  almost 
invariably  at  the  mercy  of  his  landlord ;  and  for  him  to  comp.aui 
openly  of  a  nuisance,  is  often  as  much  as  to  invite  a  distraint,  or  at 
least  a  notice  to  quit  We  could  quote  numerous  instances  in 
which  information  of  nuisances  of  the  worst  description  was  ex- 
tracted from  occupiers  with  difficulty,  and  given  with  the  most 
evident  reluctance  and  fear,  and  amidst  entreaties  not  to  expose 
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them ;  and  indeed  it  stands  to  reason  that  the  fouler  the  condition 
of  any  house,  the  greater  generally  will  be  the  dependence  of  the 
occupier  on  the  landlord,  as  such  premises  will  scarcely  be  tenanted 
but  by  the  poor,  the  outcast,  and  the  improvident.  Nor  can  we 
leave  this  subject  without  remarking  that  any  such  inspection  as  we 
have  made  must  necessarily  be  of  little  value.  Occasional  inspec- 
tion, when  disease  has  broken  out,  is  not  what  is  wanted,  but 
permanent  inspection  by  persons  living  on  the  spot  and  properly 
authorized,  having  for  its  object  the  foreseeing  and  prevention  of 
disease.  The  facts  which  we  collected,  after  weeks  of  labour, 
from  house  to  house,  ought  to  have  been  ready  to  our  hands  on 
the  iirst  day  that  the  cholera  broke  out ;  after  the  outbreak,  every 
day  Avhich  passes,  makes  the  obtaining  of  evidence  which  can  be 
relied  upon,  more  difficult. 

The  resident  clergy,  with  their  staffs  of  lay-helpers,  would  in 
most  parishes  be  able,  and  we  believe  willing,  to  give  that  valuable 
aid  to  the  authorities  for  the  purpose  of  permanent  inspection. 
Such  gentlemen  as  Mr.  Whitehead,  (from  whose  valuable  work  we 
have  already  quoted)  and  other  clergymen  whom  we  have  met 
during  this  inquiry,  would  render  invaluable  and  gratuitous  help  to 
the  authorities  if  they  were  once  put  in  the  way  of  doing  so. 

We  have  tiie  honor  to  be,  Sir, 

Your  most  obedient  servants, 

D.  Fraser. 
Thos.  Hughes. 
J.  M.  Ludlow. 
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No.  V. 

Memorandum  on  the  Sanitary  Conditiors  of  BetWem  Hospital 
and  of  the  City  House  of  Occupations.    By  Mr.  Lawrence. 


An  open  piece  of  ground,  between  fourteen  and  sixteen  acres  in 
extent,  in  the  parish  of  St.  George,  Southwark,  is  occupied  by  Beth- 
lem  Hospital  and  by  the  City  "  House  of  Occupations,"  two  insti- 
tutions which,  although  totally  different  in  nature  and  object,  are 
situated  near  together,  and  are  under  a  common  government  and 
administration.  They  have  the  advantage  of  being  surrounded  on 
aU  sides  by  a  clear  space  ;  and,  having  been  erected  expressly  for 
their  present  purposes,  are  found  to  answer  very  well.  Their 
ventilation  and  draining  have  been  most  carefully  attended  to,  and 
their  condition  in  both  these  important  points  is  perfectly  satisfac- 
tory. 

The  number  of  deranged  persons  in  Bethlem  has  fluctuated  of  late 
years  from  three  to  four  hundred  ;  the  latter  number  having  been 
sometimes  exceeded  by  twenty  or  thirty.  They  consist  of  three 
classes  :  curable  patients,  who  quit  the  hospital  at  the  end  of  a  year, 
if  then  uncured  ;  incurables  ;  and  criminal  lunatics,  who  remain  for 
an  indefinite  period,  frequently  for  life. 

The  House  of  Occupations  is  an  asylum  and  training  institution 
for  neglected,  destitute,  and  in  many  instances  criminal  children  of 
both  sexes,  who  are  instructed  in  various  useful  employments,  and 
in  reading,  writing,  and  arithmetic,  if  they  should  not  have  already 
made  those  acquirements.  They  have  three  meals  daily^  of  plain 
but  wholesome  and  nutritious  food,  the  bread  and  beer  being  made 
in  the  establishment  and  of  good  quality.  Beside  active  occupation 
in  open,  airy,  and  light  workrooms,  they  have  two  or  three  hours 
open-air  exercise  daily  when  the  weather  permits.  Personal  clean- 
liness is  strictly  enforced,  and  all  have  a  warm  bath  once  a  month. 

They  are  admitted  between  the  ages  of  thirteen  and  sixteen,  and 
remain  in  the  institution  on  an  average  about  two  years.  The 
average  number  is  from  210  to  220,  sometimes  more,  sometimes 
fewer  ;  and  the  two  sexes  are  in  about  equal  number. 

When  the  resident  officers,  attendants,  and  servants  are  included, 
the  population  of  the  two  establishments  is  about  700. 

For  some  time  after  the  Hospital  and  House  were  settled  in  the 
parish  of  St.  George  they  were  supplied  by  the  Lambeth  Water- 
works Company.  The  water,  which  deposited  an  abundant  nmddy 
sediment  was  very  bad,  and  hardly  fit  for  use,  the  supply  being 
also  precarious  and  insufiicient.  The  governors  being  determined 
to  remedy  this  evil,  caused  artesian  wells  to  be  sunk  on  the  premises, 
and  all  the  water  used  in  both  establishments  for  every  pirrpose  is 
now  derived  from  a  boring  carried  to  the  depth  of  220  feet.  Nothing 
but  this  pure  kind  of  water  has  been  used  for  nearly  thirty  years. 
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There  has  not  been  a  single  case  of  Cholera  in  the  Hospital  or 
House  of  Occupations  either  in  the  two  former  epidemics  of  1832 
and  1849  or  in  the  present,  although  the  disease  has  prevailed 
extensively  in  the  parish  of  St.  George,  and  many  cases  have 
occurred  in  the  streets  most  nearly  adjoining  the  establishments... 

It  must,  however,  be  observed  that  there  have  been  cases  of 
diarrhoea  in  both  institutions  in  each  of  the  three  epidemics  ;  and 
two  or  three  have  occurred  in  Bethlem  within  the  last  few  days  with 
a  severity  of  symptoms  justly  entitling  them  to  be  called  choleraic. 

The  new  comers  both  in  the  Hospital  and  House  exhibit  almost 
invariably,  within  a  short  time  after  their  arrival,  a  marked  im- 
provement in  health  and  appearance.  The  inmates  of  the  latter  are 
singularly  healthy,  almost  free  from  attacks  of  active  or  serious 
disease,  not  plagued  with  scrofula,  and  affording  very  little  occupa- 
tion to  their  medical  attendant.  Since  the  year  1830  there  have 
been  only  four  deaths  among  the  boys,  and  five  among  the  girls. 

Wm.  Lawrence. 

Whitehall  Place,  Sept.  27,  ]  854. 
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No.  VI. 

Memorandiun  on  Asiatic  Cholera  and  other  Epidemics  as  in- 
fluenced by  Atmospheric  Impurity.    By  Dr.  Amott. 


1.  In  the  year  1817,  a  destructive  pestilence,  now  called  Asiatic 
Cholera,  sprang  up  near  the  nioutlis  of  the  Ganges,  and,  spreading 
by  human  interconrse  or  otherwise,  at  last  visited  almost  eveiy 
country  on  earth,  remaining  in  any  one  locality  however  only  for 
a  limited  time,  proportioned  generally  to  the  size  or  the  population, 
but  repeating  its  visits  after  irregular  intervals  of  years.  Because 
in  its  modes  of  attack  and  diffusion  it  differed  much  from  other 
known  epidemics,  it  at  first  excited  unusual  consternation,  but 
observation  has  now  clearly  ascertained  that  the  travelling  morbific 
cause,  whatever  it  be,  can  no  more  pi  oduce  a  true  pestilence,  unless 
it  meet  with  much  filth  of  decomposing  animal  and  vegetable  matters 
— of  which  air  which  has  served  for  respiration  is  one  kind — than 
coal  gas  can  produce  an  explosion  without  being  mixed  with  many 
times  its  volume  of  common  air,  or  than  sulphur  alone  can  produce 
the  effects  of  gunpoM^der  when  not  mixed  with  the  certain  known 
proportions  of  nitre  and  chai-coal.  It  thus  appears  that  the  ravages 
of  Cholera  may  be  prevented,  by  preventing  local  accumulations 
of  organic  impurities. 

2.  To  many  persons  hearing  this  statement  for  the  first  time  the 
reflection  will  occur  that  the  laborious  researches  of  medical  men  and 
others,  in  regard  to  Cholera,  have  detected  many  other  things  or 
conditions  besides  filth  which  exert  powerful  influence  on  the 
spreading  and  destructiveness  of  the  disease ;  but  a  careful  analysis 
of  these  jDarticulars  shows  them  all  to  belong  to  two  classes,  of  which 
the  one  is  of  things  which  favour  the  accumulation  of  filth  and  its 
rotting  or  decomposition  into  foul  efiluvia,  and  the  other  is  of  agents 
which  weaken  the  living  system,  and  render  it  more  susceptible  of 
harm  from  filth  or  other  cause.    Of  the  first  class  are — 

1.  Whatever  gathers  filth  or  impedes  its  removal,  as  cess- 

pools and  imperfect  drains. 

2.  Warmth  (favouring  decomposition). 

3.  Damp  or  moisture  (with  similar  effects). 

4.  Hot,  wet  seasons. 

5.  Low  river  sides  and  sea  shores ;  marshy  levels. 

6.  Sea  ports. 

7.  Crowds  of  people  in  houses,  ships,  &c. 

8.  Enclosed  places  without  ventilation. 

9.  Calm  weather,  &c. 

Of  the  second  class,  which  weaken  the  S3^stem,  are — 

1.  Intemperance  of  all  kind». 

2.  Debauchery. 
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3.  Fatigue  of  body  or  mind. 

4.  Deficient  food  or  long  fastino-. 

5.  Bad  food,  or  drink,  or  air. 

6.  Depression  of  mind. 

7.  Uncomfortable  dwellings. 

8.  Poverty,  &c. 

None  of  the  particulars  of  either  class,  alone  or  combined,  are  in 
this  country  sufficient  to  cause  Cholera,  unless  the  epidemic  influ- 
ence which  travels  be  also  present, 

3.  Now  the  principal  and  in  many  cases  the  only  source  of  the 
noxious  impurities,  above  referred  to,  is  the  living  body  itself,  con- 
verting into  poisonous  refuse  the  whole  amount  of  the  animal  and 
vegetable  substances  which  it  takes  as  food.  No  portion  of  these 
substances  is,  according  to  the  vulgar  notion,  altogether  consumed 
or  annihilated,  but  the  whole  is  again,  after  a  certain  time,  dis- 
charged from  the  system  as  excrementitious  matter,  solid,  liquid,  or 
aeriform,  all  these  being  then  pernicious  to  health  if  used  a  second 
time.  The  fact  is  by  many  persons  little  suspected,  that  a  very 
large  part  of  the  solid  food  swallowed  is  discharged  froua  the  lungs 
as  invisible  carbonic  acid  gas  and  other  exhalation ;  the  quantity  of 
the  solid  carbon  or  charcoal  element  of  food  so  escaping  in  twenty- 
four  hours  from  a  healthy  man  being  from  eight  to  twelve  ounces. 
Now,  even  brutes,  moved  hj  instinct  or  annoyance  to  their  senses, 
fly  from  or  hide  the  refuse  of  their  bodies,  and  men  living  together 
in  civilized  communities  soon  come  to  employ  scavengers,  drainage, 
&c.,  and  other  means  to  remove  the  more  obvious  impurities,  while 
the  wind,  the  warmth  of  the  breath,  and  occasionally  some  artificial 
ventilation,  aid  in  removing  what  is  aeriform.  In  few  instances, 
however,  as  yet  have  these  means  been  rendered  perfect. 

4.  - The  department  of  the  art  of  cleansing,  which  remains  the 
most  imperfect,  is  that  of  ventilation.  The  reasons  of  this  are, — 
that  air,  under  common  circuuastances,  is  invisible ;  that  scarcely 
200  years  have  passed  since  scientific  men  suspected  that  air  was 
at  all  a  ponderable  space-occupying  substance,  and  only  in  our  own 
day,  since  air  has  been  used  as  stuffing  for  air-pillows,  and  one  kind, 
with  the  name  of  coal  gas,  has  been  sold  by  measure  from  pipes, 
as  water  is,  have  people  generally  conceived  of  it  as  being  truly  a 
thing;  tha^t  only  about  100  years  ago  had  even  chemists  learned 
that  air  or  gas  is  not  one  unchangeable  substance,  but  is  one  of 
the  three  forms  called  solid,  liquid,  and  aeriform,  which  certainly 
many  and  probably  all  substances  may  assume  under  different 
degrees  of  heat,  compression,  and  combination  ;  that  tlae  particular 
substance,  for  instance,  to  which  the  name  of  oxygen  has  been  given, 
since  it  was  discovered  by  Dr.  Priestly  in  1783,"  which,  in  its  sepa- 
rate state  at  the  temperature  of  our  earth,  exists  only  as  an  air  with 
which  air-cushions  may  be  stuffed,  yet  constitutes  eight-ninths  by 
weight  of  all  the  water  on  our  globe,  about  a  fourth  of  aU  the  earth 
and  stones,  and  a  large  proportion  of  the  flesh  and  other  parts  of 
animals  and  vegetables  ;  then  men  had  not  until  lately  reflected 
that  solid  or  liquid  filth  in  a  house,  if  not  swallowed  in  food  or 
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drink,  can  Le  noxious  only  when  it  gives  out  jiart  of  its  substance 
as  foul  effluvium  to  be  breatlied  ;  and,  lastly,  men  knew  not  that 
expired  ordinary  breath,  which  if  inhaled  again  alone  when  recent 
or  fresh  may  only  suffocate  by  excluding  fresh  air,  becomes,  when 
stagnant  or  long  retained  in  a  place,  in  part,  truly  putrid  or  con-upt, 
as  turtle  soujd  or  venison  might  change,  and  may  then  assume  tlie 
forms  of  the  different  poisons  which  produce  the  gaol,  the  hospital, 
or  the  ship  fevers,  and  other  spreading  diseases,  or  of  that  which, 
when  joined  with  the  peculiar  morbid  agents  of  small -jjox,  measles, 
scarlatina,  or  cholera,  cause  these  to  rage.  Acquaintance  with  such 
facts,  however,  being  once  obtained,  men  can  understand  that  venti- 
lation is  not  of  ordinary,  but  of  paramount  importance,  for  it  can 
remove  not  only  the  breath  poison  of  inmates,  but  also  the  foul  air 
arising  from  all  other  sources,  and  so  may  act  as  a  substitute  for 
good  drainage  until  there  be  time  and  opportunity  to  establish  tliat. 
There  is  no  liquid  poison  which  may  not  be  rendered  harmless  by 
copious  dilution  with  fresh  water,  so  there  is  no  aerial  poison  of  which 
the  action  may  not  be  similarly  influenced  by  dilution  with  fresh 
air. 

5.  It  is  important  also  here  to  remark  that  modem  houses,  since 
the  introduction  of  close-fitting  glass  windows  and  of  chimney  flues 
with  low  openings  for  fire-places,  have  been  rendered  what  persons 
ignorant  of  the  nature  of  air  could  not  suspect,  namely,  singularly 
efficacious  traps  for  catching  and  long  retaining  all  impure  air  or 
effluvium  which  may  enter  them  from  without,  or  be  produced  within 
them.  Such  airs,  the  exhaled  breath  for  instance,  being  generally 
warmer  and  specifically  lighter  than  the  external  air,  are  buoyed  up 
towards  the  ceiling  of  rooms,  where,  if  there  be  no  outlet,  they 
stagnate  long,  like  oil  floating  on  water,  and  are  little  disturbed  by 
even  copious  streams  of  fresh  colder  and  heavier  air  gliding  along 
the  floor  from  doors  and  windows  to  pass  up  the  chimney  flue. 
This  truth  is  strikingly  confirmed  by  such  facts  as  the  following  : — 
the  long  time  during  which  tobacco  smoke,  smell  of  dinner,  and 
other  odours  remain  in  ordinary  rooms  ;  the  fact  that  an  ordinary 
bedroom,  occupied  by  one  or  more  persons,  is,  in  the  morning  to  a 
stranger  entering  it  from  the  fresh  air — a  medical  man,  perhaps, 
called  in  urgency — always  very  offensive  ;  that  all  sick  rooms  are 
usually  thus  offensive  ;  that  a  pei'son  who  in  the  early  morning, 
before  doors  and  windows  have  been  opened,  enters  almost  any 
house  under  the  roof  of  which  have  been  placed  the  fotdest  recep- 
tacles in  nature — a  closet  with  its  cesspool  and  its  drains,  is  forciblj'' 
struck  by  what  is  called  the  close  disagreeable  smell ;  the  fact  that 
many  attacks  of  Cholera  have  occurred  suddenly  in  the  night,  and 
even  after  calm  sleep,  in  such  closed  houses,  to  persons  who  were 
apparently  well  when  they  went  to  rest ;  and,  lastly,  the  important 
fact  that  the  offensive  atmosphere  in  all  such  cases  is  almost  entirely 
prevented,  or  is  quickly  dissipated  by  an  open  window  which  admits 
fresh  air  to  dilute  the  impurity,  or  better  still  by  having  an  opening 
from  the  ceiling  of  the  room  into  the  chimney  flue  of  a  well-con- 
structed fire-place,  such  as  described  in  the  paper  on  the  smokeless 
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fii-e,  lately  publislied  in  the  Journal  of  the  Society  of  Arts,  so  that 
the  stx'ong  chimney  draught  shall  act  as  a  constant  air  pnnip,  with- 
ckawing  impurity  from  where  it  tends  to  accumulate.  It  may  be 
remarked,  that  as  a  common  gas  pipe  leaking  into  a  close  room,  if 
imdiiscovered,  soon  converts  the  air  of  the  room  into  the  mixture  of 
one  part  of  gas  and  ten  parts  of  common  air,  which  in  mines  is  called 
fire-damp,  and  is  ready  to  explode  at  the  instant  of  contact  with  a 
lighted  candle;  so  a  leak  or  source  of  impurity  from  drains,  or 
crowded  inmates  in  a  close  or  unventilated  room  during  a  Cholera 
epidemic,  may  soon  produce  there  what  might  be  called  Cholera- 
damp,  ready  on  some  accident  to  cause  the  outbreak  of  Cholera 
disease. 

6.  Effluvium  from  such  filth  as  cesspools  contain  has,  in  past  in- 
quiries, been  that  most  attended  to,  but  there  are  many  facts  to  show 
that  the  impurity  of  retained  and  corrupted  breath,  scarcely  heeded  in 
general,  has  been  the  chief  element  of  the  foul  atmosphere  which  has 
led  to  numerous  Cholera  outbreaks.  Thus,  in  England,  it  has  been, 
in  public  institutions,  clean  to  the  eye,  not  very  offensive  to  the  nose, 
and  where  the  inmates  were  well  fed  and  well  clothed,  and  otherwise 
•well  cared  for  under  frequent  public  inspection,  but  wliere  ventilation 
was  overlooked  and  defective,  that  some  of  the  most  shocking  scenes 
of  destruction  from  Cholera  have  occurred  ;  such  was  the  school  at 
Tooting,  of  1,000  parish  children,  among  whom  about  300  cases  of 
Cholera  suddenly  occurred,  and  killed  more  than  half  of  those  afiected 
before  the  crowd  was  dispersed  ;  and  various  union  workhouses, 
lunatic  asylums,  prisons,  &c.,  in  London  and  elsewhere,  were  simi- 
larly visited ;  such  places,  in  the  end  of  1849,  produced  more  than  half 
the  cases  of  Cholera  which  then  occurred,  as  is  set  forth  (at  page  87) 
in  the  very  valuable  Report  on  Cholera,  drawn  up  by  Dr.  Baly  and 
Dr.  Gull,  and  issued  by  the  College  of  Physicians.  The  very  crowded 
school  of  the  rmion-house  at  Taunton  became  a  remarkable  example, 
where  thirty  cases  suddenly  appeared  in  the  room  of  the  girls  in 
which  the  glass  of  the  windows  remained  entire,  while  in  the  adjoin-^ 
ing  room  of  the  boys,  where  panes  of  glass  were  broken  and  fresh 
air  was  admitted,  not  a  single  case  occurred ;  and  there  was  only  one 
other  case  in  the  whole  town. 

7.  A  large  proportion  of  the  facts  set  forth  in  the  Report  on  Cholera 
above  referred  to,  give  strong  support  to  the  views  here  taken,  as  do 
also  the  details  of  other  histories  of  Cholera  wherever  occurring. 
From  the  allied  fleets  in  the  Black  Sea,  late  accounts  have  shown 
that  Cholera  had  been  much  more  destructive  in  the  great  three- 
decked  ships,  where  the  ventilation  was  more  difficult,  than  in  the 
ships  of  smaller  size.  In  India,  it  has  been  found  on  several  occa- 
sions, that  in  encampments  where  there  was  scanty  accommodation, 
the  putting  an  additional  man  into  every  tent  has  increased  strik- 
ingly the  mortality  from  Cholera.  And  almost  everywhere,  during 
attacks  of  Cholera,  it  has  been  found  that  the  removal  of  persons 
from  unventilated  dwellings,  in  or  about  which  were  cesspools  or 
other  foul  receptacles,  to  tents  or  other  clean  shelter  on  dry  open 
ground  has  at  once  aiTested  the  spread  of  the  disease.  The  remarkable 
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fact,  that  scavengers  and  niglit-men,  whose  common  work  is  among 
the  rankest  filth,  but  ahnost  always  in  the  open  air,  have  rarely  been 
affected  by  the  disease,  indicates  the  power  of  dilution  of  a  poison  to 
render  it  harmless.  Some  of  these  men,  however,  occasionally,  on 
penetrating  into  close  unventilated  drains,  have  narrowly  escaped 
suffocation,  and,  on  coming  out,  have  been  attacked  with  violent 
vomiting  and  purging.  This  fact  proves  how  rapidly  aerial  poison 
can  enter  the  system  to  affect  the  intestinal  canal,  somewhat  as  in 
Cholera.  Showing  again,  that  even  in  the  open  air  there  may  be 
concentration  of  poisonous  effluvium  sutiiciently  powerful  to  operate, 
Sir  John  Pringle,  in  his  valuable  work  on  the  diseases  of  the  English 
array  which  served  in  the  Netherlands  during  the  middle  of  the  last 
century,  narrates  that  in  the  camps  and  in  warm  weather  destructive 
dysentery  broke  out  among  the  men  whenever  they  remained  long  in 
one  place,  and  the  privies  became  very  foul ;  and  that  when  fresh 
troops  came  to  such  a  locahty,  great  numbers  were  affected  in  the 
very  first  days. 

8.  With  such  facts  in  view  as  are  set  forth  in  tlie  preceding  para- 
graphs, all  must  perceive  both  the  close  dependence  of  men's  health 
and  well-being  on  the  maintenance  of  purity  of  air  within  and  about 
their  dwellings,  and  the  lamentable  extent  to  which  this  object  is 
missed  in  present  ordinary  procedure.  The  question,  therefore, 
arises,  Whether  means  can  be  placed  within  common  reach  of  so 
diluting  with  fresh  air  and  dispersing  the  copious  aerial  poisons 
generated  wherever  men  live  and  work,  as  to  render  these  impuri- 
ties harmless  ?  The  answer  to  this  question,  it  is  hoped,  msij  be  given, 
that  such  means  do  exist,  and  that  they  are  simple  and  inexpensive. 

9.  It  might  have  heen  expected  that  the  scientific  men  who  first 
discovered  the  true  nature  of  airs  and  their  relations  to  the  animal 
economy,  would  have  been  also  the  first  to  direct  important  apphca- 
tions  of  their  knowledge  to  the  preservation  of  the  public  health ; 
but  it  has  not  heen  so.  In  this  field  of  human  exertion,  as  in  many 
others,  the  tasks  of  purely  scientific  research  and  of  the  subsequent 
application  of  science  to  art,  have  been  chiefly  with  different  parties. 
It  was  not  the  chemist  who  first  exhibited  a  jet  of  coal  gas  burning 
in  his  laboratory  who  also  conceived  and  effected  the  noble  feat  of 
lighting  up  cities  with  gas,  so  as  almost  to  convert  night  into  day. 
It  was  not  the  persons  who,  ages  ago,  observed  the  exijansive  force 
of  steam,  and  the  sudden  condensation  of  steam  into  water,  effected 
by  cold  applied,  who  thought  of  turning  its  force  to  use,  but  it  was 
left  for  James  Watt,  almost  in  our  own  day,  to  devise  that  wonder- 
ful combination  of  parts  constituting  the  modern  steam-engine,  which 
has  already  spread  a  higher  civilization  over  the  earth.  Then,  for 
many  a  day,  was  the  fact  widely  known  that  a  shock  of  electricity  tra- 
velled along  a  wire  with  the  speed  of  lightning,  before  Wheatstone 
and  others,  who  are  still  witnesses  of  their  work,  had  constructed  the 
electrical  telegraph,  which,  with  like  speed,  can  deliver  at  any  dis- 
tance, and  even  make  perfectly  visible  in  writing  or  printing,  any 
set  of  words  forming  a  message  committed  to  it.    The  appHcation  of 


173 


scientific  knowledge  to  the  effectual  ventilation  of  buman  dwellings 
has  yet  to  be  rendered  general. 

10.  To  form  just  conceptions  of  what  complete  ventilation  is,  and 
of  how  it  is  in  general  to  be  accomplished,  an  inquirer  has  to  con- 
sider that  the  ocean  of  air,  called  the  atmosphere,  which  rests  on  the 
sm-face  of  the  earth,  and  at  the  bottom  of  which  men  live,  as  certain 
aquatic  animals  live  at  the  bottom  of  the  sea,  is  about  fifty  miles 
high  or  deep,  and  that  the  portion  of  this  ocean  which  can  be 
contaminated  by  any  process  of  animal  or  vegetable  life,  or  by  the 
decomposition  of  organic  bodies  when  dead,  may  be  regarded  as  less 
deep  generally  than  the  fiftieth  part  of  one  mile,  estimated  from 
the  surface  of  the  earth.  This  comparatively  insignificant  layer  or 
stratum,  therefore,  may  be  regarded  as  the  home  or  lurking-place  of 
all  epidemic  and  insalubrious  influences,  the  more  exact  statement, 
indeed,  being  that  these  are  generally  confined  to  the  still  much 
smaller  portions  of  air  contained  in  houses  or  other  enclosed  places. 
Then  the  fact  is  to  be  kept  in  mind,  that  the  whole  mass  of  atmos- 
phere at  any  moment  over  a  city  or  other  place  is  always  travelling 
away  to  leeward  with  the  speed  of  the  wind,  and  is  carrying  with  it 
whatever  impurity  may  ascend  from  below,  which  impTuity  is  then 
resolved  quickly  into  the  pure  elementary  oxygen,  carbon,  &c.,  of 
which  all  effluvia  consist.  Man  can  no  more  contaminate  perma- 
nently the  deep  atmosphere  over  him  by  his  proceedings  at  the 
bottom  of  it,  than  he  can  contaminate  the  Atlantic  Sea  by  what  he 
may  do  on  its  shores.  Then  he  has  to  learn  that  with  the  same 
mechanical  certainty  as  he  can  substitute  the  pure  water  of  a 
passing  tide  or  river  stream  for  defiled  water  near  the  shore,  he 
may  substitute  pure  air  from  the  atmosphere  for  any  air  near  him 
that  has  become  unfit  for  his  use. 

t 

11.  The  incidents  of  the  professional  life  of  the  writer  of  this 
Keport,  drew  his  attention  early  to  the  sanitary  importance  of 
ventilation  and  the  regulation  of  temperature,  and  a  familiarity 
witli  mechanical  arrangements,  ic creased  while  he  was  composing 
his  "  Elements  of  Physics  or  Natural  Philosophy,"  suggested  to 
him  simpler  and  more  effectual  methods  than  had  previously 
existed  of  obtaining,  in  many  cases,  the  object  sought.*  The  chief 
of  these  particulars,  some  of  which  are  altogether  new,  and  some 
are  modifications  of  things  or  processes  previously  known,  are — 

1.  That  every  house  possesses  in  its  common  chimney  flue, 
properly  used,  an  admirably  strong  ventilating  agent,  which 
can  establish  sufficient  communication  with  the  free  atmosphere 
above. 

2.  That  for  larger  enclosed  spaces,  as  public  buildings,  ships,  fcc, 
an  air  pump  of  great  simplicity  can  be  made,  by  which,  at  very 


*  For  part  of  these  methods,  since  tliis  Keport  was  originally  written, 
and  in  part  read  in  the  Medical  Council  of  the  General  Board  of  Healtli, 
the  Council  of  the  Royal  Society  has  awarded  the  author  one  of  their 
medals.  These  methods  are  all  in  use,  some  of  them  extensively,  with  the 
expected  results. 
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trifling  cost  of  hand  labour  or  other  power,  pure  air  inay  be 
supplied  in  any  quantity,  and  by  exact  measure  if  desired,  and 
with  the  same  certainty  and  regularity  as  coal  gas  is  supplied 
anywhere  from  ordinary  gas  works. 

3.  That  in  cold  climates  or  seasons,  hot  foul  air  of  any  sort,  in 
being  discharged  or  pumped  away  from  an  enclosed  space,  can  be 

'  made  to  give  up  pure  warmth  to  the  fresh  air  entering  in  its 
J  (I  stead,  one  operation  then  accomplishing  the  two  objects  of  venti- 
"  lating  and  warming. 

4.  That  for  many  purposes  combustion  within  a  closed  stove 
if;,>inay  be  rendered  self-regulating  and  uninterrupted  through 

-nights  and  days,'  so  as  to  diffuse  all  the  heat  obtainable  from 
'io  <a,.given  quantity  of  coal  as  uniformly  as  the  contrivances  of  the 
..•(;•  Gandle  or  lamp  diffuse  the  light  which  wax  or  oil  can  give;  the 

stove  referred  to  being  also  singularly  economical  or  saving  of 
.  fuel. 

5.  That  by  new  and  better  arrangement  of  open  fire-places, 
.the  common  fire  maybe  rendered  smokeless,  and  be  caused  to 

save  about  half  the  fuel,  although  warming  the  room  better  than 
.•:  ..before,  and  further,  may  be  insuring  the  complete  ventilation 
V'  ^referred  to  as  the  first  of  these  five  particulars.    These  advan- 
stages  are  obtained  also  with  diminution  of  the  danger,  incon- 
veniences, and  watching  service  required  about  common  fires. 

'12.  In  enumerating  these  improvements,  the  writer  does  not 
arrogate  to  himself  greater  penetration  than  other  members  of  the 
profession  to  which  he  has  the  honour  to  belong,  but  attributes  his 
success  chiefly  to  the  favouring  accidents  of  his  life.  Dr.  Jenner 
would  not  have  left  his  name  connected  with  vaccination  if  he  had 
always  lived  in  the  centre  of  a  great  city,  where  fields  and  cows  and 
^  dairy  servants  were  not  to  be  seen. 

•  ,  13,;  It  remains  to  be  observed,  that  even  after  practica! applica- 
tions of  scientific  principles  have  been  devised,  and  their  utility 
tested  to  the  satisfaction  of  impartial  judges,  there  is  often  much 
difliculty  for  a  tiine  in  bringing  the  public  to  accept  them.  To 
agree  in  this,  the  reader  needs  only  to  recojleGt  the  ridicule  at  first, 
and  then  the  more  active  resistance  .witli  which  the  early  announce- 
ments of  nearly  all  the  important  improvements  of  modern  times  were 
received  ;  for  instance,  agricultural  n'lachines  of  various  kinds,  as  the 
thrashing  machine  driven  by  steam,  spinning  and  weaving  machines 
driven'  by  steam,  gas  lights,  raihvays,  steam  navigation,  the  penny 
postage,  and  so  forth,  against  all  of  which  were  brought  to  bear  the 
attachment  of  men  to  the  established  customs  of  ages,  ])o])ular 
ignorance  of  Natnre's  laws,  strong  misccncepticr.s  or  prejudices 
directly  opposed  to  the  truth,  narroAV  individu.il  di' class  intei-est,  Szc. 
and  if  any  failure  occurred  in  early  trialiifrom  the  awk^\Tirdness  or 
unskilfulness  of  workmen  employed  about  wlmt  v.t.s  ncvv  to  them, 
it  was  charged  as  proof  of  errors  in  t;;c  princijjle.  When  at  last, 
in  spite  of  such  o])position,  a  novelty  v.-r.s  proved  to  be  good,  tr.en, 
almost  as  certainly  as  flies  collect  about  a  little  r-.pilt  honey,  did  a 


175 


liost  of  dishonest  men  fall  upon  the  novelty  and  its  proposer,  trying 
first  to  discredit  tlie  proposer,  by  saying  the  asserted  novelty  was 
not  new  and  could  not  be  the  subject  of  a  patent,  and  then  often 
pretending  that  they  had  themselves  invented  improvements  which 
might  be  so  protected.  By  such  opposition  the  full  introduction  of 
Watt's  steam-engine  Avas  long  delayed,  and  he  had  to  defend  his  right 
by  repeated  suits  in  the  law  courts.  Enlightened  men,  owing  to  the 
in?iss.  of  absurdities,  called  new  inventions  and  discoyeiies,  which  a^re 
constantly  obtruded  on  pviblic  notice  by  ignorant  ,  and  foolish  pro- 
jectors, have  to  use  a  Cautious  hesitation  before  ackiiowledging  value 
in  proffered  novelties,  btii  some  of  them  eyen^  at  first  believed 
to  be  impossible  certain  new  applications  proposed  of  known  means 
or  principles,  which  have  in  the  end  been  usefully  established  ;  for 
instance.  Watt,  Wollaston,  and  Davy  at  first  gave  it  as  their 
opinion  that  coal  gas  could  nob  be  safely  applied  to  the  purpose 
of  street  lighting.  Others  said  that  steam  boats  or  ships  could  not 
safely  navigate  the  great  ocean.  When  Dr.  Desaguliers,  Dr.  Hales, 
and  others,  a  century  ago,  before  oxygen  and  the  nature  of  gases 
were  known,  proposed  to  ventilate  houses  and  ships  by  mechanical 
means  of  certain  action,  instead  of  only  by  open  windows  and  ports, 
they  were  regarded  by  honest  persons  in  authority  as  visionaries. 
It  is  a  curious  and  mixed  instance,  as  related  by  writers  of  the 
time,  that  after  Dr.  Harvey  published  his  discovery  of  the  circula- 
tion of  the  blood,  no  medical  man  who  had  then  reached  the  age  of 
forty  ever  avowed  his  belief  that  Harvey  was  right. 

Considering  such  facts,  the  writer  of  this,  who  has  not  restricted 
the  public  use  of  any  of  his  devices  by  reserving  patent  rights,  is  of 
opinion  that  time  will  be  saved  and  much  public  good  effected,  if 
the  enlightened  President  of  the  General  Board  of  Health,  by  his 
own  authority,  or  by  the  direction  of  Government  at  his  request, 
institute  a  commission  of  scientific  men  of  known  ability  in  regard 
to  the  matters  here  treated  of, — medical  men,  chemists,  and  engi- 
neers,— to  inquire  and  then  advise  specific  procedui-e  respecting 
them.  Special  scientific  aid  has  already  been  '  afforded  to  the 
members  of  the  medical  council  for  other  special  objects.  The 
award  of  the  Royal  Society  above  referred  to  will  draw  some  public 
attention  to  the  subject.  The  writer's  own  account  of  the  new 
means  soon  to  be  published,  will  also  have  its  effect,  but  a  report 
and  recommendations  from  such  a  special  commission  as  referred  to, 
if  favourable  to  the  measures  proposed,  would  exert 'almost  at  once 
the  influence  of  a  law  in  securing  willing  obedience  to  any  advice 
o-iven. 

N.  Abnott,  M.D. 
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No.  VIL 

Report  on  the  Chemical  Composition  of  Hfetropolitan  Waters 
during-  the  year  1854.  By  Dr  E.  D.  Thomson. 


"When  an  outbreak  of  cholera  occurred  in  the  autumn  of  1854,  spread- 
ing devastation  into  the  heart  of  tlie  metropolis,  it  was  considered  by 
the  Board  of  Health  advisable  to  institute  an  inquiry  into  the  chemical 
condition  of  the  w^ater  employed  for  domestic  purposes  in  those  houses 
where  death  had  made  the  greatest  havoc,  and  likewise  into  the  state 
of  the  atmosphere  surrounding  the  unfortunate  victims.  The  object 
of  this  I'eport  is  to  present  an  account  of  tlie  investigation  Avhich  has 
been  prosecuted  in  pursuance  of  the  first  of  these  intentions.  It  is 
not  necessarily  a  part  of  the  purport  of  this  report  to  contrast  the 
present  water  supply  of  London  with  other  possibly  superior  somxes. 
But  the  remarkable  fact  that  the  metropolis  derives  this  necessary  of 
life  in  great  part  from  rivers  and  open  canals,  exposed  to  various  con- 
taminating influences — a  species  of  supply  which  was  rejected  as 
unwholesome  upwards  of  2,000  years  ago  by  the  Samians  and  the 
Eomans,  and  led  those  enterprising  people  to  conduct  spriug  water 
into  their  dwellings  by  means  of  the  most  stupendous  engineering 
works — is  well  calculated  to  excite  inquiry  as  to  the  cause  of  this 
retrograde  movement  in  hygienic  arrangements.  The  present  experi- 
ments having  insensibly  extended  so  as  to  embrace  the  composition  of 
a  large  variety  of  waters  in  the  metropolis  and  in  the  provinces, 
many  data  Avill  be  here  presented  which  may  assist  in  forming  a 
judgment  as  to  the  best  sources  ol'  water  supply. 

In  the  year  1851  a  commission  was  issued  by  Government  for  the 
purpose  of  obtaining  an  opinion  respecting  the  chemical  character  of 
metropolitan  waters.  The  gentlemen,  however,  to  Avhom  this  duty 
was  entrusted  were  not  required  to  make  any  new  investigations, 
but  were  merely  desired  to  form  a  conclusion  from  certain  documents 
which  were  submitted  to  their  consideration.  The  printed  data  with 
Avhlch  they  were  supplied  seem,  however,  to  have  been  so  incomplete 
that  ncAV  expei-iments  were  considered  requisite  to  enable  a  conclusion 
to  be  drawn.  But  as  this  proceeding  exceeded,  apparently,  the 
object  of  the  commission,  the  waters  of  London  were  exnmined  only 
on  three  consecutive  days  in  January,  after  a  fall  of  rain,  the  samples 
being  taken  from  near  the  various  companies'  works,  and  with  the 
cognizance,  probably,  of  their  respective  engineers.  The  result  of 
the  analyses  was  to  represent  the  i  iver  from  Tliames  Ditton  to  Vaux- 
hall  as  having  the  same  chemical  composition,  or  rather  as  increasing 
in  purity  in  its  descent  tOAvards  the  tide,  since  the  water  taken  from 
the  point  of  the  river  nearest  to  London  was  least  contaminated  with 
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foreign  matter.  The  present  inquiiy,  can-iecl  on  during  the  greater 
part  of  four  montlis,  has  led  to  a  very  different  conclusion,  and  has 
shown  tlaat  there  is  a  very  great  disparity  in  the  purity  of  the  waters 
as  supplied  by  corapmies  from  the  Thames.  The  analyses  contained 
in  the  report  of  the  commission  of  1851,  must  only  be  viewed  as 
giving  the  composition  of  the  waters  after  rain,  and  in  certain  cases 
afford  a  much  more  favourable  view  of  tlie  water  than  is  borne  out 
by  the  present  report.  The  report  of  that  commission  does  not  pi'o- 
fess  to  give  any  information  respecting  the  condition  of  the  waters  in 
the  houses  of  the  consumers,  but  is  confined  to  the  analyses  of  the 
waters  as  delivered  by  the  engineers.  These  remarks  it  was  necessary 
to  premise,  in  order  that  the  cause  of  the  material  diff^erence  in  the 
impurity  of  certain  waters  as  given  in  that  report,  and  as  obtained  in 
the  present  inquiry,  may  be  sufficiently  understood. 

Imimrity  of  Water. 

An  absolutely  pure  water  is  one  tliat  when  boiled  until  it  is  en- 
tirely evaporated  leaves  no  residue  behind.  Scarce  any  water  has 
ever  been  found  in  nature  to  which  this  discrlption  will  apply.  Even 
rain  water,  which  may  be  viewed  as  the  condensed  vapour  pi'imarily 
distilled  from  the  aqueous  deposits  on  the  surface  of  the  earth,  con- 
tains in  solution  gases,  ammonia,  and  organic  matter  which  it  en- 
counters in  its  descent.  In  London  and  its  neighbourhood,  rain 
water  has  been  found  sometimes  to  have  an  acid  reaction,  and  to  yield 
evidence  of  the  presence  of  sulpiuivic  acid  to  the  appropriate  tests. 
The  source  of  this  acid  is  obviously  to  be  traced  to  the  sulphurous 
acid  emitted  as  a  product  of  combustion,  and  diffused  through  the 
atmosphere,  since  it  has  been  observed  at  St.  Thomas's  Hospital  that 
when  large  quantities  of  air,  derived  either  from  the  wards  of  the 
hospital  or  from  the  external  atmosphere,  are  passed  through  dis- 
tilled water,  a  strong  acid  reaction  is  communicated  to  that  fluid.  The 
acid  condition  of  rain  water  affords  a  striking  contrast  with  the  alka- 
line qualities  which  it  is  described  as  possessing  when  it  is  preci])itated 
from  the  heavens  at  greater  distances  from  the  haunts  of  men,  as  in 
Switzerland  and  India  (Stark,  Saussure,  Laidlaw,  McLelland). 
"When  rain  water  falls  on  the  earth,  it  gradually  dissolves  organic 
matter  and  inorganic  salts  as  it  percolates  the  soil,  and  when  during 
floods  it  is  hurried  over  the  surface  of  the  land  to  be  discharged  into 
streams  and  rivers,  it  carries  in  a  mechanical  state  of  suspension  much 
earthy  and  vegetable  matter  which,  alone  can  be  separated  by  filtra- 
tion. Kain  water  in  the  neighbourhood  of  the  sea  during  a  strong 
gale  may  be  contaminated  with  common  salt  when  sea  water  raised 
fi'om  the  ocean  in  the  form  of  spray  is  forcibly  conveyed  landward. 
It  is  to  this  mechanical  method  of  carriage  that  is  to  be  attributed 
the  circumstance  of  the  existence  of  traces  of  common  salt  frequently, 
as  I  have  ascertained,  in  the  freshly  deposited  rain  on  the  summits  of 
the  Highland  mountains,  and  in  aU  the  springs  and  streams  at  their 
loftiest  and  earliest  origin  on  purely  granite  formations.  It  is  to  the 
same  mechanical  dispersion  of  common  salt  that  I  am  led  to  attribute 
the  injury  inflicted  on  vegetation  generally  and  strikingly  on  thinly 
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planted  woods  along  our  sea  coasts.  Residents  on  the  Atlantic 
shores  ave  familiar  with  incrustations  of  salt  on  their  windows  during 
Avestcrly  gules  of  wind,  results  which  liaveeven  been  recognized  at 
Manchester.  Hence  it  will  be  noticed  that  it  is  the  foliage  next  the  sea 
which  is  the  greatest  sufFcrei',  and  that  when  trees  are  thinly  planted, 
those  most  distant  from  the  shore  or  most  elevated  are  least  deterio- 
rated. The  popular  idea  of  sea  air  being  prejudicial  to  vegetation  does 
not  appear  in  this  aspect  destitute  of  foundation;  while  the  same 
circumstances  may  perhaps  throw  some  light  on  the  opinion  of  Hip- 
pocrates, that  the  characters  of  waters  are  influenced  by  the  direction 
of  the  wind. 

In  this  report  it  is  proposed  to  represent  distilled  water,  the  only 
pure  water,  as  the  standard  of  comparison  or  basis  of  the  scale  of 
waters,  and  to  designate  it  by  the  symbol  0°  or  no  degrees  of  impurity  ; 
there  being  no  grains  of  foreign  matter  in  the  gallon  while  every 
grain  of  matter  per  gallon,  present  in  water  will  constitute  1°  (one 
degree)  of  impurity.  Total  impiiriti/  will  comprehend  mechanical 
as  well  as  dissolved  matter  ;  while  mechanical,  organic,  and  inorganic 
impurity  will  refer  respectively  to  the  diffused  materials,  to  the 
vegetable  and  animal  substances  actually  dissolved,  and  to  the  earthy 
and  alkaline  salts  in  a  state  of  solution.  The  gradation  of  each  of 
these  species  of  imptu'ity  will  be  expressed  in  degrees,  1°  denoting 
one  grain  per  gallon  of  foreign  matter  contaminating  the  purity  of 
the  water. 

Chemical  Condition  of  the  River  Thames  in  the  Metropolis. 

As  the  river  Thames  is  employed  to  supply  upwards  of  28^ 
millions  of  gallons  of  water  daily  to  the  inhabitants  of  the  metropolis, 
and  especially  to  districts  where  the  epidemic  raged  with  great  fury, 
some  attention  has  been  bestowed  on  the  condition  of  the  river,  not 
only  at  the  localities  from  which  the  water  supply  is  subtracted,  but 
beyond  these  limits,  for  the  purpose  of  detecting  the  marine  and 
sewage  sources  of  contamination.  Table  I.  gives  the  composition  of 
the  river  water,  at  high  and  low  states  of  the  tide,  at  Vauxhall, 
Hungerford,  and  London  Bridge ;  the  total  impurity  at  high  water 
being  respectively  at  these  places  102-42,  115-68,  and  113  24  degrees 
or  grains  per  gallon,  while  during  low  water  the  numbers  were  27-14, 
48-84,  32-08,  and  at  Greeewich  95-68.  The  relative  conditions  of 
impurity  are  made  obvious  to  the  eye  in  Diagram  A.  The  water 
was  taken  on  each  occasion  from  the  river  near  the  Vauxhall  water- 
works, at  Hungerford  Pier,  at  the  Surrey  end  of  London  Bridge, 
and  off  the  pier  at  Greenwich.  To  detect  the  existence  of 
sea  water  in  the  fluid  at  liigh  Avater,  a  determination  was 
made  of  the  chlorine  which  Avas  respectively  found  to  be  at 
the  three  stations,  beginning  at  the  most  westerly  as  above, 
22  grains,  24  grains,  and  24  grains  per  gallon,  equivalent  to 
36-23,  39-53,  and  39  53  grains  of  common  salt.  The  soiu-ce  of  this 
larcce  accumulation  of  chlorine,  Avhich  at  Thames  Ditton  did  not 
exceed  dunng  the  investigation  1-36  grains,  equal  to  2-24  grains 
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common  salt,  must  bo  sought  for  in  the  intermixture  of  the  tidal 
waters.    The  results  exhibit  a  marked  distinction  between  the  com- 
position of  the  Thames  at  high  and  low  water.    The  obstructino- 
influence  of  the  tidal  wave  appears  not  only  to  act  as  a  barrier  to  the 
downward  progress  of  the  mechanical  impurities  so  as  to  equalize  the 
turbidness  of  the  waters  from  Vauxhall  to  London  Bridge  ;  but  it 
likewise  causes  the  impure  fluids  from  the  sewers  to  accumulate,  and 
imparts  to  the  whole  a  retrograde  movementj  until  rising  to  a  tidal 
current,  the  sea  and  river  waters  are  commingled.     The  greater 
impurity  of  the  Hungerford  waters  in  both  conditions  of  the  tide  is 
sufliciently  explained  by  the  constant  mechanical  action  at  work  at 
that  point,  and  by  the  proximity  of  the  locality  where  the  water  was 
taken  to  a  common  sewer  which  is  there  discharged  into  the  river, 
and  where  a  disgusting  outflow  continually  occurs.    The  nature  of 
the  mechanical  deposit  falls  to  be  described  in  the  microscopical 
report.^    It  is  sufiicient  here  to  refer  briefly  to  its  chemical  relations, 
premising  that  when  magnified  it  presents  the  aspect  of  clouds  of 
green  organism,  amid  -which  lively  animal  motions  can  be  discri- 
minated.   The  February  deposit  at  Greenwich,  Table  I.,  when 
dried  in  the  open  air,  yielded  abov'e  a  fifth  of  its  weight  of  organic 
matter,  while  in  March  the  proportion  was  under  a  seventh ;  a  large 
amount  of  the  organic  matter  is  in  intimate  union  with  the  siliceous 
constituent  of  the  diatomaceous  beings  which  abound  in  the  Thames 
waters.   These  bodies,  when  incinerated,  undergo  but  a  slight  change 
in  configuration,  and  leav|  siliceous  shields,  the  framework  of  their 
organisms.    The  proportion  of  organic  matter  present  in  these  beings 
13  12  per  cent.,  the  siliceous  shields  forming  the  remaining  88  per 
cent,  according  to  my  usual  results.    A  certain  quantity  of  mud,  and 
often  of  feculent  matter,  is  intermingled  with  the  organisms,  derived 
either  from  matter  accompanying  the  water  which  has  not  yet  sub- 
sided, or  brought  up  from  the  bottom  by  the  numerous  mechanical 
agents  unceasingly  astir  in  the  river  ;  but  the  diatomacetB,  as  found 
m  the  1  haraes,  when  carefully  washed  free  from  the  mud  and  organic 
matter  which  usually  accompanies  them,  yield  on  calcination  a  reddish 
^liceous  ash,  indicative  of  the  presence  of  iron  in  their  constitution. 
These  general  data  being  premised  in  relation  to  the  chemical  con- 
stitution of  the  river,  as  it  flows  through  the  metropolis,  and  as  it 
exists  in  the  neighbourhood  of  the  localities  where  two  of  the  com- 
panies (Southwark  and  Vauxhall  company  and  the  Chelsea  com- 
pany) abstract  their  supply  for  the  use  of  large  portions  of  the 
population  m  the  western  and  southern  districts  of  London,  the 
conditions  of  the  waters  as  occurring  in  houses  will  be  more  readily 
conaprehended,  and  discrepancies  between  the  present  and  former 
analyses  sufficiently  explained. 

Metropolitan  Water  Companies. 

The  map  published  by  the  Board  of  Health  exhibits  the  districts 
deriving  their  water  from  the  respective  water  companies.  The  fol- 
lowing table  affords  a  view  of  the  amount  of  water  supplied  by  each 
company  daily  m  1853. 
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Thames  Water. 


Gallons  pumped 
daily. 

Ilouses,  &c. 
supplied. 

I>iimboth  -       -  - 
Grand  Junction 
West  Midaioscx 
Chelsea  - 

Southwark  &  Vauxball 

.5,603,000 
.5.115,675 
5,000,606 
5,632,000 
7,287,289 

26,107 
16,019 
24,404 
24,729 
40,046 

xo[<ii  waicr  ironi.  ) 
the  Thames     -  / 

28,638,570 

131,305 

Other 

COMrANIES. 

Gallons  pumped 
daily. 

Houses,  &c. 
supplied. 

New  River 
East  London  - 
Kent 

Hampstead 

17,537,396 
1 1,990,989 
1,840,097 
607,368 

90,924 
63,605 
14,594 
5,454 

Total 

31,975,850 

174,577 

Total   daily    supply  \ 
from  all  sources    -  J 

60,614,420 

305,882 

But  tlie  subsequent  analyses  show  that  these  waters  contain  a  con- 
siderable amount  of  solid  inorganic  and  organic  matter.  Eeckoning 
the  mean  solid  matter  in  a  gallon  at  27*5  gi-ains,  the  total  solids 
pumped  by  the  v.-ater  companies  daily  amount  to  238,128  pounds 
■avoirdupois,  or  TO  ounces  to  each  inhabitant  of  2,000,000.  The 
I  amount  of  organic  matter  in  the  daily  water  supply  at  3'07  grains  per 
gallon  averages  26,458  pounds  daily. 

1.  Lambeth  Company. — The  highest  point  at  which  water  is  taken 
from  the  river  is  at  Thames  Ditton,  to  the  neighbourhood  of  which, 
after  the  lapse  of  a  short  period,  all  the  waterworks  of  the  Thames 
are  to  be  trausfen-ed.  In  Tables  II.  and  IX.  Lambeth  water  is  placed 
first,  as  being  derived  from  a  point  nearer  than  any  of  the  companies 
to  the  source  of  the  river,  and  hence  containing  a  less  amount  of  total 
impurity  than  is  characteristic  of  the  water  taken  at  a  lower  point  in 

■  the  river's  course  to  the  ocean.  This  company  supplies  Lambeth  and 
Brixton,  &c. 

2.  Grand  Junction  Company. — This  company  derives  its  water 
from  the  Thames  at  Brentford,  and  is  distributed  towards  Paddington 
and  Westminster. 

3.  West  Middlesex  Company. — Descending  tlie  river  the  works  of 
this  Company  are  reached  at  Barnes,  from  whence  it  is  distributed  to 
Hammersmith,  Marylcbonc,  and  the  Regent's  Park,  &c. 

4.  Chelsea  Company  di'nws  its  supply  from  the  river  on  tlic  north 


181 


side  opposite  to  Battersea,  and  is  distributed  to  Chelsea,  Westminster, 
and  the  neighbourhood  of  St,  James's  and  Plyde  Parks.  The  source 
of  tliis  water,  as  is  obvious  from  the  experiments  detailed  in  this 
report  in  reference  to  the  state  of  the  river  at  high  and  low  water. 
Table  I.,  is  thoroughly  under  the  influence  of  the  tidal  wave. 

5.  Soutluoark  and  Vauxhall  Company. — This  waterwork,  which  is 
situated  opposite  to  the  Chelsea  works,  supplies  Vauxhall,  Claphara, 
Wandsworth,  and  Southwark. 

6.  Neio  River  Company. — The  water  of  this  Company  is  derived 
from  the  river  Lea  above  Ware,  and  a  variety  of  springs  and  wells 
partly  discharged  into  the  river. 

7.  East  London  Company. — The  supply  of  this  Company  is  de- 
rived from  the  river  Lea  at  Lea-bridge  and  above  Tottenham. 

8.  Kent  Company. — This  water  is  abstracted  from  the  Ravens- 
bourne  below  Lewisham,  and  is  distributed  to  Deptford,  Greenwich, 
and  Woolwich. 

9.  Hampstead  Company. — The  supply  is  taken  from  springs  at 
Hampstead  and  two  artesian  wells. 

The  object  of  the  present  chemical  investigation  being  to  determine 
with  minuteness  the  composition  of  the  waters  used  by  the  unfor- 
tunate individuals  who  had  sunk  under  the  influence  of  the  epidemic, 
the  specimens  were  generally  taken  from  hovises  where  the  disease 
had  numbered  its  victims.  Many  of  the  samples  were  taken  in 
company  with  Dr.  Hassall,  whose  mi^yoscopical  examinations  will,  f, 
therefore,  correspond  in  many  instances  with  the  specimens  analysed  i_ 
in  this  report.* 

Of  all  these  waters  it  may  be  generally  premised,  in  reference  to,, 
the  present  investigation,  that  they  were  characterized  by  the  forma-.  - 
tion  of  a  deposit  on  standing,  consisting  principally  of  vegetable.  . 
organisms  mixed  with  abundance  of  animal  life,  when  examined  witli'! 
mica-oscopical  assistance.    Usually,  however,  in  the  Thames  waters,  , 
on  the  scale  of  analysis  which  is  commonly  limited,  the  application  of 
the  balance  was  inadmissible  for  the  quantitative  discrimination  of  the,! 
mechanical  residue.    This  remark  does  not  apply  so  much  to  water 
extracted  from  cisterns,  where  the  mechanical  deposit  can  be  often'r;' 
weighed,  particularly  during  floods,  but  to  water  flowing  in  the 
distributing  pipes.    By  the  examination  of  the  waters  in  both  cir-., 
cumstauces   satisfactory  evidence   has   been  obtained   that  living.  ', 
growths  exist  in  the  waters  supplied  to  the  metropolis  in  the 
interval  between  the  filter  and  the  consumer,  and,  therefore  beyond  / 
the  influence  of  engineering  talent  to  check  or  stay  by  the  prescAt  . 
arrangements.    The  conclusion  seems  inevitable  that  the  waters  of:^ 
the  Thames,  even  when  purified  as  we  may  expect  by  the  mpst.. 
delicate  and  refined  adaptations  of  modern  mechanism^  still  retain  iri ' 
their  chemical  constitution  a  condition  which  renders  them  fertile 
creative  sources  of  vegetable  and  animal  life.  'J^l^ 

 .  r      i    ::'  i     r'.;  ■      ,  .  '.  ,   

*  Other  specimens  wero  collected  by  my  assistant,  Mr.  Walker,  and  others  were  forr 
warded  by  the  Board  of  Health.— See  Dr.  Ilassali's  report.    Tor  unremitting  aid  in  the  ' 
pfosecution  of  this  inquiry,  I  am  indebted  to  mv  assistants,  Messrs.  David  Walker  and 
Jijanes  Napier.    loHu  vd)  vMd'ir  gtri'it  11;:  ;.i-vt>=i  Ir.r.  ci!.l.«!al> 
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Districts  supplied  hy  the  Lamhcth  and  the  Souihwark  and  Vauxhall 

Coriipuiiics. 

The  first  district  investigated  was  that  of  Lambeth,  under  the 
guidance  of  Mr.  Mears,  the  district  registrar,  on  the  5th  of  Septem- 
ber, where  the  disease  broke  out  and  spread  with  great  virulence. 
The  groups  of  spectators  encountered  in  the  streets,  conjoined  with 
the  mournful  preparations  that  met  the  eye,  spoke  more  powerfully 
than  language,  of  the  fell  work  of  the  destroyer.  But  the  hospitable 
nature  of  the  reception  experienced  by  the  deputation,  and  the 
hopeful  anxiety  depicted  on  the  countenances  of  the  parties  visited, 
indicated  expressively  the  gratitude  of  the  people  for  the  desire 
exhibited  by  Government  to  mitigate  the  bitterness  of  their  suffer- 
ings. 

This  district  is  supplied  with  water  from  two  sources,  the  Lambeth 
Company  deriving  their  supply  from  Thames  Ditton,  above  the 
influence  of  the  London  sewage  and  tide  flow,  and  the  Southwark 
and  Vauxhall  Company,  abstracting  their  water  from  a  part  of  the 
river  where  both  of  the  causes  of  contamination  mentioned  are  in  full 
operation,  as  is  demonstrated  by  Table  I.  and  Diagram  A.  In 
several  instances  the  names  of  the  companies  supplying  houses  were 
erroneously  communicated  on  the  spot,  but  no  difliculty  was  ex- 
perienced in  correcting  the  inaccurate  information  by  the  chemical 
analysis  of  the  waters,  as  will  be  obvious  by  an  inspection  of  the 
data.  Tables  IL,  IV.,  IX.,  Diagrams  B.,  C",  D.,  expressive  of  the 
relative  impurity  and  of  their  peculiar  composition. 

In  considering  the  relative  impurities  of  the  water  supplied 
to  the  Surrey  side  of  the  metropolis  by  these  two  companies,  it 
is  to  be  borne  in  mind  that  much  of  the  district  at  present  referred 
to  is  under  the  level  of  the  river,  rendering  it  thus  liable  to  the 
gravitation  of  some  sedimentary  matter  in  the  pipes,  which  would 
be  less  likely  to  occur  under  an  ascending  tendency  of  the  current 
of  distribution.  As  this  influence  operates  on  the  organization  of 
both  companies,  it  may  be  viewed  as  a  constant  quantity  to  be  added 
or  subtracted  from  each  supply,  but  increasing  in  a  direct  ratio  with 
the  mechanical  impurity  of  each  particular  water  at  its  source.  It  is 
certain,  that  during  the  period  of  the  present  investigation,  water, 
whether  drawn  from  cisterns  or  pipes  of  the  Lambeth  or  Southwark 
Companies,  always  yielded  a  deposit  on  standing,  but  of  largest 
amount  in  the  water  of  the  latter  company.  F roni  Diagrams  B.  and 
C,  the  relative  mean  total  and  organic  impurities  of  the  two  waters 
are  rendered  visible  to  the  eye,  Avhile  in  tables  II.,  IV.,  and  IX.,  the 
details  of  these  results  as  derived  from  various  houses  where  the 
epidemic  occurred,  together  with  the  number  of  deaths  in  each,  are 
represented  in  parallel  columns.  From  these  data  it  appears  that 
in  nine  houses  in  Lambeth  and  Walworth,  where  14  deaths  Avere 
occasioned  by  the  epidemic,  the  mean  total  impurity  (distilled  water 
being  0°)  in  the  Lambeth  Company's  water  Avas  13-37  degrees 
(each  degree  being  equal  to  one  grain  per  gallon),  the  organic 
impurity  being  1'43  degrees;  while  in  an  equal  number  of  houses 
supplied  by  the  Southwark  and  Vauxhall  Companies,  Avhere  16 
deaths  and  seven  cases  (still  living  when  the  water  was  taken) 
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occurred,  tlie  mean  number  of  degrees  of  total  impurity  of  tlie  water 
was  46'09j  and  the  mean  organic  impurity  was  4-11  degrees.  These 
data  are  not  to  be  understood  as  affording  a  type  of  the  relative 
mortality  in  the  house  supplied  by  the  two  companies;  the  houses 
having  been  indiscriminately  entered  during  the  prevalence  of  the 
cholera,  rather  with  the  object  of  convenience  at  the  time  than  with 
any  idea  of  selection.  They,  however,  demonstrate,  both  as  respects 
total  and  organic  impurity,  that  the  Southwark  and  Vauxhall  Com- 
pany afforded  a  necessary  of  life  to  the  houses  visited,  which  "was 
three  times  more  impure  than  that  which  was  derived  from  the 
Lambeth  Company's  waterworks.  These  observations  apply  to  the 
relative  amount  of  foreign  matters  present  in  the  several  waters ;  but 
when  we  investigate  the  details  of  these  total  impurities,  we  shall 
also  be  enabled  to  detect  cliaracteristic  distinctions  (Table  IX.  *) ;  for 
Avhile  ten  substances  are  common  to  the  constituents  of  the  two 
waters,  there  is  one  ingredient,  chloride  of  calcium,  which  is 
absent  from  the  Lambeth  water,  while  two,  nitrate  of  lime 
and  carbonate  of  ammonia,  largely  predominate  in  the  Southwark 
over  the  amount  of  the  same  bodies  detectable  in  the  Lambeth 
Avatei-.  In  the  Lambeth  water  the  total  amount  of  residue  in- 
soluble in  water  is  12-245  grains  per  gallon,  and  that  of  the 
salts  soluble  in  water  3-585,  the  soluble  matter  existing  in  the 
ratio  to  the  insoluble  matter  of  1  to  3-41.  But  in  the  Southwark 
water  the  ratio  is  reversed,  for  while  the  proportion  of  total  Lambeth 
to  total  Southwark  salts  is  as  1  to  2 -4,  or  nearly  twice  and  a  half 
greater,  the  proportion  in  the  Southwark  of  the  insoluble  to  the 
soluble  ingredients  is  1  to  2-19.  The  usual  characteristic  of  Euro- 
pean rivers  is  the  predominance  in  their  composition  of  earthy  salts, 
which  are  insoluble  in  Avater  under  ordinary  circumstances.  In  the 
Rhine  the  insoluble  salts  are  about  6^  times  greater  than  the  soluble 
ingredients;  while  in  the  Ehone,  the  insoluble  are  double  the 
soluble  salts.  In  the  Clyde,  likewise,  the  ratio  is  as  one  soluble  to 
nearly  two  insoluble  matter.  We  have  thus  supplied  to  us  a 
characteristic  feature  which  enables  us  to  distinguish  a  river  water 
from  one  which  is  contaminated  by  matter  from  foreign  sources. 
The  existence  of  such  a  large  quantity  of  common  salt  in  the  Thames 
water  between  bridges  is  sufficient  to  demonstrate,  as  has  been 
previously  pointed  out,  the  commixture  of  sea  water  with  the  river 
current,  as  one  extensive  cause  of  the  impurity  of  the  Thames  in  this 
part  of  its  course. 

A  peculiarity  which  pertams  to  Thames  water  as  liigh  at  least 
as  Chelsea,  during  the  tidal  flow,  in  common  with  sea  water  and  the 
Avater  of  some  wells,  is  the  property  which  the  saline  residue 
obtamed  by  boiling  away  the  water  possesses  of  fusing  in  the  flame 
of  a  lamp  or  candle.  It  is  sufficient  to  dip  a  moistened  loop  of 
platinum  wire  in  the  residue  of  Thames  water  derived  below  the 
western  hroit  noticed,  when  it  will  be  found  to  fuse  with  f\icility  into 
a  mass,  and  thus  to  afford  a  discriminating  test  from  all  genuine  river 
waters  with  which  we  are  acquainted,  and  certainly  from  all  the 
metropohtan  waters  supplied  by  running  streams. 

By  this  test  it  was  easy  to  distinguish  Lambeth  and  Southwark 
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waters.    This  character  has  been  found  to  hold  during  tlie  four 
months  of  the  continuance  of  this  investigation.    ]}iit  at  certain  periods 
of  low  water,  the  characteristics  of  river  water  may  be  recovered ; 
the  large  amount  of  nitric  acid  and  ammonia  detected  in  the  present 
series  of  analyses,  has  hitherto  been  greatly  under-estimated  in  the 
Southwark  water  ;  particularly  the  ammonia,  whicli  has  been  obtained 
on  sucli  a  scale  and  in  sucl)  abundance  as  to  warrant  the  conclusion  that 
the  influence  of  the  sewer.age  upon  the  chemical  character  of  the  river 
Thames  is  much  more  extensive  and  xxnwholesome  tlian  was  anticipated, 
although  it  points  out  this  water  as  being  admirably  adapted  for  pur- 
poses of  irrigation,  since  the  numbers  given  in  the  table,  which  exhibit 
upwards  of  a  ^  grain  per  gallon  of  ammonia,  and  --jluths  of  a  grain  of 
nitric  acid  per  gallon,  were  obtained  as  an  average  of  many  trials, 
made  after  a  fall  of  rain,  and  do  not  probably  by  any  means 
represent  the  maximum  amount  of  these  substances  present  in  the 
Southwark  water  during  the  driest  season  of  the  yeai-.  Expei'i- 
ments  conducted  on  such  a  scale  that  the  ammonia  condensed  and 
combined  with  sulphuric  acid  yielded,  as  the  product  of  one  opera- 
tion, upwards  of  50  grains  of  sulphate  of  ammonia,  admitted  of  the 
easy  demonatration  of  the  abundance  of  ammonia  in  this  company's 
water.    The  materials  mixed  with  the  water  from  which  the  ammonia 
and  nitric  acid  are  derived,  are  usually  considered  to  be,  in  general 
language,  organic  matter,  which  is  characterised  by  its  containing 
the  nitrogenous  element  for  the  production  of  ammonia.    But  when 
we  investigate  the  nature  of  that  form  of  animal  matter  which  is  dis- 
charged in  great  abundance  into  the  river  from  which  ammonia  can 
with^  the  greatest  facility  be  elicited,  we  are  led  to  the  conclusion 
that  it  is  the  urea  of  urine  which  constitutes  the  most  ready  and  the  pre- 
dominating source  of  this  volatile  compound  ;  and  that  while  ammonia 
is  the  first  stage  of  the  change  of  urea  into  simpler  forms,  nitric  acid 
constitutes  the  second  change,  being  produced  under  the  influence  of 
atmospheric  air,  which  oxidizes  the  ammonia.    Hence  we  find  in 
almostevery  sample  of  Thames  water  the  amount  of  nitric  and  ammonia 
to  vary  considerably,  the  difference  in  proportion  being  probably 
dependent,  in  a  great  degree,  on  the  changeable  nature  of  the  tidal 
obstructions  to  the  outflow  of  the  sewage  ingredients  of  the  river 
water.    It  is  thus  neccisary  to  be  able  to  distinguish  the  source  of 
the  ammonia  and  nitric  acid,  since  these  substances,  when  mixed 
artificially^  in  small  doses  in  drinking  water,  could  scarcely  be  desig- 
nated as  injurious  to  health,  however  objectionable  they  might  be 
considered  as  foreign  bodies  impairing  the  purity  of  water.    But  their 
presence  in  Thames  water  is  indicative  of  the  constant  mixture  with 
the  river  of  the  most  objectionable  of  all  impuritie?,  that  of  animal 
debris  in  various  stages  of  decomposition.    That  the  animal  matter 
brought  down  by  the  sewers  has  not  been  wholly  converted  into  the 
simpler  and  less  noxious  forms  of  ammonia  and  nitric  acid,  is  obvious 
from  the  fact  that  in  several  trials  made  with  Southwark  water, 
nitrogen,  the  usual  characteristic  of  animal  and  its  identical  vegetable 
prototype,  was  invariably  found  to  be  present  in  some  solid  fomfwhich 
was  capable  of  solubility  in  water.    This  is  an  inference  irrespective 
of  the  evidence,  sufficiently  palpable  to  microscopical  observation,  of 
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the  presence  of  muscular  fibre  in  tlie  mechanical  deposit  from  the 
same  waters,  as  first  observed  by  Dr.  Hassall,  which  had  certainly 
formed  a  part  of  the  feculent  matter  derived  from  the  teeming  popu- 
lation of  this  great  metropolis.  The  ammonia  and  nitric  acid  beino- 
viewed  as  the  stages  of  transmutation  of  animal  matter  into  less 
noxious  forms,  it  appears  probable  that  in  the  presence  of  much 
organic  matter  in  waters,  and  of  only  minute  quantities  of  ammonia 
and  nitric  acid,  the  objectionable  character  of  water  may  be  aug- 
mented. 

When  we  tnke  into  consideration  the  facts  that  the  Lambeth  and 
Southwark  Companies  supply  contiguous  houses  throughout  the  same 
district,  that  the  elevation  of  their  sites  in  relation  to  the  river  is 
identical,  that  the  inhabitants  supplied  by  both  Companies  are  exactly 
similarwithregard  to  means,  and  yetthatthe  mortality  in  the  houses  sup- 
plied by  the  Southwark  Company  exceeded  by  nearly  2,000  the  deaths 
that  would  have  occurred,  if  cholera  had  only  been  as  fatal  as  it  was 
in  the  houses  that  derived  their  water  supply  from  the  Lambeth  Com- 
pany CEegis.-Gcn.  Weekly  Eeport,  6th  Dec.  1854),  without  viewing 
the  subject  in  an  extreme  aspect,  it  is  impossible  to  avoid  drawino- 
the  conclusion,  that  the  Southwark  water  must  at  least  have  had  a 
more  predisposing  influence  in  the  production  of  the  disease  than  that 
of  the  Lambeth  Company.  It  does  not  appear  that  sufficient  data 
exist  to  enable  us  to  decide  as  to  the  peculiar  nature  of  the  influence 
in  the  production  of  the  disease  communicated  by  impure  w^ater  to 
the  hmnan  s^-stem.  Whether  it  be  the  seeds  of  the  disease  existing 
m  the  water,  according  to  an  old  and  very  prevalent  oriental  theory^ 
or  whether  by  the  access  of  other  local  and  general  influences  a  pre- 
disposition to  the  lodgment  of  the  epidemic  is  eng'^ndered  in  the 
animal  frame  by  the  use  of  water  tainted  with  organic  matter,  are 
uncertain,  although  it  is  just  possible  that  the  conditions  under  both 
hypotheses,  when  certain  circumstances  prevail,  may  influence  the 
production  and  communication  of  the  epidemic.* 

The  latter  view  seems  most  reconcilable  with  a  general  survey  of 
the  cholera  as  it  occurs  In  diffln-ent  localities  and  climates.  The  facts 
connected  with  the  occurrence  of  cholera  on  river  margins  have  been 
elaborately  urged  by  Dr.  Snow  in  favour  of  the  Indian  theory,  while 
the  same  circumstances  have  been  most  ingeniously  applied  by  another 
theorist  to  the  use  of  autumnal  stores  of  unsound  flour.  The  law  of 
elevation,  however,  estabhshed  by  Dr.  Farr,  takes  cognizance  of  such 
facts  and  affords  a  general  view  of  the  subject.  Exclusive  theories 
are  objectionable  on  the  ground  of  their  overlooking  circumstances  of 
moment,  not  only  in  regard  to  theory  but  even  in  respect  to  the 
practical  management  of  the  disease.  The  oriental  and  farinaceous 
theories  will  receive  the  acquiescence  of  all,  in  so  far  as  they  condemn 
impure  waters  and  decomposing  flour.  There  are  some  instances, 
however,  on  which,  so  far  as  the  evidence  before  us  leads,  the  disease 
appears  to  be  propagated  entirely  by  atmospheric  media.  The  ap- 
pearance of  cholera  in  St.  Kilda  without  any  known  communication 
with  the  main  land,  has  been  cited  by  Dr.  Kobert  Macgregor,  of 

5r,fl»fn°,i'°^  If  ""^^  !°       '"^^/'^"ce  that  a  morbid  organized  poison  cannot  both  act  by 
intestinal  and  by  pulmonary  absorption. 
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Glasgow,  as  one  of  those  otherwise  inexplicable  phenomena.  In 
reference  to  ihc  connexion  of  tainted  atmospheres  with  the  propaga- 
tion of  disease,  the  insufficiency  of  the  drainage  in  the  district  now 
\mder  consideration  could  not  fail  to  be  forcibly  impressed  on  the 
senses  of  the  inijuirer.  In  many  instances  it  was  found  that  no  com- 
nmnication  existed  between  the  houses  and  the  sewers ;  and  frequently 
when  a  house  drain  did  terminate  in  the  sewer,  the  original  cesspool 
remained,  so  that  a  well  of  garbage  and  excrementitious  filth,  ex- 
tending its  domains  in  every  direction  by  infiltration,  constituted  a 
never-failing  source  of  pollution  to  air  and  soil — the  overflow  alone 
escaping  to  the  sewer.  That  the  contents  of  cesspools  permeate  the 
surrounding  media  like  a  sponge,  has  been  abundantly  illustrated  even 
in  the  comparatively  moi-e  healthy  portions  of  the  metropolis,  where 
wells  reeking  with  organic  odours  have  been  chemically  examined 
and  condemned  as  noxious  to  health.  The  water  from  a  well  on  the 
hiU  at  Camberwell,  used  by  a  family  where  much  delicacy  had 
occurred  among  the  inmates,  when  it  reached  the  laboratory  of  St. 
Thomas's  hospital  emitted  a  disgusting  smell  resembling  that  of  putrid 
cabbage  (Table  of  Wells)  and  contained  no  less  than  16 "63  grains  of 
organic  matter,  nitric  acid,  and  ammonia  in  the  gallon.  On  filling 
up  a  cesspool  with  which  the  well  had  previously  been  in  communi- 
cation, after  six  months  interval  it  still  contained  7*26  grains  of  similar 
matter  per  gallon,  although  no  smell  was  perceptible. 

It  might  appear  on  a  cursory  examination  that  the  circumstance 
of  cases  of  cholera  occurring  in  houses  suj)plied  by  the  Lambeth  Com- 
pany militates  against  the  possible  influence  of  impure  water  in  the 
promotion  of  disease.  But  when  it  is  borne  in  mind  that  the  Lam- 
beth water  is  by  no  means  a  pure  form  of  that  fluid,  as  is  obvious  to 
the  eye  in  diagrams  B.  and  C,  representing  the  impurity  of  various 
waters  supplied  in  many  towns  in  England  and  Scotland,  being  from 
a  third  to  a  half  more  impure  than  the  river  Clyde,  which  has  been 
discarded  by  the  inhabitants  of  Glasgow  as  a  proper  source  of  supply, 
and  equally  more  impiu-e  than  the  water  used  in  Paris  from  the  Seine. 
The  water  of  the  Lambeth  Company,  as  has  been  previously  stated, 
is  abstracted  from  the  river  at  Thames  Ditton,  after  it  has  served  as 
a  sewer  for  an  extensive  country,  well  manured  and  studded  with 
towns,  which  are  occupied  by  a  numerous  population,  continually  on 
the  increase.  This  water  was  found  to  contain  '023  grains  of  am- 
monia per  gallon,  which  is  equivalent  to  '064  grains  of  cai-bonate  of 
ammonia ;  a  strongly  presumptive  evidence  of  the  contamination  of 
the  river,  even  at  this  part  of  its  course,  with  organic  matter,  inde- 
pendent of  the  solid  organic  matter  actually  detected  in  a  state  of 
solution  in  the  water.  It  is,  consequently,  a  subject  of  much  regret 
that  the  water  companies  should  have  embai'ked  a  large  additional 
amount  of  capital  in  improving  their  mode  of  supply  exclusively 
from  a  source  of  objectionable  character,  and  subject  to  continually 
augmenting  means  of  deterioration. 

District  supplied  hy  Grand  Junction  and  New  River  Companies. 

On  the  31st  August  and  1st  September  the  epidemic  broke  out 
with  great  virulence  in  the  neighbourhood  of  Golden  Square,  Soho, 
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and  spread  with  a  fatality  scai'cely  exceeded  by  the  mortality  of  the 
plague^,  as  described  by  the  romantic  pen  of  Defoe.    The  number  of 
deaths  from  cliolera  in  this  limited  district  in  six  -weeks  exceeded  600. 
The  fatal  character  of  tlie  disease  on  the  9th  of  September,  when  the 
samples  of  water  were  taken,  had  become  extensively  known,  and 
had  produced  such  alarm  among  the  residents  that  the  greatest  gloom 
pei'vaded  the  locality  from  the  suddenness  and  almost  explosive 
nature  of  the  attacks.    Specimens  of  water  were  taken  from  five 
houses  supplied  by  the  Grand  Junction  Company,  in  which  15  cases 
of  cholera  had  occurred,  and  from  seven  houses  supplied  by  the  New 
River  Company  where  40  cases  of  cholera  and  diarrhcEa  had  prevailed. 
The  pump  water  in  Broad  Street  was  also  preserved  for  examination. 
On  analysis  it  was  soon  evident  that  the  water  supplied  by  the  New 
River  Company  presented  a  remarkable  anomaly,  for  when  subjected 
to  examination  in  1838,  I  did  not  find  the  New  River  water  to  con- 
tain more  than  one  half  the  impurity  which  the  present  specimen 
exhibited.    It  was  therefore  considered  of  importance  to  compare  it 
with  samples  derived  from  the  New  River  Head.    The  results  of  the 
determination  of  the  relative  degrees  of  impurity  in  these  two  ex- 
amples are  illustrated  in  Tables  VI.  and  X.,  where  the  water  from 
the  reservoir  was  found  to  possess  a  mean  of  16-  degrees  of  total 
impurity  and  of  1-51  degrees  of  organic  impm-ity,  while  the  water 
from  the  Soho  district,  supplied  by  the  same  company,  had  a  mean 
total  impurity  of  28-64  degrees,  and  of  organic  impurity  of  1-98. 
That  no  doubt  might  exist  as  to  the  true  source  of  supply,  I  was  em- 
powered by  the  Board  of  Health  to  obtain  the  assistance  of  the  regis- 
trar of  the  district,  to  visit  the  houses  and  see  the  water-rate  receipts. 
This  was  done  in  all  the  houses  said  to  be  supplied  by  the  New  River 
Company.     The  table  has,  therefore,  been  constructed  from  this 
information.    From  the  table  it  will  be  found  that  this  greater  degree 
of  impurity  was  not  confined  to  the  period  of  the  prevalence  of'^the 
epidemic,  but  continued  up  to  the  subsequent  November,  when  it 
was  again  subjected  to  examination,  and  compared  with  water  taken 
from  the  reservoir  at  Sadler's  Wells  on  the  same  day.    It  is,  there- 
fore, demonstrated  that  the  water  professed  to  be  supplied  by  the 
New  River  Company  to  a  portion  of  the  district  examined,  was  totally 
ditFerent  in  its  chemical  character  from  that  contained  in  the  Com- 
pany's reservoir  at  Sadler's  WeUs.    Another  peculiarity,  in  addition 
to  the  much  greater  amount  of  saline  residue,  is  detected  in  the  cha- 
racter of  the  matter  in  solution,  which  renders  it  comparable  with 
Thames  water.    The  salts  were  found  to  be  easily  fusible  when  their 
quantity  greatly  exceeded  that  of  the  reservoir  samples,  and  infusible 
when  they  approximated  the  weight  and  normal  condition  of  the 
usual  water  supplied  by  the  Company.    In  the  Diagram  B.  it  be- 
comes apparent  to  the  eye,  that  the  New  River  water  supplied  to  the 
Soho  district  approaches  the  same  category  of  impure  waters,  as  the 
most  impure  of  the  Thames  waters. 

The  proportion  of  organic  matter  present  in  it,  likewise,  is  in  com- 
parative excess  in  the  relation  of  100  in  the  reservoir  water  to  131  in 
the  water  of  the  Soho  district.  It  was  at  first  suspected  that  the 
water  was  derived  from  the  Thames,  from  which  it  is  understood  that 
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at  one  time  this  company  obtained  a  partial  supply,  but  the  clienilcal 
analysis  rentlered  this  ini])robable  (Table  X.),  irom  the  difiereiice  in 
the  constitution  of  the  saline  ingredients.  These  and  other  circum- 
stances have  led  to  the  inference  that  the  supply  may  be  derived  from 
one  of  the  ninnerous  sources  possessed  by  the  New  River,  before 
being  diluted  with  other  purer  specimens  of  their  waters.  It  deserves 
remark,  too,  that  this  anomaly  in  the  water  could  only  have  been  de- 
tected by  a  minute  chemical  investigation  of  llie  details  connected 
with  the  local  occurrence  of  the  epidemic,  and  supports  the  propriety 
of  the  specific  inquii-y  set  on  foot  by  the  Board  of  Health,  instead  of 
trusting  to  a  general  superficial  survey.* 

The  remaining  houses  examined  derived  their  water  from  the  Grand 
Junction  Company.  It  left  comparatively  a  smaller  amount  of  resi- 
due, but  contained  rather  an  excess  of  organic  matter  (3-78  degrees), 
particularly  when  compared  with  the  amount  present,  1*92  degrees,  in 
November,  as  detailed  in  Table  III.  The  only  other  source  of  water 
in  the  district  is  that  of  wells,  one  of  which,  in  Broad  Street,  when 
examined,  was  found  to  contain  92-06  degrees  of  impurity  or  grains 
per  gallon,  of  which  7*8  were  due  to  organic  matter,  nitric  acid,  and 
ammonia;  but  the  organic  matter  seemed  to  have  but  recently  reached 
its  destination,  since  from  the  absence  of  much  nitric  acid  oxidation 
had  but  slightly  commenced  to  change  its  form.  It  is  scarcely  pos- 
sible to  condemn  in  too  strong  terms  such  a  source  of  supply  of  water 
as  a  shallow  well  in  a  great  city,  which  chemical  and  physical  ex- 
amination universally  proves  to  be  a  pool  of  water  deriving  its  contents 
from  the  oozings  of  fluids  from  cesspools  and  sewers,  mixed  with  rain 
Avater,  and  holding  in  solution  more  or  less  of  all  noxious  soluble  filth 
contained  in  the  soil.  That  cesspools  predominate  to  a  great  extent 
in  this  district  was  ascertained  by  inquiry.  For  notwithstanding  the 
large  amount  of  new  sewerage  lately  completed  in  this  locality,  and 
executed  with  great  skill,  it  does  not  appear  that  the  house  proprie- 
toi's  have  availed  themselves  of  the  advantage  thus  presented  to  them 
of  improving  the  sanitary  condition  of  their  properties  by  carrying  off 
the  house  refuse  into  the  sewers ;  since,  if  1  am  correctly  informed, 
only  a  small  per-centage  of  the  houses  has  any  communication  with 
the  sewers.  When,  too,  drains  have  been  executed,  it  appears  that  in 
many  instances  the  original  cesspools  still  remain,  and  it  is  only  the 
overflow  which  passes  to  the  sewers.  This  is  an  evil  wliich  seems  to 
demand  searching  inquiry,  and  to  be  provided  against  by  stringent 
means,  otherwise  an  immense  expenditure  may  be  incurred  and  talent 
wasted  in  the  construction  of  sewers,  without  any  adequate  advantage 
to  the  health  of  the  community.  The  sewage  water  in  Silver  Street, 
Golden  Square,  v/hen  examined,  was  found  to  hold  in  suspension 
much  organic  matter,  and  to  leave  a  residue  by  evaporation  of  88 '68 
degrees  or  grains  per  gallon,  of  which  26'88  consisted  of  organic 
matter.  The  fluid  contents  of  the  sewer  in  Peter  Street  gave 
48  98  grains  of  residue  per  gallon  and  4*8  grains  of  organic  matter. 


*  I  have  since  been  informed  by  Mr.  Mylne,  engineer  of  the  New  River  Company, 
that  this  district  is  supplied  from  two  sources,  the  New  River  head,  and  a  well  in  the 
northern  part  of  the  metropolis.  Their  intermixture  by  lateral  communication  explains 
the  variable  conditions  of  the  Soho  district  water  in  the  table. 
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while  in  Husband  Street  it  was  found  to  yield  58-6  grains  of  residue 
including  6  04  grains  of  organic  matter.  The  fluids  possessed  a  most 
abominable  odour,  and  decomposed  or  fermented  most  extensively 
when  preserved  in  close  vessels,  sulphuretted  hydrogen  constituting  a 
part  of  the  gaseous  exhalations.  It  is  a  circumstance  of  some  moment 
that  during  several  years  connexion  with  the  Blenheim  Street  Dis- 
pensary, to  which  charity  I  acted  as  physician,  (and  of  which  I  was 
one  of  the  founders  in  1836,1  a  large  number  of  patients  came  from 
this  locality  affected  with  epidemics  and  diseases  indicative  of  a  low 
state  of  cleanliness  and  civilization. 

Water  supplied  hy  the  Chelsea  Company, 

In  the  district  of  Chelsea,  particularly  in  the  southern  part,  cholera 
prevailed  to  some  extent.    The  mortality  being  60  per  10,000  in- 
habitants, a  fatality  very  considerably  in  excess  of  the  mean  (45  per 
10,000)  of  the  western  metropolitan  districts.    Water  was  collected 
from  four  houses,  in  which  12  deaths  and  seven  additional  cases  of 
cholera  had  occurred.    These  waters,  which  were  all  supplied  by  the 
Chelsea  Water  Company,  were  proved  by  analysis  to  have  a  very  liigh 
standard  of  impurity,  the  mean  degrees  of  impurity  being  60-]  7, 
(Tables  V-.  and  IX.),  the  maximum  impurity  being  65  66,  and  the 
minimum  504  degrees.    The  average  thus  obtained  is  much  above 
the  mean  of  the  Southwai-k  and  Vauxhall  Company's  water  ;  but  the 
circumstance  that  it  is  derived  from  a  more  limited  series  of  data  must 
be  taken  into  consideration;  although  the  fact  remains  intact  that  the 
average  impurity  of  Chelsea  Water  in  cholera  houses  greatly  exceeded 
that  on  the  Surrey  side  of  the  River  under  similar  circumstances. 
The  mean  of  organic  impurity  is  also  decidedly  greater  in  the  Chelsea 
water,  5-41  degrees,  than  in  the  Southwark  water,  4-38  degrees.  To 
determine  if  the  impurity  of  the  Chelsea  Water  remained  permanent, 
a  specimen  of  water  was  examined  from  one  of  the  same  cholera 
houses,  long  after  the  cholera  had  disappeared  from  the  neiglibourhood 
(8th  December),  when  it  was  ascertained  to  be  36-96  degrees,  approxi- 
mating to  that  of  the  Southwark  Company,  38-72  degrees  in  Sep- 
tember, during  the  prevalence  of  the  epidemic  in  the  Lambeth  dis- 
trict.   But  the  data  supplied  by  Table  I.,  diagram  A.,  of  the  variable 
composition  of  the  Thames  water  at  the  sources  from  which  the  South- 
Avark  and  the  Chelsea  Companies  are  derived,  sufficiently  attest  the 
dependence  of  the  chemical  results  upon  the  condition  of  the  tide  at 
the  time  during  Avhich  the  water  is  abstracted  from  the  river,  and 
likewise  demonstrate  that  neither  of  these  Avatcrs  is  always  drawn 
when  tlie  river  is  in  its  most  favourable  sanitary  condition.    The  great 
discrepancy  between  the  mortality  in  the  Southwark  and  Chelsea  dis- 
tricts, notwith stand in,g  the  greater  impurity  of  the  Chelsea  water, 
shows  that  the  condition  of  the  population  in  regard  ta  drainage  and 
physical  conformation,  must  be  regarded  as  well  as  the  water  in  con- 
nexion with  the  epidemic. 

Districts  supplied  hy  East  London,  Kent,  and  Hampstcad  Companies. 

The  water  supplied  by  these  companies  possessed  respectively  the 
following  degrees  of  Impurity,  viz.,— East  London,  18-3  total  degrees 
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of  impurity;  organic  impurity,  1-97;  Kent  water,  17  76  total  impu- 
rity; 1-06  organic  impurity;  Hampstead,  24-22  total  impurity; 
3-88  organic  impurity.  The  East  London  alone  was  taken  from 
houses  in  which  cholera  had  occurred.  The  greater  tendency  to  the 
production  of  animalcules  in  the  water  of  open  exposed  streams  or 
canals,  places  certain  springs  which  arc  not  liable  to  lateral  infiltra- 
tion of  impurities  in  a  more  favourable  position,  as  far  as  the  pecu- 
liarity of  the  ingredients  is  concerned,  although  they  possess  the 
disadvantage  of  exceeding  in  total  impurity.  So  far  as  the  water 
could  have  any  influence  in  the  production  or  propagation  of  cholera, 
the  Hampstead  water  contrasts  favourably  with  the  East  London  and 
Kent  districts,  for  while  in  the  Hampstead  district  the  mortality  was 
only  12  per  10,000  in  15  weeks,  that  of  the  East  London  in  Bow 
and  Poplar  was  42  per  10,000,  and  that  of  the  Kent  a  mean  of  48 
per  10,000.  The  greater  mortality  in  the  Deptford  and  Rotherhithe 
districts  is  probably  referable  to  the  low  position  in  reference  to  the 
river  (+4  feet,  and  below  the  river  level),  and  to  the  contamination 
of  the  air  by  the  noxious  exhalations  emanating  from  an  imperfect 
drainage.  The  marshy  condition  of  the  river  side  downwards  is  un- 
doubted while  the  stagnating  debris  of  a  large  population  cannot  fail 
to  act  prejudicially  to  human  life.  The  influence  of  want  of  drain- 
age, and  the  accumulation  of  organic  fluids,  is  well  illustrated  in 
Ihe  Plumstead  marshes,  where  stagnating  waters,  disgusting  from  their 
noxious  odours  contain  above  102  degrees  of  impurity,  and  20  degrees 
of  organic  impurity,  which  is  accompanied  with  nitric  acid  and 
ammonia,  all  symptoms  of  the  presence  of  putrefying  animal  matter. 
To  form  a  faint  notion  of  the  unhealthy  position  of  those  parts  of 
London  placed  beside  the  river,  and  beneath  its  level,  we  have  only 
to  imagine  a  town  built  on  the  Plumstead  marshes,  its  subsoil 
thoroughly  impregnated  with  decomposing  organic  matter,  and  deriv- 
ing a  plentiful  accession  of  additional  filth  from  the  continually  in- 
creasing deposition  of  debi'is  from  animal  life. 

ROBEET  DUNDAS  THOMSON,  M.D. 

London,  St.  Thomas's  Hospital, 
I5th  Jan.  1855. 
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Report  on  the  Chemical  Composition  of  some  London  and 

Provincial  Wells. 


_  Having  taken  no  inconsiderable  share  in  pointing  out  the  objec- 
tionable nature  of  well  waters  in  towns  for  domestic  use,  it  may  be 
premised  that  my  attention  was  especially  drawn  in  1845  to  the 
detection  of  nitric  acid  in  them  and  in  other  waters  by  Baron  Liebio-, 
who  had  many  years  previously  directed  much  attention  to  the  sub- 
ject.   In  1751  Margraf,  of  Berlin,  had  obtained  nitric  acid  in  the 
wells  of  that  city,  but  was  unable  to  detect  it  in  country  wells.  In 
1825  Liebig  confirmed  the  experiments  of  the  Prussian  chemist 
and  traced  the  ongm  of  the  nitric  acid  to  the  organic  matter  of  towns 
baussure  m  the  beginning  of  the  century  detected  ammonia  in  the 
atmosphere,  while  Dabit  obtained  it  in  the  distillation  of  river  water 
in  1805.    In  1845  I  happened  to  be  engaged  in  examining  many  of 
the  tributaries  of  the  river  Clyde,  for  the  purpose  of  fixino-  on  a 
px-oper  source  of  supply  for  the  city  of  Glasgow.    Professor  Liebiff 
who  visited  me  during  the  period,  suggested  the  propriety  of  testino- 
the  waters  for  nitric  acid,  but  having  failed  in  discoverino-  it  in  run- 
ning streams  near  their  source,  on  the  scale  of  analysis°to  which  I 
was  necessarily  conBned,  I  tried  for  it  in  the  Glasgow  well  waters 
with  completely  successful  results,  and  ascertained  that  nitric  acid 
occupied  a  much  more  prominent  position  in  the  constitution  of  these 
waters  than  cou  d  have  been  anticipated  from  any  researches  pre- 
viously made  pubhc  on  the  subject.    In  1847  it  was  proposed  by 
some  parties  m  Glasgow,  from  benevolent  motives,  to  sink  new  wells 
m  that  city,  m  order  that  the  working  classes  might  have  a  plentiful 
supply  of  water  gratuitously,  and  a  considerable  sum  of  money  was 
upon  the  point  of  being  expended  by  the  Town  Council  on  this 
object     But  on  the  facts  being  laid  before  them  as  to  the  impurity 
ot  well  waters,  the  project  was  speedily  abandoned.    The  report 
made  to  the  Council  on  the  constitution  of  the  wells  was  published 
by  them,  and  drew  the  attention  of  other  towns  to  the  presence  of 
human  excretions  m  we  1  waters.    Table  XV.  contains  the  results 
of  the  examination  of  the  total  degrees  of  impurity  of  18  Glaso-ow 
rfil°'  f?'  "^'^  ''^'^^  amounted  to  not  less  than 

99-5  to  14-9  In  the  beginning  of  1850  the  coloration  of  Liver- 
pool requested  me  to  examine  the  wells  of  that  citV,  from  which  the 
whole  vvater  supply  of  the  inhabitants  was  derived.  In  the  waters  of 
f-V  examined  nitric  acid  Avas  readily  detected.  Table  XV. 

likewise  affords  a  view  of  the  total  degrees  of  impurity  in  these  wells. 
In  the  case  of  the  most  impure  of  the  Liverpool  wells,  which  is  situ- 
ated at  a  distance  ot  1  060  yards  from  the  Eiver  Mersey,  the  water 
when  I  visited  it  tasted  quite  brackish  and  was  unfit  for  drinking,  but 
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I  was  assuvcJ  by  the  workmen  on  the  premises  in  wliicb  the  well  is 
sunk  that  they  used  it  as  a  beverage  a  few  years  anterior  to  my  visit. 
Th's  and  other  facts  have  shown  that  in  a  pervious  soil  the  removal 
of  surface  water  from  it  by  pumping  leads  to  lateral  permeation  by 
the  tide  to  replace  the  water  thus  withdrawn  from  between  the  par- 
ticles of  tlie  soil  in  which  it  was  contained :  and  that  in  pro])ortion  to 
the  rapidity  with  which  the  Avell  water  is  abstracted,  so  is  tlie  influence 
of  the  tidal  current  detected  in  the  well  waters.    It  is  almost  unne- 
cessary to  remark,  that  when  water  can  be  thus  ])roved  to  ])ermeate  a 
soil  laterally  for  the  distance  of  1,000  yards,  still  less  difficulty  will  be 
experienced  in  the  filtration  of  noxious  fluids  from  more  approximate 
sources  of  impurity,  such  as  cesspools,  &c. ;  and  it  will  then  be  under- 
stood that  city  wells  are,  practically,  reservoirs  into  which  all  soluble 
siu-f^ice  nuisances  drain.    The  variable  nature  of  the  chemical  com- 
position (Table  XII.)  of  London  wells,  proves  that  the  ingredients  of 
the  same  wells  at  different  periods  vary  to  a  very  considerable  extent. 
Thus,  Aldgate  pump,  in  January,  was  characterized  by  49-12°  of  total 
impurity,  and  13-94°  of  organic  impurity,  while  in  Febmary  these 
numbers  vv-ere  respectively  44-64°  and  6-3°.  The  remarkable  impurity 
of  the  Putney  wells,  180-4°  and  101-3°  of  total  impurity,  and  respec- 
tively 16°  and  14°  of  organic  impurity,  is  sufficient  to  indicate  the 
proximity  of  some  noxious  sources  of  contamination  which  render 
the  waters  unfit  for  animal  consumption.    That  the  use  of  such 
infusions  of  filth  by  the  population  is  not  instantly  followed  by 
death,  is  undoubtedly  the  cause  of  perseverance  in  much  inatten- 
tion to  hygienic  foresight.     But  experience  must  point  out  to  us 
that,  even  reasoning  on  the  theory  of  probabilities,  a  pure  beverage 
is  less  likely  to  prove  unhealthy  than  one  which  contains  in  solution 
the  most  naturally  disgusting  and  unwholesome  of  all  matter  to 
human  being?,  viz.,  the  excretions  from  their  own  bodies.    To  the 
chemical  physiologist,  it  is  impossible  to  view  the  employment  of 
such  beverages  otherwise  than  as  an  infringement  of  sanitary  laws, 
and  therefore  as  liable  to  natural  punisliment.    It  has  been  correctly 
observed,  "  that  such  and  such  miseries  naturally  follow  such  and 
"  such  actions  of  imprudence  and  wilfulness,  as  well  as  actions  more 
"  commonly  and  more  distinctly  considci'cd  as  vicious ;"  and,  "  that 
"  thouo-h  we  may  imagine  a  constitution  of  nature  in  which  these  natural 

punishments,  which  are  in  fact  to  follow,  would  follow  immediately 
"  upon  such  actions  being  done,  or  very  soon  after,  we  find,  on  the 
"  contrg.ry,  in  our  world,  that  they  arc  often  delayed  a  great  while, 
"  sometimes  even  till  long  after  the  actions  occasioning  them  are 

forgot."  (Butler's  Analogy,  chap,  ii.)  The  terms  sprint/s  and 
spring  loaters,  by  which  these  filthy  infusions  arc  often  designated, 
seem  to  modify  in  some  measui-c  their  impurity,  by  throwing  a  rustic 
halo  around  them,  and  assimilating  them  in  language,  though  in  woi'ds 
alone,  to  their  purer  prototypes,  which  arc  situated  at  a  distance 
from  liability  to  noxious  impregnation.  This  would  be  found  to  be 
the  great  obstacle  to  the  success  of  the  attempt  to  supersede  the  use 
of  impure  well  waters  by  the  more  healthy  supplies.  Voluntary 
recommendation  seems  to  have  failed  in  causing  these  sources  to  be 
abandoned,  and  therefore  we  must  look  to  the  more  stringent  means 
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of  sbuttincr  up  waters  of  such  an  impure  nature,  and  all  other  simUar 
objectionable  articles  of  food,  on  the  score  of  regard  to  the  health 
of  the  least  protected  portion  of  the  community.    It  must  be  viewed 
at  least  as  a  striking  coincidence,  that  the  cities  of  Liverpool  and 
Glasgow,  in  which  well  waters  are  very  extensively  employed  by  the 
population,  are  precisely  the  localities  Avhere  cholera  has  assumed  its 
most  fotal  phase ;  and  it  is  not  probable,  when  experience  points  out 
the  un acquaintance  among  the  more  educated  classes  with  the  im- 
purities of  human  food,  that  the  more  illiterate  class  should  cease  to 
employ  tainted  waters  so  long  as  wells  are  open  gratuitously  for 
their  use.    The  legislature  would  confer  great  benefits  on  health  by 
causing  the  poor  to  be  freely  supplied  with  Avater  from  the  purest 
sources  by  means  of  a  house  rate  or  some  similar  provision. 
_  When  Newcastle  was  visited  in  1853  by  a  remarkably  fatal  inva- 
sion of  cholera,  the  coincidence  of  the  occurrence  of  the  disease  with 
the  use  of  impure  Avater  from  the  Eiver  Tyne,  formed  a  striking  fact 
m  the  history  of  the  epidemic.    The  local  statement  which  was 
made  at  the  time,  that  the  troops  in  the  barracks,  who  were  said  to 
he  supphed  with  pure  spring  water,  and  were  severely  attacked  by 
cholera,  seemed  deserving  of  investigation  in  its  chemical  relations. 
Un  the  outbreak  of  the  disease  I  examined  the  Avater  of  the  river  for 
the  Board  of  Health,  taken  from  the  point  at  which  it  was  pumped 
by  the  Water  Company  from  the  Tyne  at  Elswick  two  or  three 
hours  after  loAv  water,  and  found  it  to  be  characterised  by  15-662 
degrees  of  total  impurity,  of  which  4-5°  Avere  due  to  mechanical  im- 
purity,_  2-68°  to  organic  impurity  in  solution,  the  remaining  8-48° 
consisting  of  inorganic  impurity.    The  data  wliich  have  been  supplied 
in  reference  to  the  condition  of  the  River  Thames  (Table  I  Dia- 
gram A.)  are  sufficient  to  indicate  the  relative  impurity  of  river 
water  influenced  by  town  sewage  at  high  and  low  states  of  the  tide. 
Ihe  constitution  of  the  Tyne  is  not  therefore  here  represented  in  its 
most  exceptional  condition.     On   the   contrary,   reasoning  from 
analogy,  we  should  infer  that  it  was  neariy  in  its  purest  foim.  To 
ascertain  whether  the  statement  made  was  correct,  that  the  spring 
water  used  by  the  military  was  pure,  a  quantity  was  sent  to  me  for 
analysis ;  upon  examination  it  was  found  to  possess  100-56  decrees  of 
impurity  (or  grains  of  foreign  matter  per  gallon),  of  which  15-052° 
were  due  to  organic  impurity,  including  abundance  of  nitric  acid, 
and  85-5    of  inorganic  impurity.    It  was  therefore  evident  thai 
the    ateinent  of  the  water  being  pure  and  being  spring  water  was 
a  fa  lacy,  and  that  the  so-called  spring  was  merely  one  of  those 
familiar  wells,  or  pits  as  they  should  be  termed,  Avhich  in  towns 
serve  as  reservoirs  for  the  drainage  of  soluble  surface  filth.  After 
the  termination  of  the  epidemic  at  Newcastle,  it  was  observed 
from  the  returns  that  diarrhoea,  and  not  cholera,  Avas  the  prevail  no- 
disorder  among  the  troops;  and  this  was  used  as  an  argaunent  ifi 
favour  of  the  advantage  o\' pure  spring  water  over  impure  river  water, 

ndvtr  rf  preliminary  symptons  into  the  more 

advanced  stages  of  Asiatic  cholera.  Althougli  these  remarks  a,)ply 
pccuharly  to  shallow_welK_  much  organic  maUer  often  accomp' nle^ 
m  solution  waters  arising  from  great  depths  in  the  form  of  Aitesiau 
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wells.  A  spring  of  this  description  in  the  neighbourhood  of  Glas- 
gow, which  contained  40-5  degrees  of  impurity  or  grains  of  residue 
in  the  gallon,  possessed  nearly  2  per  cent,  of  organic  matter,  which 
was  deposited  in  such  quantities  in  pipes  through  which  it  was  con- 
ducted, on  rising  from  a  sandstone  stratum  at  a  depth  of  above 
1,000  feet,  that  they  speedily  became  choked  up  and  unfit  for  use. 
But  the  amount  of  the  organic  matter  varies  very  considerably 
in  shallow  wells  at  different  times.  The  same  observation  appHes 
to  the  amount  of  impurity  both  organic,  and  inorganic,  as  is  ob- 
servable in  Table  XV.,  where  the  impurity  of  Glasgow  wells  is 
exhibited.  Nos.  6  and  7  indicate  for  the  same  well  in  two  consecu- 
tive months  58-84°  and  66-2°,  and  Nos.  13  and  14  likewise  another 
well  in  succeeding  months  50-64°  and  43-24°.  In  the  Liverpool 
wells,  too,  where  the  water  has  less  time  to  accumulate  and  concen- 
trate'saline  matter,  in  consequence  of  the  town  supply  being  derived 
entirely  from  them,  we  observe  Nos.  9  and  10,  Table  XV.,  that 
Bevington  Bush  in  January  contained  48-63°  of  impurity,  and  in 
February  45-90°.  These  results,  therefore,  agree  Avith  the  previous 
remarks  which  have  been  made  in  this  report  as  to  the  variable 
character  of  the  constitution  of  the  London  shallow  wells.  But  these 
conditions  of  the  shallow  wells  seem  to  afford  a  striking  contrast  with 
the  waters  of  Plumstead  and  Watford,  Nos.  14  and  16,  Table  XIV., 
derived  from  fissures  in  the  chalk,  which  appear  to  retain  a  steady 
composition,  thus  showing  that  they  are  not  _  subject  to  sudden 
mixture  with  impurities,  but  that  their  source  is  rain-water,  which 
permeates  slowly  and  regularly  to  a  great  depth,  strata  which  yield 
up  to  each  successive  portion  of  water,  as  it  descends,  the  sarne 
soluble  ingredients.  Thus,  I  found  the  Watford  water  to  contain 
22-4°  of  impurity,  a  number  identical  with  that  obtained  by  the 
Commissioners  in  1851.  This  character  of  stabihty  is  one  of  the 
most  important  in  reference  to  an  article  of  human  consumption, 
since  an  alteration  in  the  amount  or  variety  of  the  materials  dissolved 
in  water  must  always  indicate  its  connexion  with  some  uncertain 
source  of  supply,  and  therefore  a  liability  to  contamination  by 
unknown  impurities.  Well  water  derived  from  a  considerable  depth 
is  usually  cool  and  clear  in  summer,  and  it  is  from  these  characters 
that  in  London  it  is  chiefly  valued.  It  is  obvious  that  coolness  might 
be  equally  communicated  to  a  pure  water  by  immersing  closed 
bottles  filled  with  it  in  wells,  or  by  the  application,  as  customary,  of 
ice  or  cooling  refrigerating  mixtures.  The  most  impure  of  all  the 
wells  which^I  have  examined  was  No.  1  (Table  XII.  20),  from 
Newton,  Wisbeach,  possessed  of  48-176°  of  total,  and  49  6°  of  organic 
impurity,  with  3-2°  of  mechanical  impurity.  No.  2  (Table  XII.  il), 
from  the  same  locality,  had  an  impurity  of  348-8°,  and  21-6°  of 
organic  impurity,  with  9  33°  of  mechanical  impurity.  It  will  be 
observed  in  these  instances  that  no  idea  of  the  total  matter  in  solution 
could  have  been  anticipated  from  the  amount  of  sediment.  And  the 
same  observation  applies  to  a  well  water  from  Mill  Corner,  Hadley, 
(Table  XII.  19,)  whose  mechanical  impurity  was  37-81,  and^  the 
total  impurity  in  solution  83*2°,  the  organic  impurity  being  27-6°. 
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Hardness  of  London  Waters. 
The  hardness  of  water,  so  readily  distinguishable  when  water  pos- 
sessed of  that  property  is  subjected  to  friction  between  the  fingers, 
is  a  chai'acter  of  importance  in  reference  to  domestic  purposes.  The 
property  of  hardness  is  most  readily  apprehended  when  we  com- 
pare sea  or  well  water  with  rain  water ;  and  when  hai'd  water,  de- 
tected by  the  sensation  communicated  to  the  fingers,  is  mixed  with 
a^  solution  of  soap  in  distilled  water  added  drop  by  drop,'  a  preci- 
pitate is  observed  to  fall  or  curdle,  which  increases,  in  proportion  to 
the  amount  or  degree  of  hardness.    When  we  examine  the  precipi- 
tate, which  is  insoluble  in  water,  it  is  found  to  consist  of  the  acid  of 
the  soap  united  with  lime  and  magnesia,  previously  existing  in  solu- 
tion in  the  water.    After  the  cessation  of  precipitation,  if  we  filter 
the  water  we  shall  find  that  it  no  longer  produces  the  harsh  sensa- 
tion when  rubbed  between  the  fingers,  but  that  the  removal  of  the 
lime  and  magnesia  has  deprived  it  of  its  hardness.    One  of  the  results 
then,  it  is  obvious,  of  the  hardness  of  water,  in  other  words,  of  the 
presence  of  earths  in  solution  in  water,  is  to  waste  the  first  portions 
of  soap  which  are  added  to  it  when  hard  water  is  used  for  the  pur- 
poses of  washing ;  and  it  is  likewise  evident  that,  by  taking  a  solu- 
tion of  soap  of  a  given  strength,  and  adding  it  cautiously  to  a  given 
quantity  of  water,  we  are  in  a  condition  to  estimate  the  hardness  of 
the  water  by  the  amount  of  soap  solution  required  to  be  added  before 
the  new  precipitation  or  cm-dling  ceases.    The  relative  hardness  of 
water  might  therefore  be  expressed  in  numbers  by  the  amount  of 
soap  consumed  by  each.    But  as  this  quantity  might  be  liable  to 
some  variation,  it  has  been  agreed,  at  the  suggestion  of  Dr.  Clark; 
to  denote  the  hardness  by  the  amount  of  lime  and  magnesia  which 
causes  the  curdling  of  the  soap,  and  to  speak  of  degrees°of  hardness, 
each  degree  of  hardness  being  equivalent  to  one  grain  of  carbonate  of 
lime  per  gallon  present  in  the  water,  distilled  water  being  0°.  Tabid 
XI.  and  Diagram  D.  give  the  relative  hardness  of  the  waters  supphed 
by  the  Metropolitan  Companies  during  the  period  when  the  analysed 
detailed  m  this  report  were  made.     From  these  it  appears,  that 
the  Chelsea  water  was  the  hardest,  or  18-4°,  and  the  anomalous 
water  supplied  by  the  New  River  Company  to  Soho  was  the 
softest,  or  9-6°.    The  mean  hardness  of  the  Metropolitan  Companies' 
waters,  omitting  the  Chelsea  Company  and  the  Southwark  and 
Hampstead  Company,  is  13-1° ;  including  the  Chelsea  and  South- 
wark Companies,  it  is  14-4°.    Judging  from  preceding  investiga-' 
tions  in  reference  to  the  hardness  of  the  London  waters,  it  appears 
that  they  are  rather  softer  in  dry  weather  than  after  rain,  which 
appears  to  carry  down  the  calcareous  salts  into  the  river  in  those 
districts  where  these  substances  predominate.    One  great  objection 
to  the  use  of  hard  water  by  a  community,  is  the  expense  incurred  in 
using  It  for  washmg  by  the  waste  of  soap  sustained  in  the  manner 
already  detailed.    That  this  is  an  important  consideration  will  be 
readily  understood  if  we  take  the  estimate  as  correct  which  makes 
the  amount  of  soap  consumed  in  the  metropolis  annually  exceed  in 
value  half  a  million  sterling,  and  the  washing  bills  alone  upwards  of 
five  millions  sterling.    The  facts  which  have  been  mentioned  in 
respect  to  hardness  show  that  a  considerable  amount  of  this  soap 
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expenditure  is  due  to  the  earthy  salts  in  the  water ;  and  that  the 
softening  of  the  water,  or  tlie  removal  of  the  earthy  salts  hefore 
coming  in  eontact  with  the  soap,  would  occasion  a  material  saving  in 
the  quantity  of  soap  used  in  washing.  The  difference  in  the  compo- 
sition of  water  in  its  natural  state  and  when  softened  by  the  process 
of  Dr.  Clark,  is  shown  in  Table  XIV.,  Xos.  14,  15,  16,  and  17. 
Plumsfcead  water,  derived  from  the  fissures  in  the  chalk  formations 
on  the  Thames,  contains  30*9  grains  or  degrees  of  salts  or  impurity 
per  gallon;  by  softening,  this  impurity  is  reduced  to  ] 8*06,  or  by 
12 '84°  which  consist  of  earthy  salts,  to  which  the  water  owes  much 
of  its  hardness.  Water  from  similar  strata  at  Watford,  as  derived 
from  its  natviral  position,  contains  22*4°  of'  impurity,  and  when 
softened  by  Dr.  Clark's  process,  suffers  a  diminution  in  impurity  and 
hardness  to  8*03°,  or  by  14'37°,  the  matter  removed  being,  as  in 
the  former  case,  earthy  salts,  commtmicating  the  quality  of  hardness 
to  the  water.  Table  XIV.  shows  the  relative  composition  of  Watford 
and  Plumstead  Avaters  in  their  natural  and  softened  states. 

But  there  is  another  perhaps  even  more  serious  objection  to 
hard  waters  (when  this  property  depends  on  calcareous  matter) 
■which  has  been  urged  by  the  best  authorities,  that  they  are  pre- 
judicial to  the  health  of  persons  not  in  the  most  robust  health,  or 
who  have  a  tendency  to  the  formation  of  urinary  deposits.    It  has 
been  well  ascertained  that  many  persons  with  a  predisposition  to 
certain  diseases  are  only  attacked  by  such  complaints  when  their  diet 
has  been  of  an  improper  description.    "  Of  hundreds  of  individuals," 
says  Dr.  Prout,  "  in  whom  the  oxalic  acid  diathesis  prevails,  a  few 
only  suffer  from  calculus; "  but  well  marked  instances  have  occured  in 
which  an  oxalate  of  lime  nephritic  attack  has  followed  the  free  use  of 
rhubarb,  "  particularly  when  the  patient  has  been  in  the  habit  at  the 
same  time  of  drinking  hard  water."  Again  he  says  : — "  The  quality 
of  the  water  employed  is  of  the  utmost  importance.    Those  whose 
assimilatino;  orsjans  form  oxalic  acid,  and  who  at  the  same  time 
drink  water  containing  lime,  are  exceedingly  liable  to  get  an 
"  oxalate  of  lime  calculus.    The  purest  water,  therefore,  that  can  be 
obtained,  even  distilled  water,  should  in  all  instances  be  pi-eferred." 
The  occurrence  of  oxalic  acid  in  the  system  is  by  no  means  rare ;  on 
the  contrary,  it  is  so  frequent  that  it  has  been  viewed  by  some, 
although  probably  erroneously,  as  by  no  means  of  import  in  the  cate- 
gory of  disease.    "  Hard  and  impure  waters,"  again  says  Dr.  Prout, 
"  possess  great  infhience  on  urinary  diseases  and  deposits;  an  old 
"  opinion,  of  which  I  am  constantly  reminded  by  experience.  They 
"  operate  in  various  ways,  and  produce  very  different  effects  on 
"  different  diseases  and  constitutions  ;  but  their  general  influence 
"  in  all  forms  of  urinray  deposition  is,  according  to  my  observation, 
"  very  tuifavourahle."    It  is  evident  that  these  observations  refer  to 
the  influence  of  hard  Avaters  generally,  as  well  as  to  their  special 
effect ;  and  I  believe  the  experience  of  all  Avho  have  devoted  attention 
to  the  chemical  conditions  of  the  system  Avill  be  foimd  consonant  with 
that  of  Dr.  Prout,  Avho  is  pre-eminently  the  father  of  organic  che- 
mistry as  applied  to  medicine. 
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Waters  supplied  to  Provincial  Places  affected  with 
Cholera.    (Table  XVIL) 
The  waters  supplied  to  provincial  localities  where  cholera  occurred, 
in  addition  to  those  places  already  mentioned,  were  found  to  be 
very  impure.    The  waters  of  Sandgate  are  exceedingly  hard,  and 
vary  in  composition,  being  40-96°  or  grains  of  impunty  per  o-'allon, 
and  the  least  impure  being  possessed  of  31 -54°  of  impurity ."^  The 
amount  of  organic  matter  varied  from  5-2°  to  3-74°.    Three  samples 
of  water  were  examined  from  NcAvton  Abbott,  Bovey  Tracey ;  one 
Avas  from  "the  running  brook  from  Narrowcombe  under  Woodhouse 
"  before  joining  the  mine  water."'    It  contained  102-1°  of  impurity 
and  12-2°  of  organic  matter.    A  second  specimen,  "taken  from  the 
"  mine,  consisting  of  the  engine-delivered  water  from  the  40-fathom 
«  shaft,  and  the  washing  water  from  the  shutes  and  platforms" 
(mme  produces  lead,  silver,  zinc,  arsenic,  &c.),  possessed  63-3° 
of  impurity  and  8-9°  of  organic  matter.    A  third  sample,  "  taken 
"  from  the  stream  at  Levaton,"  had  153-24°  of  total  and  7-84° 
of  organic  impurity.    jS^o  traces  .of  any  of  the  metals  enumerated 
could  be  detected  m  any  of  them.    But  in  the  first  specimen  nume- 
rous and  large  crystals  of  Glauber's  salt  were  obtained  by  evapora- 
tion; a  saline  aperient  by  no  means  desirable  as  an  ingredient  in  the 
food  of  persons  either  predisposed  or  actually  under  the  influence  of 
the  premonitory  stage  of  cholera. 

Comparison  of  the  Metropolitan  Water  Supply  with  the 
Water  of  some  other  Towns. 

In  the  course  of  this  report  several  important  facts  have  been 
detailed,  which  seem  to  show  that  tlie  waters  supplied  for  the  con- 
sumption of  the  inhabitants  are  not  such  as  the  present  condition  of 
mechcal  science  warrants  the  use  of.    In  order  that  a  comparison 
maybe  instituted  between  the  London  waters  and  those  of  various 
towns  and  rivers    of  which  my  own  observations  enable  me  to 
furnish  data.  Table  XVI.  and  Diagram  E.  are  appended.    From  the 
facts  afforded  by  these  documents,  it  will  be  observed  that  the 
bcottish  towns  ai-e  in  advance  of  the  metropolis  in  reference  to  the 
water  supply.^    Glasgow  has  long  derived  its  water  from  the  river 
Uyde  which  IS  possessed  of  an  impurity  of  9-57°.   The  portion  of  the 
inhabitants  of  the  city  south  of  the  Clyde  was,  some  years  ago,  not 
satisfied  with  using  the  water  of  a  river  which  has  served  as  a  drain 
or  sewer  to  an  extensive  district  of  country,  and  succeeded  in  bringino- 
m  a  purer  water  hym  the  adjacent  hills.    This  Gorbals  Company's 
water  has  an  impurity  of  7-80°.     But  even  this  water,  althougi  it  is 
nearly  three  times  purer  than  the  Thames  Ditton  water  afte?  rains, 
was  not  sufficiently  pure,  it  was  considered,  for  a  large  population 
and  It  has_  now  been  decided  to  bring  in  the  water  of  the  romantic 
Loch  Katrine  from  the  borders  of  the  Highlands,  with  an  impurity 
of  only  2  above  distilled  water.    In  the  diagram  E.,  the  infeLrity 

whor!  ^  -V"  caught  by  the  eye,  as  they  commence 

where  the  curve  rapidly  rises.  Several  of  these  waters  are,  no  doubt, 
represen  ed  here  m  their  most  favourable  condition,  while  others,  such 
as  the  Chelsea  water,  appear  in  their  worst  aspect,  yet  all  contrast 
most  unfavourably  with  the  earlier  portion  of  the  curve.    The  true 
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theory  of  a  pure  water  is  to  collect  rain  water  as  soon  after  it  has 
fallen  on  the  earth  as  possible',  to  store  it,  and  expose  it  to  tlie  atmo- 
sphere, so  that  it  may  absorb  air.    This  is  effected  most  conveniently 
by  having  recourse  to  the  origin  of  streams  in  their  progress  down  the 
hill  or  mountain  side,  or,  in  short,  by  detaching  the  water  from  the 
most  convenient  and  early  source  of  rivers  and  streams.    In  a  moun- 
tainous region,  as  in  the  Highlands  of  Scotland  or  in  Wales,  tlie 
drainage  of  a  large  elevated  district  is  deposited  in  lakes  or  natural 
reservoirs,  which  ought  to  be  studied  by  the  engineer  as  the  types 
of  the  most  perfect  possible  source  of  a  water  supply.    The  data  now 
given  exhibit  the  advantages  obtained  by  procuring  water  which  has 
traversed  the  surface  of  a  rock,  or  soil  destitute  of  much  soluble 
matter.    The  water  of  Loch  Katrine,  derived  from  a  drainage  of 
surface  consisting  of  insoluble  mica  slate  rocks,  is  a  striking  example 
in  point.    The  river  Dee  likewise,  traversing  slaty  and  granitic  soils, 
reaches  Aberdeen  after  a  course  of  upwards  of  90  miles  with  only 
4  degrees  of  impurity  ;  while  the  river  Tay,  after  draining  an  exten- 
sive district  of  slate  rocks,  approaches  the  sea  at  Perth  with  an 
impurity  rarely  exceeding  5-5°.    The  water  brought  into  the  town 
of  Stirling  with  an  impurity  of  5-29°  is  derived  from  hills  of  con- 
siderable elevation,  formed  of  an  indurated  greenstone  trap.  An 
occasional  impurity,  which  might  have  been  wholly  prevented  in  this 
instance,  has  been  the  contamination  by  the  soluble  matter  of  peat 
turned  up  in  the  formation  of  an  artificial  reservoir.    This  source  of 
taint  is,  of  course,  avoided  when  the  drainage  of  a  district  is  received 
in  natural  reservoirs  in  the  form  of  lakes,  as  in  the  mountainous 
parts  of  the  country,  or  when  considerable  expense  is  incurred 
by  the  formation  of  an  artificial  bed  to  the  reservoir.    The  im- 
purity in  such  cases  is  principally  organic  matter,  which,  when 
biu-ned,  evolves  the  odour  of  ignited  peat,  whUe  the  amount  of 
saline  matter  in   solution   is   comparatively  insignificant,  but,  of 
course,  varies  with  the  geological  formation   on  which  the  rain 
water  falls.    In  Table  XVI.  it  will  be  observed  that  the  rivers 
Tyne,  Tweed,  and  Seine  are  closely  allied  in  composition,  being 
nearly  twice  as  pure  as  the  river  Thames  at  Thames  Ditton  in  1851, 
and  about  one-third  less  impure  than  the  same  water  in  ^  1854. 
Even  the  purest  wells  at  Glasgow  and  Liverpool,  which  admittedly 
contain  portions  of  sewage,   are   superior  to  the  Thames  water 
destined  for  the  supply  of  a  large  portion  of  the  metropolis.  Yet 
these  wells  are  about  to  be  abandoned  by  the  inhabitants  of  those 
cities  as  unfit  for  human  consumption,  while  the  infei'ior  Thames 
water  has  been  only  lately  fixed  on  as  a  proper  source  of  supply.  It 
is  impossible  to  view  this  circumstance  otherwise  than  as  a  very 
unfortunate  one. 

Superior  Sources  of  Supply  for  London. 

In  consequence  of  the  contamination  of  the  river  Thames  by 
organic  matter,  and  the  resulting  tendency  to  the  production  of 
animalcules  which  I  have  found  in  all  weathers  in  the  water,  even 
when  the  temperature  of  the  atmosphere  had  remained  under 
the  freezing  point  for  some  weeks,  and  the  liability  to  the  intro- 
duction of  foreign  matter  into  the  other  waters,  the  discovery  of 
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a  pure  source  of  supply  seems  to  be  one  of  the  great  questions  of  the 
day  in  relation  to  the  health  of  the  metropolis.    To  assist  in  forward- 
ing this  important  object,  it  seemed  most  desirable,  not  only  to  be 
able  to  detect  faults,  but  likewise  to  be  able  to  afford  some  mode  of 
obviating  the  difficulties  pointed  out  by  the  chemical  examination 
exhibited  in  this  rejjort.    Through  the  attention  of  S.  C.  Homersham, 
Esq.,  engineer  of  the  Plumstead  Waterworks,  I  have  been  enabled 
to  make  some  analyses  of  the  waters  derived  from  the  chalk  strata, 
and  to  examine  upon  a  sufficiently  large  scale  the  method  of  purifying 
such  water  for  domestic  purposes.    The  water  supplied  at  the  present 
time  to  the  three  parishes  of  Plumstead,  Woolwich,  and  Charlton,  by 
the  Plumstead  Consumers'  Pure  Water  Company,  is  derived  from 
fissures  in  the  chalk  by  means  of  a  vertical  shaft  and  horizontal  adit. 
The  water  is  pumped  up  from  the  adit,  and  is  described  by  the  engi- 
neer as  being  most  abundant.  The  temperature  in  winter,  as  taken  in 
my  presence,  was  49 '3°,  and  as  it  is  conveyed  from  such  a  distance 
under  the  surface,  this  is  no  dovibt  nearly  the  mean  temperature  of  the 
water,  as  well  as  of  the  locality.   The  temperature  of  the  water  obtained 
from  a  bore  terminating  at  584  feet  below  the  surface,  or  500  feet 
below  Trinity  datum,  is  53-25°  F. ;  of  that  from  the  adit,  at  about 
115  feet  from  the  surface,  49*3°.    (Mr.  Homersham.)    The  water,  as 
brought  to  the  surface,  is  beautifully  clear,  and  nearly  destitute  of 
sediment ;  and  if  the  temperature  remains  constant  at  49-3°  through- 
out the  year,  or  even  within  a  degree  or  two  of  this  point,  it  cannot 
fail  to  be  a  cooling  and  refreshing  beverage.    But  what  must  be 
considered  of  the  greatest  importance  is  the  fact  of  its  not  being 
subject  to  contamination  by  organic  matters;  and  even  if  these 
shoidd  gain  access  to  the  rain  water,  which  is  the  primary  source 
of  this  deep  aqueous  deposit,  the  extent  of  percolation  through  the 
porous  chalk  will  tend  to  oxidize  the  organic  matters,  and  convert 
them  into  new  inert  forms.    The  total  quantity  of  impurity  in  the 
Plumstead  chalk  water  I  found  to  be  30-9  degrees  or  grains  per 
imperial  gallon ;  of  this  2-72°  were  organic  matter.    The  hardness 
of  this  water  I  found  to  be  19-63°,  which  was  due  to  11-406°  car- 
bonate of  lime,  1-45°  carbonate  of  magnesia,  and  8-864°  sulphate  of 
lime.    The  carbonate  of  lime  can  be  removed  by  Dr.  Clark's  process, 
and  when  thus  subjected  to  the  purifying  influence  of  lime  the 
hardness  becomes  only  7-47°,  or  the  water  is  made  about  twice  as 
soft  as  the  river  Thames  is  in  its  natural  state.      The  soften- 
ing, however,  might  be  carried  a  little  farther,  as  I  still  found 
nearly  half  a  degree  of  the  residual  hardness  due  to  carbonate  of 
hme.     In  Table  XIV.  the  composition  of  the  Plumstead  water 
before  and  after  softening  is  exhibited  in  Columns  3  and  4  The 
softening  process  of  Dr.  Clark  is  carried  out  at  these  works  in  a  most 
practical  and  efficient  manner,  so  as  to  do  great  credit  to  the  proposer 
of  the  chemical  plan,  and  to  the  engineer  by  whom  the  work  has 
been  contrived  and  is  conducted.    The  result  of  the  process  seems 
simply  to  remove  chalk  from  its  state  of  solution  and  to  precipitate 
It  m  the  form  of  a  crystalline  powder,  which,  when  dry,  sparkles  in 
the  sun,  and  under  the  microscope  presents  the  aspect  of  minute 
rhomboidal  crystals.    Although  there  seems  no  evidence,  from  the 
comparative  analyses,  that  any  organic  matter  is  removed  by  the 
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softening  ]:n-occss  from  the  niitural  water,  at  least  it  is  certain  lliat  a 
considerable  portion  of  organic  matter  remains  in  the  softened  water, 
as  has  been  ascertained  by  i-epeated  careful   trials.    Still  some 
circumstances  have  been  noticed,  in  conducting  the  pi-ocess  on 
the  large  scale,  which  seem  to  render  it  certain  that  the  ten- 
dency  to   vegetation  in   the   softened  water   is   either  checked 
or  entirely  destroyed.     A  reservoir,  for  example,  situated  at  an 
elevation  above  the  works,  when  formerly  filled  with  the  chalk 
water  as  pumped  from  the  well,  was  covered  in  its  bed  with 
abundance  of  green  aquatic  vegetation ;  but  since  the  introduc- 
tion of  the  softened  water  into  the  same  resei'voir  few  or  no  symptoms 
of  vegetation  are  apparent,  so  that  the  Avater  is  perfectly  transparent, 
and  permits  the  clear  bottom  to  be  distinctly  visible.    This  preser- 
vative power  may  be  explained  by  the  supposition  that  the  lime  and 
vegetable  matter  have  formed  a  chemical  compound,  or  that  sporules 
seem  less  liable  to  vegetate  in  an  alkaline  state  derived  from  causticity 
than  in  an  acid  fluid — an  observation  which  was  frequently  made, 
and  is  noticed  under  the  I'eport  of  the  examination  of  the  atmospheres 
during  the  prevalence  of  the  epidemic.    The  Plumstead  water  seems 
well  adapted  for  domestic  use.     The  only  drawback  is,  that  the 
hardness  still  remains  at  7^°,  even  after  the  application  of  the  soften- 
ing process  ;  and  this  is  incapable  of  further  reduction,  in  consequence 
of  the  lime  salt  (the  cause  of  the  hardness)  being  in  the  state  of 
a  soluble  sulphate  of  lime,  which  remains  unaffected  by  the  addi- 
tion of  milk  of  lime  to  the  water.    There  seems  ground  of  belief, 
however,  that  the  Avaters,  stored  in  the  chalk  formations,  vary  in 
their  relative  composition  somewhat  in  different  localities.  Thus 
the  Gravesend  water  appears  to  be  capable  of  undergoing  a  greater 
amount  of  softening  than  that  brought  to  the  surface  at  Plumstead  ; 
and  there  can  be  little  doubt  that  a  selection  might  be  made  of 
softer  descriptions  of  water,  and  better  adapted  for  the  application  of 
the  softening  process,  should  proper  attention  be  directed  to  the 
waters  deposited  in  the  chalk  strata,  which  have  hitherto  received  a 
less  share  of  public  interest  than  their  importance  and  value  seem  to 
demand.    The  geological  observations  Avhich  have  been  made  on  the 
chalk  strata  appear  to  indicate  that  unlimited  supphes  of  water  may 
be  obtained  from  these  porous  deposits,  which  at  present  pass  into 
the  sea  or  the  river  Thames,  and  require  only  to  be  intercepted,  as 
they  have  been  at  Plumstead,  to  afford  this  important  beverage,  in  a 
comparatively  pure  form,  to  any  amount  of  population.    I  am  in- 
debted to  Mr.  Homersham,  likewise,  for  the  ojiportunity  of  being 
able  to  make  an  analysis  of  hard  and  softened  water  of  a  still  purer 
description  from  the  chalk  of  Watford,  a  source  from  which  it  has 
been  proposed  to  convey  the  purified  Avater  to  town  in  pipes.  A 
company  was  formed  for  the  purpose  ;  but,  as  in  many  other  attempts 
to  improve  the  health  of  the  metropolis,  private  influence  seems  to  have 
failed'.    The  Watford  water  (Table  XIV.  1  &  2)  was  found  to  have  a 
total  impurity  of  22°,  and  a  hardness  of  17*45°.    The  organic  matter 
am.ounted  to  1"4°.    When  softened  by  liming,  the  total  impurity  is 
found  to  be  8'030°,  and  the  hardness  is  reduced  to  2-75°  or  it  is 
diminished  by  147°.    Hence  we  see,  that  by  this  purifying  process 
wc  are  able  to  obtain  a  water  which,  originally  of  the  same  degree  of  im- 
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purity  as  Thames  water,  becomes  in  some  measure  comparable  with 
the  water  supplied  to  Glasgow,  &c.    (Table  XVI.,  9.  Diagram  E.) 

These  and  other  sources  of  supply  in  the  environs  of  the  metro- 
polis are  well  deserving  of  attention,  from  the  commercial  companies 
to  Avhom  London  is  at  present  indebted  for  its  water  supply. 

I  have  not  succeeded  in  detecting  lead  in  any  of  the  specimens  of 
water  subjected  to  examination,  although  some  of  the  waters  pos- 
sessed an  action  on  lead  when  experiments  were  made  on  a  small 
scale  in  the  laboratory.    This  affords  evidence  that,  so  far  as  the 
metropolitan  waters  are  concerned,  the  corrosion  of  lead  is  not  a 
practical  objection  to  the  employment  of  pipes  and  cisterns  of  that 
metal,  although  no  doubt  it  would  be  preferable  to  dispense  with  its 
use  if  possible.    Although  sulphuretted  hydrogen  has  not  been 
described  in  this  report  as  entering  into  the  composition  of  Thames 
water,  I  obtained  abundant  evidence  of  its  presence  in  the  river, 
during  the  construction  of  the  Thames  Tunnel,  when  water  from  the 
river  saturated  with  that  gas  made  its  way  into  the  tunnel,  and 
proved  injurious  to  the  workmen  by  escaping  from  its  solution  and 
contaminating  the  atmosphere. 

Summary. 

The  facts  communicated  in  these  reports  seem  to  demonstrate  : 

1.  That  in  the  waters  examined,  which  were  taken  from  houses 
where  deaths  had  occurred  from  cholera,  with  some  exceptions 
impurity  was  their  characteristic  feature ;  and  that  it  is  difficult  to 

'disconnect  this  fact  from  the  propagation  of  the  epidemic. 

2.  That  some  of  the  metropolitan  waters  were  particularly  impure  • 
and  that  even  water  derived  from  the  river  Thames  at  the  point  from 
which  the  water  of  that  river  is  soon  to  be  entirely  taken  for  the 
supply  of  London,  contains  matters  which  shoAv  that  it  is  subject  to 
contammation  by  most  objectionable  impurities. 

3.  That  the  water  distributed  to  the  metropolis,  when  compared 
with  that  of  many  other  towns,  stands  low  in  the  scale  of  purity  and 
wliolesomeness. 

_  4.  That  the  shallow  wells  of  London  and  of  other  localities  in  the 
immediate  neighbourhood  of  human  habitations,  being  surrounded 
by  matter  soaking  m  from  cesspools  and  surface  filth,  are  liable  to 
be  impregnated  with  surface  impurities,  and  that  their  closure  would 
be  a  benefit  to  the  health  of  the  community. 

■  5.  That  the  waters  derivable  from  the  environs  of  London 
which  are  not  liable  to  be  contaminated  with  human  excretions 
deserve  to  be  thoroughly  investigated,  not  only  in  their  chemical 
lelations,  but  likewise  as  to  the  possibility  of  their  existing  in  suffi- 
cient abundance  to  satisfy  the  demands  of  a  large  population. 

D.  inat  trom  the  remarkably  variable  chemical  character  of  the 
naetropohtan  water  supply,  the  frequent  periodical  examination  of 
the  waters  as  distributed  to  the  houses  in  London  might  have  a 
beneficial  influence  m  securing  a  more  agreeable  and  wholesome  form 
of  fluid  for  consumption. 

^,    rpj  .    rr      .    y  EOBKRT  DuNDAS  TlIOMSON,  M.D. 

Ihomais  Hospital, 
January  1855. 
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Tables  exhibiting  the  Chemical  Composition  of  Metropolitan 
"Waters,  September  to  December  1854. 

TABLE  I. 


Table  exhibiting  the  Degrees  of  Impukity  of  the  Rivek  Thames  between 
Vauxhall  and  Greenwich,  each  Degree  being  equal  to  One  Grain 
per  Gallon. 


Vauxhall. 

Hungerford. 

London 
Bridge. 

Gr  eenwich. 

I.  Hi 

Mechanical  impurity 
Organic  „ 
Inorganic  „ 

Total  Impurity 

gh  Water,  8 

60-50 
5-28 
36-64 

th  December 

64-64 
5-80 
45- 24c 

1854. 

63-44 
4-72 
45-08 

0 

102-42 

115-68 

113-24 

n.  Lc 

Mechanical  Impurity 
Organic  „ 
Inorganic  „ 

Total  Impurity 

-  ii 

)w  Water,  2c 

0 

10-26 
4-34 
12-54 

i  September 

o 

16-80 
8-40 
23-64 

1854. 

0 

3-52 
7-36 
21-20 

o 

3-70 
19-44 
72-54 

27-14 

48-84 

32-08 

95-68 

Thames  Deposit  alongside  the  Dreadnought. 

Dec.  1850.  March  1850. 

Water         -       -       -       -       9-04  -  -  9-27 

Organic  Matter    -       -       -     21-28  -  -  15-45 

Silica  and  Clay    -       -       -     69-68  -  -  75-28 


100- 


100- 
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TABLE  II. 


Table  exhibiting  the  Degrees   of  Impurity   of  Lambeth  Water 
Company,  or  Residue,  per  Gallon,  in  Grains. 


• — 

Date  Tyhen 
taken. 

Cholera 
Cases. 

House. 

Degrees  of 
Total  Impu- 
rity, or  Total 

Eesidue, 
pel  urauon, 

in  Grains. 

Organic 
Matter. 

1854. 

Lambeth  District. 

o 

*1 

Sept.  5 

1 

66,  Wootten  Street  - 

13-72 

2 

5> 

1 

111,  Corn  wall  Road - 

13-03 

3 

55 

1 

107,  Cornwall  Road  - 

13- 

4 

55 

1 

17,  Commercial  Road 

13-07 

5 

55 

0 

126,  Waterloo  Road  - 

14-16 

Mean  - 

13-39 

St.  Peter's,  Walworth. 

o 

6 

Sept.  16 

1 

22,  Carter  Street 

12-78 

1-44 

7 

55 

2 

4,  Little  King  Street,  Kent 
Road   -       -       -  . 

13'78 

1-46 

8 

55 

2 

7,  Monmouth  Place  - 

12-38 

1-08 

9 

55 

3 

1,  Bedford  Court 

12-12 

1-74 

10 

55 

2 

21,  Bolingbroke  Row 

15-74 

1  '46 

Mean  - 

13-36 

1  "43 

11 

Nov.  10 

126,  Waterloo  Road  - 

17-49 

1-36 

12 

55 

Ditto  ditto 

17-40 

1*40 

13 

Mean  - 

17-44 

1-38 

Sept.  3 

Thames  Ditton 

15-76 

*  Water  in  cisterns  is  found  to  deposit  carbonate  of  lime. 
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TABLE  III. 


Table  exliibiting  the  Degrees  of  Impurity  in  Grand  Junction  Water, 
each  Degree  equal  to  One  Grain  per  Gallon. 


— 

Date 
■when 
taken. 

Cholera. 

House. 

Decree  of 

Total 
Impurity. 

Organic 
Matter. 

1 

1854. 
Sept.  9 

3 

3,  South  Row,  Soho  - 

0 

13-04 

o 

3-56 

2 

3 

5,  South  Row,  Soho 

15-34 

4-46 

8 

» 

2 

14,  Cambridge  Street,  Soho 

16-10 

3-82 

4 

}> 

4 

13,  Marshall  Street,  Soho  - 

13-36 

3-04 

5 

3 

39,  Broad  Street,  Soho 

14-46 

4-00 

Mean  - 

14-46 

3-78 

6 

Nov.  10 

_ 

5,  South  Row,  Soho  - 

17-98 

1*88 

7 

33 

Ditto  ditto 

1  "7  •  Q9 

Mean  - 

17-95 

1-90 

TABLE  III*. 

Table  exhibiting  the  Degrees  of  Isipurity  in  West  IMuddlesex 

Water. 

Date 
when 
taken. 

Cholera. 

House. 

Deprees  of 

Total 
Impurity. 

Organic 
Matter. 

1 

1854. 
Sept. 

77,  Upper  Berkeley  Street 

o 

19-04 

o 

1-78 

Nov.  16 

St.  John's  Wood  - 

18-97 

2-08 

Mean  - 

19*00 

1-93 
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TABLE  IV. 

Table  exliibiting  Degrees  of  Impurity  in  Southwark  and  Vauxhall 
Water,  each  Degree  equal  to  One  Grain  per  Gallon. 


Date 
■when 
taken. 

Cholera. 

'1 

Organic 
Matter. 

— 

Cases 

.  Death 

House. 

s- 

Total 
Impurity 

1854. 

o 

o 

1 

2 

Q 

o 

4 
o 

Sept.  5 

J5 
)5 
5J 
3> 

- 
- 

2 
1 
2 
1 
1 

131,  Waterloo  Road - 
154,  Waterloo  Road  - 
29,  Wootton  Street  - 
15,  Eaton  Street 
41,  brad  Street 

39-  64 

40-  83 
39-25 
39-69 
34-18 

5-51 

3-  65 

4-  78 
3-57 

Mean 

38-72 

4-38 

St.  Peter's,  Walworth. 

6 

Sept.  16 
» 

- 

f> 
2 

10,  Berkeley  Terrace 
25,  i>olingbroke  Ro-iv 

46-76 
50-62 

4'26 
4-38 

Mean 

48*69 

4-32 

St.  James's,  Bermondsey. 

8 

9 
10 

3> 
» 

7 

1 

2 

9 
2 

Flora  Cottage,  Blue  An-") 
chor  Road      -       -      - j 
Cottage  Row   -       -  . 
9,  Prospect  Row- 

34-72 

45-24 
72-66 

3-72 

3-  32 

4-  80 

Mean 

50-87 

3-64 

St.  Thomas's  Hospital. 

11 
12 
13 

Aug.  31 
Nov.  3 
„  16 

- 

- 

Laboratory      -       -  . 
Cab  Stand      -       .  _ 
Laboratory      -       _  _ 

56-04 
41  -78 
41-80 

4*50 

O  04 

4-19 

14 

15 
16 

1855.* 
Mar.  15 

April  15 

Mean 

41-79 

3'91 

- 

- 

Laboratory      -       -  _ 
Cab  Stand       -       -  - 
Ditto  ... 

22-  50 

23-  80 
23-40 

2-82 
4-00 
2*16 

17 
18 

May  7 
Juno  7 

Mean 

23-23 

2 '99 

Laboratory      -       _  . 
Cab  Stand      -       -  . 

Clapham. 

32-20 
41.88 

1-86 
4.68 

18 
.0 

Sept. 
„  29 

Main  Pipe  - 
Wands-vvorth   Road,  12,  "1 
Neptune  Street    -  ) 

54-44 
68-92 

6*26 
5-20 

These 


five  cases  have  been  added  since  the  report  was  draM-n  up. 
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TABLE  V. 


Table  exhibiting  the  Degrees  of  Impuritt  in  Chelsea  "Water, 
each  Degree  equal  to  One  Grain  per  Gallon. 


Date 

Cholera. 

House. 

Total 
Impurity 
or  Total 
Residue, 
in  Degrees 

CiT  O-TniTlR 

Organic 

— 

when 
taken. 

Addi- 
tional 
Cases. 

Deaths. 

Matter. 

1 

2 

3 

4 

1854. 
Sept.  27 

55  55 
55  55 

55  11 

2 
6 
4 

2 
2 
1 

2 

53,  Queen's  Road  West 
27,  Lawrence  Street  - 
3,  Heatley  s  Buildings,  1 
Manor  Street       -  j 

~w-                       a ,  1 

5,  Lawrence  btreet 

o 

60-34 

64-  30 

50-40 

65-  66 

0 

4-  96 

5-  90 

5-30 
5-50 

5 

Dec.  8 

Mean 

3,  Heatley's  Buildings,  T 
Manor  Street       -  J 

60-17 
36-96 

5-41 

TABLE  VI. 

Table  exhibiting  the  Degrees  of  Iimpukity  in  New  River  "Water 
CoMPAJfT,  or  Residue  per  Gallon  in  Grains. 

Date 
■when 

Cholera. 

Degrees  of 

Total 
Impurity, 

Organic 
Matter. 

taken. 

Addi- 
tional 
Cases. 

Deaths. 

House, 

or  Total 
Residue,  in 
Grains  per 

GaUon. 

1 
2 

3 
4 
o 
6 
7 

1854. 
Sept.  9 

11  55 

55  55 
5>  55 
55  55 
55  55 
5)  55 

3 
3 

5 
8 
3 
6 
6 

2 

2 
8 
2 

Soho  District. 
3,  Broad  Street  - 

10,  Portland  Mews,  T 
Portland  Street  /  " 

5,  Berwick  Street 
9,  Hopkins  Street 

11,  Hopkins  Street 
23,  Peter  Street 

9,  Broad  Street  - 

o 

33-84 
27-04 

30-10 

33-  26 

34-  94 
22-14 
19-18 

0 

2-46 
2- 

2-02 
1-6 

8 

Nov.  10 

Mean 
9,  Hopkins  Street 

New  River  Head. 

28-64 
35-05 

2-02 
1-98 

1 

2 

Oct.  7 

55  55 

Nov.  10 

Sadler's  "Wells  Theatre 

55                 '5  55 
55                 55  55 

16-32 
15-75 
20-78 

1-27 

1-  76 

2-  33 

3 

Oct.  4 

Mean 

Bayley's  Yard,  Allen  "1 
Street,  Clerkenwcll  -  J 

17-62 
17-22 

1-78 
1-46 
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TABLE  VIL 


Table  exhibiting  the  Degrees  of  Impurity  in  East  London  Water 
Company,  Residue  per  G-allon  in  Grains. 


Date 
■when 
taken. 

Cholera. 

House. 

Totallmpuritj 

or  Total 
jLvcoiclue,  m 
Degrees  or 
Grains. 

Organic 
Matter. 

1 

1854. 
Oct.  7 

Canal,  Lea  Bridge 

o 

18-62 

o 

2 
3 
4 

J>  53 
'?  35 
'J  J3 

- 

33  35 

Place,  Bow  -         -  j 

19-00 
17-74 

1-62 
1-60 

5 
6 

)>  'J 
»  53 

"                    '3  35 

25,  Willis  Street,  Bow  - 

33                  53  3, 

17-  02 

18-  44 

18-98 

2-20 
2-48 

1855. 

Mean 

18-30 

1-97 

7 

Jan. 

Brunswick  St.,  Blackwall 

19-60 

1-60 

TABLE  VIIL 

Table  exhibiting  the  Degrees  of  Impurity  in  Kent  Water. 

Date 
when 
taken. 

House. 

Impurity ; 
Total  Eesidue 
in  Degrees  or 
Grains. 

Organic 
Matter. 

1 
2 
3 

1854. 
Sept.  30 

53  55 
55  53 

From  Tap  at  Works  - 

From  Filter  at  Works 

97,  New  Street,  Deptford  - 

o 

21-10 
17-16 
15-02 

o 

2-80 
1-72 
1-48 

Mean 

17-76 

2-00 

TABLE  Vni*. 

Table  exhibiting  the  Degrees  of  Impurity  in  Hampstead  Water. 

Date 
■when 
taken. 

House. 

Impurity ; 
Total  Eesidue 
in  Degrees 
or  Grains. 

Organic 
Matter. 

1 

1854. 
Sept. 

o 

24-22 

o 

3-88 
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TABLE  IX. 

Table  exhibiting  the  Comtosition  of  Thamks  Waters  in  Grains  per 
Gallon  as  found  by  Analysis. 


I. 

ir. 

III. 

IV. 

V. 

Lambeth 
Company, 
supphed  at 
Thames 
Ditton. 

Grand 
Junction 
Company, 
supplied  at 
Brentford. 

West 
Middlesex 
Company, 
supplied  at 
i3ames. 

Chelsea 
Company, 
supplied  at 
Vauxhall. 

South-wark 

and 
Vauxhall 
Company. 

Organic  Matter  - 

1-390 

1  '920 

2-080 

5  410 

0  obU 

Silica  -      -       -  - 

•350 

•090 

•520 

1  -oil 

,  a  A/\ 

Sesquioxide  of  Iron,~~j 
Alumina,  and  Phos-  > 

•215 

•730 

•460 

•639 

•460 

phates  -       -     -  J 

Insoluble  Lime  - 

5-680 

4*967 

5-555 

5  •348 

0  992 

Soluble  Lime 

•944 

•975 

•868 

2-649 

2  374 

Insoluble  Magnesia 

•281 

•343 

•342 

•209 

•238 

Soluble  Magnesia  -  - 

•260 

•228 

•  lo7 

1  , 000 

800 

Sodium  - 

•379 

•372 

bio 

1 1  7Uo 

0  yo7 

Potassium  - 

"328 

-249 

2o9 

1  .OA  'I 

1  oU4 

1  U80 

Chlorine  - 

r020 

-980 

1-160 

19-554 

12-160 

Sulphuric  Acid  - 

1-599 

1-647 

1-504 

6-043 

2-980 

Carbonic  Acid  - 

9 '550 

8-560 

9^106 

8-862 

9-941 

Nitric  Acid  -       -  - 

•050 

Ammonia  -       -  • 

•023 

-297 

1.  Lamheth  Company.  Sample  taken  from  cistern,  126,  Waterloo  Road, 
10th  November  1854. 

2.  Grand  Junction  Company.  Sample  from  cistern,  5,  South  Row, 
Golden  Square,  10th  November  1854. 

3.  West  3Iiddlesex  Company.  Cistern,  11,  Marlborough  Hill,  St.  John's 
Wood,  16th  November  1854. 

4.  Chelsea  Company.  Mixed  Salts  from  53,  Queen's  Road,  27,  and  5, 
Lawrence  Street,  3,  lieatley's  Buildings,  fi-om  cisterns. 

5.  Sonthiuark  and  Vauxhall.  From  the  Stand  pipe  opposite  St. 
Thomas's  Hospital,  3d  November  1854. 

The  terms  insoluble  and  soluble  refer  to  the  chemical  characters  of  the 
residue  by  evaporation. 
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TABLE  IX,* 

Table  exhibiting  tlic  Cojiposition  of  Thames  Waters,  in  Grains  per 
Gallon,  calculated  from  the  preceding  Table. 


I. 

n. 

III. 

IV. 

V. 



Lambeth 
Company. 

Grand 
Junction 
Company. 

West 
Middlesex 
Company 

Chelsea 
Company. 

Southwaric 
and 

Vfl  n-v-linll 
Company. 

Ov<yfi.r\io  IVTnffpr  - 

J.  KJCf\J 

J.  cj^yj 

9  •  HQn 

0  'ilU 

o  oou 

KJJ.XlV'Cu                  ~  — 

00\J 

•  Don 

oZO 

loll 

240 

Sftsnnioviflp    nV    Tvnrt  "1 

Alumina,  anclPhos-  > 

■nViafpo     _                    _  1 

•215 

•730 

•460 

-639 

•460 

OflTnonn+.p  nf  Tiityip  » 

10' 144 

O  o  /  U 

y  oou 

lU  7UU 

Snlnlia.tfi  oT  TjIttip  -  « 

2-  I4q 

^  ODO 

9  •  1  no 

O    1  /U 

Nitrate  of  Lime  - 

trace 

trace 

trace 

trace 

-076 

Carbonate  of  Magnesia 

0-592 

0-720 

•720 

•438 

0-500 

Sulphate  of  Magnesia  - 

— 

— 

— 

1-390 

— 

Chloride  of  Magnesium 

•617 

•542 

•360 

1-947 

2-101 

Snlnhn.tp,  of  Pntn^Ti 

Ooo 

5/7 

2-903 

2-413 

Chloride  of  Sodium 

•966 

-947 

1-637 

29-797 

16-001 

Total  -  - 

17^153 

16-740 

18-443 

60-017 

40-564 

Residue  by  Evaporation 

17-440 

16-920 

18-970 

60-170 

41-760 

Carbonate  of  Ammonia 

•064 

-840 

o 


210 


TABLE  X. 


Table  exhibiting  the  Composition  of  the  New  River,  East  London, 
and  Kent  Companies'  Waters,  as  found  by  Analysis,  in  Grains  per 
Gallon. 


VI. 

 p  

vn. 

vni. 

IX. 

New  River, 
New  River 
Head. 

New  River 
Company, 
supplied  to 
Soho. 

East  London. 

Kent 
Company. 

Organic  Matter 

2*330 

1-980 

1  •Q4n 

Silica  -       -       -  - 

•  180 

-780 

Sesfiui oxide    of   Iron  "1 
Alumina,  and  Phos-  > 
phates  -       -       -  J 

•400 

•210 

-520 

•130 

Insoluble  Lime    -  ,  - 

6'712 

3  •  Qfi7 

fi  •  "71  fi 
u    /  lO 

•  ^49 

Soluble  Lime 

•918 

•fi27 

•44Q 

Insoluble  Magnesia 

•407 

•565 

'  TOO 

Soluble  Magnesia 

\Ji.  Cvkj\^ 

•  1  no 

•  4nn 

Sodium              "  1  " 

0-925 

9^951 

.449 

Potassium   -       -  - 

•320 

•569 

•307 

•518 

Chlorine     -       -  - 

1-430 

4^740 

•860 

1^240 

Sulphuric  Acid  - 

1-393 

6-015 

•841 

2^344 

Carbonic  Acid    -  r 

11*442 

11-554 

11^336 

8^616 

Nitric  Acid  -       -  - 

trace 

trace 

trace 

trace 

Ammonia    -       -  - 

trace 

trace 

trace 

trace 

6.  The  analysis  here  given  is  of  a  mixed  salt  from  the  open  conduit  at 
Sadler's  Wells,  and  of  water  from  the  reservoir. 

7.  The  water  was  taken  from  the  cistern  at  9,  Hopkins  Street. 

8.  The  East  London  salts  were  obtained  fi-om  waters  mixed  from 
cholera  houses  enumerated  in  Table  VII.,  and  from  the  New  Canal  at 
Lea  Bridge. 

9.  Kent  Company.  This  sample  was  a  mixed  one,  as  mentioned  in 
Table  VIIL 
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TABLE  X.  * 


Table  exhibiting  tlie  Composition-  of  the  'New  River,  East  London 
and  Kent  Companies'  Waters,  as  calculated  from  the  precedint^ 
Tables,  in  Grains  per  Gallon. 


Organic  Matter  - 
Silica  -       -  - 

Sesquioxide    of  Iron,  ^ 
Alumina,  and  Phos- 
phates -       -       -  J 
Carbonate  of  Lime 
Sulphate  of  Lime - 
Chloride  of  Calcium 
Nitrate  of  Lime  - 
Carbonate  of  Magnesia  - 
Carbonate  of  Soda 
Sulphate  of  Magnesia  - 
Chloride  of  Magnesium 
Sulphate  of  Potash 
Sulphate  of  Soda  - 
Chloride  of  Sodium 

Total  - 
Residue  by  Evaporation 


V  i. 

New  Eiver 
Company, 

J-l  c  W   XVI V  cl 

Head. 

V  11. 

New  River 
Company, 

Soho. 

V  J-IJL. 

East  London 
Company. 

IX. 

Kent 
Company. 

2-330 

1-980 

1-940 

1  -480 

-180 

-780 

•320 

•420 

•400 

°210 

-520 

•130 

11*985 

7-085 

11^997 

9-540 

1-812 

1-523 

•897 

3-085 

trace 

trace 

trace 

trace 

-855 

ri85 

•743 

-210 

trace 

4-909 

trace 

trace 

trace 

trace 

trace 

•237 

•949 

-712 

1-266 

-682 

1-153 

8-051 

2-355 

7-S07 

1-125 

-874 

20-629 
20  -  780 

34-  796 

35-  050 

18-461 
18-300 

17-841 
17-760 

Table  XT. 

Table  exhibiting  the  Degrees  of  Hardness  of  Metropolitan 

Waters.  • 

JSach  Degree  equal  to  One  Grain  of  Carbonate  of  Lime  per  Gallon. 

Lambeth  Company  -  -  -  1 3  "  2 

New  Elver  Company  (New  Eiver  Head)  -  14 '0 

GrandJunctlon  Company     -  -       -  12  "6 

Kent  Company     ~  -  _  -  12  "2 

East  London  Company         -  -       -  14 '2 

West  Middlesex  Company  -  -  12 '8 

New  Elver  Company  (supplied  to  Soho)    -  9*6 

Sou thwark  and  Vauxhail  Company    -       -  18  "2 

Chelsea  Company  -  _  -  -  18 '4 

O  2 
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Table  XIL 

Table  exhibiting  tlie  Degrees  or  Grains  per  Gallon  of  Impurity  of 

London  Wells. 


Distilled  water,  0°. 


Total 

Impurity 

Organic 

Degrees  of 
Mechanical 
Impurity. 

Date. 

Situation. 

in  Degrees 
or  total 
Residue 

in  Grains. 

ilatter  and 
Nitric 
Acid. 

1. 

Jan.  18,  1854 

Aldgate  pump 

49°  12 

13-94 

o 

2. 

Feb. 1854 

Ditto  -  - 

44*64 

6-30 

3. 

Mar.  1855  - 

St.  Thomas's  pump 

89 '70 

10-40 

4. 

May  15,  1854 

Camberwell 

62-67 

10-69 

5. 

Nov.  25,  1854 

Ditto  -       -  - 

48-72 

7-26 

6. 

July  20,  1854 

Blackheath  - 

28-00 

7. 

Sept.  1854  - 

Broad-street,  Soho  - 

92-06 

7-80 

8. 

Buckingham  Palace 
well  -       -  - 

59-00 

8-08 

9. 

Chariiig-cross  Arte- 
sian well,  supplied 
at  Buckingham 
Palace 

56-04 

2-12 

10. 

Putney,  Cock's- 
buildings  - 

180-40 

16-00 

11. 

,,   Price's-folly  - 

101-30 

14-00 

12. 

„  Stratford-grove 

67-20 

14-80 

Provincial  Wells. 


12* 

Jan.  1854 

Newcastle  Military 
well  - 

100-56 

15-052 

13. 

Sept.  1854  - 

Brasted,  Kent 

54-10 

8-300 

1-5 

14. 

Oct.  21,  1854 

Plumstead,  hard  (in 
chalk) 

30-90 

2-720 

15. 

• 

,,       softened  - 

18*06 

2-800 

16. 

Nov.  1854  - 

Watford,   hard  (in 
chalk) 

22-40 

1-400 

17. 

„       softened  - 

8-03 

1-420 

18. 

Nottingham  - 
Iladley,  Mill-corner 

42-24 

3-200 

101-87 

19. 

83-20 

27-600 

37*81 

20. 

Newton,  Wisbeacli, 

No.  1 

481-76 

49-600 

3-20 

21. 

No.  2  - 

348-80 

21-600 

9*33 

213 


Table  XIII. 


Well  at  Camberwell. 

Well  in 
Broad-street, 
Soho, 
Sep.  9.  1854. 

May  15,  1854. 

Nov.  25,  1854. 

Organic  matter,  nitric  acid,  "i 
ammonia  -       -       -  J 

Sesqui-oxide  of  iron,  alumina,  ~l 
and  phosphate  of  lime     -  j 
Carbonate  of  lime 
Sulphate  of  lime  _       -  - 
Chloride  of  calcium 
Carbonate  of  magnesia 
Chloride  of  magnesium 
Sulphate  of  potash 
Carbonate  of  soda 
Chloride  of  sodium 

Total    -  - 
Residue  by  evaporation 

12-  900 

•250 

3-710 
25^899 

•097 

6']04 

13-  880 

7*260 

•320 

•180 

7^080 
12^758 
3 '424 
r380 
4-749 
4*202 
1*113 
6*134 

7-800 
•539 

'QAA 

13-  926 
11-874 

14-  928 
1-618 
7-550 

14-883 
5-233 
12  070 

62-840 
62-690 

48*600 
48*720 

91-  555 

92-  060 

Table  XIV. 


Table  exhibiting  the  Composition  of  the  Watford  and  Plumstead 
Chalk  Waters  in  their  natural  State,  and  when  softened  by 
Dr.  Clark's  Process. 


1. 

2. 

3. 

4. 

Watford. 

Watford. 

Plumstead 

Plumstead. 

Hard 
Water. 

Softened 
Water. 

Hard 
Water. 

Softened 
Water. 

Organic  matter 

Silica       -       -       -       _  _ 
Alumina,  sesqui-oxide  of  iron,"! 

and  phosphate  of  lime  -       -  / 
Carbonate  of  lime ,  - 
Sulphate  of  lime      -       -  . 
Nitrate  of  lime        -       .  . 
Carbonate  of  magnesia 
Sulphate  of  potash   -       -  . 
Sulphate  of  soda      -       .  . 
Chloride  of  sodium  -       -  . 

1-400 
-480 

•240 

15-280 
•377 
r599 
•870 
•569 

1-153 

1-420 
•680 

•120 

•520 
•590 
1-580 
-390 
•569 

1*548 

2-  720 
-720 

-340 

11-406 
8^864 

1^450 
•284 
1-235 

3-  558 

2-800 
-720 

-280 

•400 
8^976 

•400 
•284 
1^445 
3^064 

Total  per  gallon       -       .  _ 
Residue  by  evaporation 
Hardness         -       _       .  _ 

21-  968 

22-  400 
17-45 

7-  327 

8-  030 
2-74 

30-577 
30-900 
19*63 

18-369 

18^280 
7-47 
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Table  XV. 

Table  exhibiting  the  Isipukity  of  Provincial  Well  Watees  expressed 
in  Degi'ees  or  Grains  per  Gallon. 


Total  Residue 
in  Degrees  or 
Grains. 


Glasgow  Wells. 

1 

I. 

tjune  lo^i  - 

otirlmg-square        ■-       -      -  - 

Ol.  J-^clVlCl  s                        -          -          -  « 

o 

yy  5 

o 

TTpK     1  Q4.Q  . 

OO  O 

Q 
O. 

jji  icige-gaic  ..--»- 

QA  'A 

4. 

Jan.  1848  - 

Orr-street  -       -       -       -  - 

79-8 

5. 

Feb.  1848  - 

Cheapside       -       -       _       -  _ 

71*9 

D. 

1  . o  n  n  r\n  .•C^'T'QO"^*        _    _ 

V_'(lllliUJJl  SsLl  ccb        "             ~             -  - 

«;8  •  $54. 

7. 

March  1848- 

Ditto  

66*20 

8. 

Feb.  1848  - 

Wilson-street  West     -       -  - 

64-20 

9. 

June  1847  - 

George-street  -       -       -       -  - 

57-90 

10. 

Feb.  1848  - 

Coclirane-street  -  - 

51-80 

11. 

June  1847  - 

Union-street  - 

52*90 

12. 

St.  Vincent-street  -           -  - 

51-60 

13. 

Feb.  1848  - 

Norfolk-street  -       -       -       -  - 

50-64 

14. 

March  1848- 

Ditto  

43-24 

15. 

June  1847  - 

Glassford-street             -      -  - 

40-00 

16. 

5?            ??  " 

Infirmary  Well   -       -       -  - 

25-60 

17. 

??              J5  — 

Lady  Well  

17*73 

18. 

Arn's  WeU  (Green)    -       -       -  - 
Liverpool  Wells. 

14-9 

J.. 

Ton  IQ  IR'jn 

V  auxnaii-ioau  (^luouycis.  irom  river 

A. 

JJ  JJ 

uaicneioi -streei  (^ioki  qo)    -       -  - 

2yy  40 

Q 

o. 

JJ  JJ 

one  s  ougar  rtennery    -       -  - 

OOC  *  AO 

ZZb  4o 

A 

4. 

JJ  JJ 

jjaiton  s  xan-yarc      -       -  - 

00*7  •  HA 

26 1  yu 

O. 

JJ  JJ 

omixuneici  (^ouu  yaius  irom  river) 

2Zo  AO 

D. 

JJ  JJ 

Steele's  Soapwork.       -       -  ... 
Gregson's  Sawmills  - 

i  io  DO 

7. 

JJ  JJ 

107*91 

« 

o. 

Jan  21  1850 

9. 

Bevington  Bush      -       -       .  _ 

48*63 

10. 

Feb.  14,"l850 

Ditto  

55*90 

11. 

Jan.  21,  1850 

Copperas -hill                            -  - 

31*60 

12. 

Hotham-street        ..       -       .  _ 

29*60 

13. 

Windsor  Station-       -       -  - 

25*50 

14. 

The  Park  

22*95 

15. 

Edgehill  

22*29 

16. 

vSoho 

22*30 

17. 

Bootle       -       -       -       -       -  ~ 

19*40 

18. 

Ditto  

18*90 

19. 

Windsor  Well    -       -       -       -  - 

17*96 

20. 

Water-street  - 

17*80 

21. 

Green -lane        .       -       _       »  _ 

13-80 

*  The  distances  supplied  by  James  Newlands,  Esq.,  C.  E. 
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Table  XVI. 

Table  exhibiting  the  Degrees  of  Impurity  in  Waters  used  for  the 
Supply  of  Towns  in  England,  Scotland,  &c. ;  each  Degree  being 
equal  to  One  Grain  per  Gallon. 


Distilled  water       -          -  - 

0 

0 

i.  Xiocii  xi-ciLiiiie  - 

^.  ueCj  -£i.uGruc6ii        -           -  - 

A  ■ 

0.  JLay,  x^ertii 

5  5 

rr '  on 

U.    XJillULl  IfcJo      "                  -                  -  — 

D  yo 

6.  Paisley         -          -  - 

7  59 

7.  Gorbals  - 

/  oU 

8.  Leven 

8  *  fiO 

9.  Clyde        -          -          -  . 

9'57 

10.  Tyne,  Newcastle 

-  iri6 

11.  Tweed,  Coldstream 

-  iree 

12.  Seine,  Paris 

-  11*78 

13.  Liverpool  Well  (purest) 

=.  13*80 

14.  Glasgow  Well  (ditto) 

-  15*00 

15.  Kilmarnock  - 

-  15*22 

16.  Thames  Ditton  (1854) 

-  15*52 

17.       „        „  (1851) 

-  21*33 

18.  Swindon       .          _  _ 

-  17*51 

19.  Glasgow  Well  (most  impure) 

20.  Liverpool  Well  (ditto) 

-  96*00 

-  417*02 

Table  XVH. 


Table  of  the  Impurities  in  Waters  supplied  to  some  Provincial  Places 
in  Grains  or  Degrees  per  Gallon. 


Total  Degrees 

Degrees 

of  ^[mpurity, 

of 

or  Grains 

Organic 

per  GaUon. 

Impurity. 

1.  Bovey  Tracy,  Newton  Abbott  ■ 

■  Brook 

102*1 

12*20 

2.     Ditto  -          -          -  . 

■    Mine  - 

63*3 

8*90 

3.     Ditto     -          -          .  . 

■  Stream 

153*24 

7*84 

4.  Sandgate — Bellevue  House 

40*96 

5*20 

5.     Ditto  Reservoir 

31*54 

4*00 

6.     Ditto      Mr.  George's  house 

31*64 

3*74 
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INTRODUCTOEY  EEMARKS. 

Before  proceeding  to  ennmerate  the  different  kinds  of  living  or- 
ganic productions,  discovered  by  means  of  the  microscope,  in  the 
various  samples  of  -water  subjected  to  examination,  it  will  be  well  to 
inquire  the  meaning  and  signification  which  attach  to  their  presence 
in  certain  waters.  We  shall  then  be  in  a  position  to  appreciate 
the  nature  and  purport  of  the  results  arising  out  of  the  several 
examinations. 

Water  consists  of  hydrogen  and  oxygen,  chemically  combined  in  a 
definite  proportion ;  of  these  two  elements  water  of  all  kinds  consists, 
and  whatever  matters  are  contained  in  it  besides  these  have 
nothing  to  do  with  its  composition,  and  are  really  extraneous. 

But  water,  like  all  other  substances,  is  endowed  with  certain 
physical  properties ;  and  amongst  them  is  the  power  of  absorbing  any 
gases  with  which  it  may  happen  to  be  in  contact.  Now,  as  nearly 
all  water  is  more  or  less  freely  exposed  to  the  atmosphere,  the  gases 
of  which  the  latter  is  formed,  viz.  oxygen  and  nitrogen,  are  nearly 
always  present  in  water,  in  greater  or  less  proportions,  besides  carbonic 
acid  gas  also  derived  from  the  air  throtigh  which  it  is  diffused. 

Chemically  pure  water  then  consists  of  oxygen  and  hydrogen  in 
combination,  holding  in  solution,  when  exposed  to  the  air,  the  elements 
of  which  this  is  composed.  Should  the  atmosphere  itself  contain 
other  gases,  a  proportion  of  these  will  likewise  be  taken  up  by  the 
water,  and  hence  results  one  kind  of  impurity,  viz.  that  arisino-  from 
the  imbibition  of  one  or  more  hurtful  scases. 

The  greatest  and  most  important  contamination  to  which  water  is 
prone  is  that  by  organic  matter.  This  may  exist  in  water  in  several 
forms  and^  states ;  it  may  be  either  dead  or  living,  vegetable  or 
animal,  soHd  or  fluid,  and  it  may  be  present  in  water  in  all  these 
different  forms  and  states. 

Now  organic  matter  has  a  chemical  constitution  wholly  distinct 
from  that  of  water,  its  great  distinguishing  characteristic  being  that 
it  contains  nitrogen,  which  is  greater  in  amount  in  animal  than  in 
vegetable  productions.  No  constituents  enter  into  the  composition 
of  chemically  pure  water,  out  of  which  living  organic  productions  can 
be  developed,  or  if  developed,  sustained.  The  presence  of  these  affords 
evidences  of  contamination  with  nitrogenous  matter,  and  they  are  to 
be  regarded  as  a  sign  of  impurity.  Since  the  majority  of  organic 
productions  are  nourished  by  imbibition,  their  existence  in  water  im- 
plies the  presence  of  organic  matter  in  a  fluid  state,  capable  of  being 
absorbed  into  their  systems,  and  of  sustaining  them.  Some  of  the 
higher  forms  of  infusoria  have,  however,  stomachs,  and  feed  upon 
sohd  organic  matter,  either  living  or  dead. 

If  these  premises  are  correct,  as  they  unquestionably  arc,  we  repeat 
that  the  presence  of  organic  matter  in  water,  whether  in  the  fluid 
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state  or  solid,  and  dead  or  living,  animal  or  vegetable,  and  especially 
living  animalcules  iu  water,  are  to  be  regai-ded  as  undoubted  proof's 
of  contamination  or  impurity. 

When  vegetable  productions  abound  in  water,  they  indicate  a 
positive  degree  of  impurity ;  but  when  animalculai  abound,  a  higher 
degree  of  impurity  is  indicated,  because  these  contain  a  much  larger 
proportion  of  nitrogenized  matter. 

But  the  absence  of  organic  productions,  including  infusoria,  does 
not  afford  a  certain  proof  of  the  pm-ity  of  any  water,  because  the 
concurrence  of  other  conditions  is  necessary  for  the  development  of 
organic  life,  viz.  more  or  less  air,  light,  and  warmth.  For  the 
development  of  some  productions  these  agents  must  all  have  free 
access  to  the  water ;  for  others  a  limited  supply  of  them  only  is  neces- 
sary, while  the  existence  of  others  is  compatible  with  the  admission 
of  but  little  air  or  light,  and  especially  with  a  low  temperature  ;  thus 
many  organic  productions,  infusoria  amongst  the  number,  survive 
through  the  most  rigorovis  winters. 

When  the  above  agents  are  entirely,  or  almost  entirely,  excluded, 
but  little  development  takes  place,  even  although  the  water  contain 
nitrogen  or  nitrogenized  matter  of  any  kind,  but  a  distinct  series  of 
changes  occur,  the  nitrogen  of  the  nitrogenized  matter  becomes 
oxydized  and  nitric  acid  is  generated,  which  uniting  with  bases  forms 
nitrates.  These  changes  are  constantly  going  on  in  wells  contami- 
nated by  the  contents  of  cesspools. 

It  is  of  extreme  importance  that  correct  notions  should  prevail 
respecting  the  real  signification  of  the  presence  of  animalculfe  and 
other  minute  forms  of  organic  life  in  water,  for  much  error  exists 
on  this  subject  in  the  minds  of  the  public,  and  even  on  the  part  of 
some  few  men  professing  acquaintance  with  the  laws  of  science. 

Many  of  the  public  believe  that  everything  we  eat  and  drink 
teems  with  life,  and  that  even  our  bodies  abound  with  minute  living 
and  parasitical  productions.  This  is  a  vulgar  error,  and  the  notion  is 
as  disgusting  as  it  is  erroneous. 

In  the  entire  human  body,  in  a  state  of  health  and  cleanliness,  not 
a  single  organic  production  or  animalcule  of  any  description,  or  of  the 
most  minute  size  discoverable  with  the  microscope,  excepting  pro- 
bably, under  some  circumstances,  vibriones  in  the  intestinal  canal,  is 
present,  either  outwardly  on  the  surface  or  inwardly  in  the  cavities, 
or  in  the  several  secretions  of  the  body. 

When  the  body  becomes  diseased  or  greatly  disordered,  or  clean- 
liness is  not  observed,  then,  indeed,  some  few  parasitical  productions 
may  take  up  their  residence  in  it,  but  even  in  this  case  the  proper 
secretions  and  fluids  of  the  body,  as  the  bile,  blood,  &c.,  ai'e  rarely,  if 
ever,  thus  infested.  The  productions  then  found  are,  on  the  skin, 
chiefly  acari,  and  in  the  intestinal  canal  a  few  species  of  annelidaj  or 
worms. 

The  belief  that  the  articles  we  eat  and  drink  abound  in  infusorial 
life  is  equally  unfounded.  It  is  not  true  of  even  a  single  article  of 
consumption,  which  is  partaken  of  while  in  a  sound  and  wholesome 
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state.  The  only  substance  with  wliich  we  arc  acquainted  which 
commonly  contains  living  organic  productions,  as  the  larv^  of  a 
species  of  fly,  acari,  and  fungi,  is  cheese,  and  these  only  become 
developed  in  it  after  decomposition  has  commenced,  while  sound 
cheese  is  entirely  free  from  the  contaminations.  Another  reason 
why  cheese  is  so  prone  to  be  thus  attacked  is  explained  by  its  highly 
nitrogenous  character,  which  predisposes  it  to  decomposition.  Let 
the  notion,  then,  that  the  articles  we  eat  and  drink,  and  even  our 
very  bodies,  teem  with  invisible  and  parasitical  forms  of  life  be 
dismissed  from  the  mind,  for  such  a  notion  is  opposed  to  every 
true  principle  of  science,  and  is  plainly  contradicted  by  direct  ob- 
servation. 

It  was  essential  that  the  above  observations  should  be  made 
preliminarily  to  stating  the  results  of  the  Microscopical  Examination 
of  the  different  waters,  in  order,  as  we  have  before  remarked,  that 
the  purport  of  those  results  should  be  more  clearly  understood. 


The  following  was  the  method  pursued  in  the  collection  and  ex- 
amination of  the  different  samples  : — 

They  were  collected,  for  the  most  part,  in  Winchester  quart  bottles, 
wliich  hold  half  an  imperial  gallon,  care  being  taken  that  they  should 
be  scrupulously  clean.  Each  specimen  was  set  aside  at  rest  for  some 
hours  previous  to  examination ;  it  was  then  first  examined  while  un- 
disturbed, and  notes  were  taken  of  the  different  objects  observed  under 
the  microscope.  All  the  contents  of  the  bottle  were  next  decanted, 
except  about  10  or  12  oz,,  so  as  not  to  disturb  any  sediment  which 
might  have  fallen.  These  were  poured  into  a  conical  glass  hghtly 
covered,  so  as  to  prevent  dust  or  any  other  matter  floating  in  the  air 
from  getting  in,  and  set  aside  for  a  further  period  of  about  six  hours. 
The  water  contained  in  the  tumblers  at  the  expiration  of  that  time  was 
decanted,  reserving  only  the  last  few  drops,  which  were  subjected  to 
microscopical  examination.  When  the  quantity  of  sediment  was  ex- 
ceedingly minute,  so  little  indeed  as  in  the  case  of  the  purer  waters 
almost  to  escape  the  eye  altogether,  the  remaining  drachm  or  so  of 
the  water  from  the  tumblers  was  transferred  into  a  very  small  conical 
glass,  and  allowed  to  rest  an  hour  or  so ;  the  water  in  this  in  its  turn 
bemg  decanted,  and  in  this  way  any  sediment  which  was  present  was 
collected. 

In  procuring  waters  for  microscopical  examination,  they  should, 
where  practicable,  for  the  sake  of  comparison,  be  obtained  in  bottles 
similar  to  those  above  referred  to,  viz.,  Winchester  quart  bottles. 

Of  the  waters  examined,  some  were  taken  from  the  cisterns  of 
houses  m  which  one  or  more  deaths  from  cholera  had  occurred,  these 
being  procured  m  many  cases  from  localities  in  which  the  disease  was 
at  its  height,  and  from  districts  the  most  severely  visited  by  the 
epidemic:  the  specimens  thus  procured  included  the  Avaters  of 
several  different  companies :  some  of  the  waters  were  obtained  from 
the  sources  of  supply,  others /rom  service  pipes,  some  from  loells  and 
■pumps  at  the  time  and  in  neighbourhoods  in  which  cholera  was  pre- 
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valent,  some  were  procured  from  the  deeper  springs  and  wells  in  and 
near  London,  in  order  to  serve  as  standards  of  comparison ;  lastly,  a 
few  samples  were  obtained  from  tanks,  water  butts,  and  cisterns,  in 
order  to  show  the  effect  of  those  receptacles  on  the  condition  of  the 
water  stored  in  them. 


The  results  of  the  Microscopical  Examination  of  these  different 
■waters  I  proj)ose  to  embody  under  the  following  separate  heads: — 

(1.)  Keport  showing  the  results  of  the  microscopical  examination  of 
different  waters  obtained  from  houses,  one  or  more  of  the  occupants 
of  which  were  either  affected  with  or  had  died  from  cholera. 

(2.)  Report  showing  the  results  of  the  microscopical  examination 
of  different  specimens  of  well  and  pump  water  procured  in  neighbour- 
hoods in  which  cholera  was  prevalent. 

(3.)  Report  showing  the  results  of  the  microscopical  examination 
of  different  waters  from  Sandgate,  collected  during  the  prevalence  of 
cholera. 

(4.)  Report  showing  the  results  of  the  microscopical  examination  of 
different  samples  of  water  obtained  from  the  service  pipes  of  several 
of  the  metropolitan  water  companies. 

(5.)  Report  showing  the  results  of  the  microscopical  examination  of 
water  stored  in  cisterns,  butts,  and  tubs,  with  remarks  on  the  state 
of  those  receptacles  and  their  influence  on  the  purity  of  water. 

(6.)  Report  showing  the  results  of  the  microscopical  examination  of 
the  water  of  the  Thames,  Lea,  and  New  River. 

(7.)  Report  showing  the  results  of  the  microscopical  examination 
of  certain  deep  spring  and  well  waters  situated  principally  in  and 
near  London. 


I 

I 
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(1.)  Kepoet  showing  the  Ebsiilts  of  the  Microscopical  Exami- 
A^ATION  of  different  Watees  obtained  from  Houses,  one  or 
more  of  the  Occupants  of  which  were  either  affected  with  or 
had  died  from  Choleea. 

The  samples  were  taken  from  the  taps  of  the  cisterns  in  the 
ordinary  Avay,  without  regard  to  the  time  at  which  the  water  was 
turned  on.  Tliey  are,  therefore,  fair  average  samples  of  the  water  as 
used  by  the  inhabitants  of  the  houses  from  which  they  were  pro- 
cured. This  should  be  clearly  understood,  because,  although  in  the 
analyses  we  speak  of  sediments  and  residues,  these  represent  no  larger 
amount  of  organic  matter  and  other  impurities  than  are  actually  con- 
sumed, the  component  parts  of  these  sediments  being  so  suspended  in 
the  water  that  some  hours  are  necessary  for  their  complete  subsidence. 


The  following  Samples  were  procured  from  Houses  supplied  by 
The  Gteand  Junction  Company, 


3,  South  Roiu,  Golden  Square. — Collected  9th  September  1854,  by 
Dr.  Hassall  and  Dr.  Thomson. 

In  this  House  there  were  Three  Deaths. 
There  were  detected  in  this  water,  after  subsidence,  two  or  three 
euglenag,  several  of  the  brown  rolling  lenticular  animalculiB  elsewhere 
referred  to,  which  I  cannot  identify  with  any  described  in  works,  and 
two  or  three  other  minute  infusoria.  The  residue  which  collected  at 
the  bottom  of  the  glass  was  not  inconsiderable,  and  there  were  present 
in  it  the  following  living  organic  productions :— one  small  annelid, 
anguillula  fluviatiJis,  four  or  five  rotifers,  one  paramecium,  a  great 
many-  of  the  productions  known  as  pandorina  morum  in  all  stages  of 
growth,  a  few  of  the  peculiar  brown  rolhng  bodies  above  referred  to, 
scenedesmus  quadricauda,  a  great  many  frustules  of  synedra  and 
navicula;,  and  a  few  of  the  diatoma,  asterionella  formosa. 

5,  South  Roiv,  Golden  Square. — Collected  9th  September  1854,  by 
Dr.  Hassall  and  Dr.  Thomson. 

Three  Deaths  from  Cholera. 
This  water  was  tolerably  clear  and  bright,  and  after  having  stood 
at  rest  for  24  hours  there  was  but  little  visible  sediment.  There 
were  observed  in  the  water  itself  a  few  small  infusoria,  including 
three  or  four  euglenaj  and  monads,  also  a  few  sporules  of  a  fungus^ 
but  rather  many  of  the  peculiar  brown  rolling  bodies  or  animalcule. 
The  residue  was  rather  small,  and  in  it  were  noticed  all  those  organic 
productions,  more  or  less  characteristic  of  the  water  of  the  Grand 
J  unction  Company,  as  species  belonging  to  the  following  genera — 
pandorina,  paramecia,  two  species,  vorticella,  oxytricha,  coleps,  the 
brown  rolhng  animalcula,  many  asterionella}  and  navicula;,  espe- 
cially A.  formosa,  N.  amphisbocna,  K  sphjcrophora,  and  fragillaria 
capucina.    Fig.  1. 
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39,  Broad  Street,  Golden  iS'^wam— Collected  9th  September  1854, 
by  Dr.  Plassall  and  Dr.  Tliomson. 

Three  Deaths  occurred  in  this  House. 
In  this  water,  after  subsidence,  the  following  infusoria  were  noticed: 
polyarthra,  three  or  four;  pandorina  morum,  several;  one  or  two  small 
euglenfe,  and  one  only  of  the  brown  rolling  animalculaj.  In  the 
sediment,  which  was  not  very  considerable,  there  were  rather  many 
infusoria,  as  well  as  other  organic  productions  :  the  following  were 
observed,  a  cyclops,  and  two  acavus-like  entomostracans,  three  or 
four  cuglenjB,  many  pandorina3,  hundreds  of  asterionellaj,  threads  of 
fragillaria  capucina  and  meloseira  varians,  scenedesmus  quadricauda, 
pediastrum  heptactis,  and  a  closterium. 

13,  Marshall  Street,  Golden  Square. — Collected  9th  September  1854, 
by  Dr.  Hassall  and  Dr.  Thomson. 

Four  Deaths  and  Two  other  Cases. 
Some  of  the  brown  animalculas  were  detected  in  this  water  after 
subsidence,  as  well  as  several  pandorina^  rolling  actively  about. 
The  sediment  was  rather  considerable,  and  in  it  were  detected  dozens 
of  pandorina,  a  few  large  infusoria,  and  several  of  the  brown  ani- 
malculfe,  also  hundreds  of  asterionella  fonnosa,  a  few  frustules  of 
meloseira  varians  and  fragillaria  capucina,  a  small  closterium,  and 
the  thallus  or  threads  of  two  species  of  fungus,  that  Avith  the  slender 
threads  and  the  yellow  fungus-hke  production,  resembling  the  stems 
of  a  species  of  anthophysa. 

14,,  Cambridge  Street,  Golden  Square.— QollQciedi  9th  September  1854, 
by.  Dr.  Hassall  and  Dr.  Thomson. 
Two  Deaths  occurred  in  this  House. 
This  water  deposited  scarcely  any  sediment;  eight  or  nine  minute 
infusoria,  including  two  euglenje,  were  seen  in  it  after  subsidence 
but  none  of  the  brown  a/nimalculfe  were  detected  althouo"h  "^oucht  for 
a  long  time ;  scarcely  any  organic  productions  of  any  kind  were  ob- 
served in  the  minute  quantity  of  sediment  which  was  deposited, 
neither  diatomaceas  nor  the  brown  animalculoB,  and  indeed  only  a  few 
small  infusoria. 


The  following  Samples  were  procured  from  Houses  supplied  by 
The  New  Eiver  Company. 

23,  Peter  Street,  Golden  Square.— QoWcciQ^  9th  September  1854,  by 
Dr.  Hassall  and  Dr.  Thomson.  ' 
In  this  House  there  were  Six  Deaths. 
A  few  infusoria  were  seen  in  this  water  after  subsidence,  includino- 
two  of  a  species  of  polyarthra,  which  was  the  largest  animalcula  seen* 
and  only  one  of  the  brown  animalcules.    The  residue  was  rathcr'con- 
siderable,  and  contained  a  good  many  of  the  brown  lenticular  ani- 
malcules, but  not  many  other  infusoria.    Those  that  were  noticed 
belonged  to  the  genera  paramccinm,  oxyti-ich:i,  and  euo;lona  :  amongst 
the  diatomacea3  were  frustules  of  pleurosigma  acuminatum,  Nitzschia 
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sigmoidea,  synedra  ulna,  and  fraglllaria  capucina;  and,  lastlj^,  a  few 
masses  of  circular  green  sporules,  stationary,  and  imbedded  in  a 
mucous  base,  a  few  spiculiB  of  sponge,  and  much  dead  organic  matter, 
mixed  up  with  a  great  many  threads  of  the  usual  slender  fungus,  were 
noticed.  ' 

9,  Hojjkins  Street,  Golden  Square.— Collected  9th  September  1854, 
by  Dr.  Hassall  and  Dr.  Thomson. 

Eight  Cases  occurred  in  this  House. 
Several  of  the  entomostracan,  Cyclops  quadricornis  were  seen  in 
this  water,  and  after  subsidence  many  of  the  brown  animalculfe,  as 
well  as  one  or  two  other  small  infusoria  ;  the  sediment  deposited 
was  scarcely  perceiDtible,  but  it  contained  a  good  number  of  the 
brown  animalcule,  and  a  few  other  small  infusoria,  of  the  genera 
paramecia  and  euglena ;  also  scenedesmus  quadricauda,  and  amongst 
the  diatomacea3  frustules  of  pinnularia  radiosa,  pleurosigma  acumi- 
natum, synedra  ulna,  meloseira  varians,  Nitzschia  sigmoidea;  also 
sporules  of  fungus  germinating,  threads  of  slender  fungus,  and  frag- 
ments of  vegetable  tissue.    Fig.  2.  ° 

11,  Hopkins  Street,  Golden  Square.— Qollecied  9th  September  1854, 
by  Dr.  Hassall  and  Dr.  Thomson. 
In  this  House  Three  Deaths  and  Two  Cases  occurred. 
Fom-  or  five  of  the  brown  animalcules  were  the  only  organic  pro- 
ductions met  with  in  this  water  after  subsidence,  but  in  the  sediment 
which  Avas  small  the  following  productions  were  noticed:— a  Cyclops 
and  a  second  species  of  entomostracan,  the  name  of  which  was  not  ascer- 
tained, several  paramecia,  a  few  smaller  infusoria,  mostly  monads 
and  a  considerable  number  of  the  brown  animalcule ;  amongst  the 
diatomacese  were  frustules  of  synedra  ulna,  one  or  two  of  a  small 
navicula,  a  thread  of  fragillaria,  and  a  pleurosigma;  amongst  the 
desmideas,  scenedesmus  quadricauda  was  rather  plentiful,  as  well  as 
many  masses  of  the  circular  and  oval  green  stationary  sporules,  so 
commonly  present  in  samples  of  the  water  of  this  Company. 

5,  Berioick  Street,  Golden  Square.— Qollected  9th  September  1854, 
by  Dr.  Hassall  and  Dr.  Thomson. 
In  this  House  there  were  Five  Deaths  and  Two  Cases  of  Cholera. 
This  was  the  specimen  in  which  the  brown  rolling  animalcula 
were  first  observed;  many  of  these  were  present  in  this  water  after 
subsidence,  as  well  as  one  or  two  other  small  infusoria  of  two  or  three 
ditterent  kinds,  including  a  species  of  the  genus  uvella.     In  the 
residue,  which  was  small,  there  were  observed  one  of  the  eel-like  anne- 
lids angu.llula  fliiviatilis,  a  brachionus,  oxytricha3,  and  a  few  monads: 
irustules  of  navicular  and  meloseira,  and  a  few  of  the  motionless 
bunches  of  green  sporules. 

3,  Broad  Street,  Golden  .SVyzmm-Collected  9th  September  1854,  by 
Dr.  Hassall  and  Dr.  Thomson. 
Three  Deatlis  took  place  in  this  House. 
There  were  discovered  in  this  water,  after  subsidence,  several  of 
the  brown  rolling  anmialcule,  as  well  as  four  or  five  other  minute 
infusoria ;  while  m  the  residue,  which  was  but  small,  a  few  infusoria 
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and  cliatomaceas  were  seen,  belonging  to  the  geneva  pandorina,  oxytri- 
cha  and  nionas,  pleurosigmaj  fragillaria,  and  meloseira,  as  well  as  some 
green  threads  of  a  conferva. 

10,  Portland  Meios,  Portland  Street,  Golden  Square. — Collected  9th 
September  1854,  by  Dr.  Hassall  and  I)r.  Thomson. 

In  this  House  there  occurred  Three  Deaths  from  Cholera,  and  there 
were  tAvo  other  persons  lying  ill  with  that  disease. 
There  were  observed  in  the  fluid  pai't  of  this  water,  after  subsi- 
dence, four  or  five  of  the  brown  rolling  animalcule,  a  uvella,  and  a 
very  few  small  infusoria,  chiefly  monads.  The  sediment  was  rather 
considerable,  and  contained  many  infusoria,  some  of  large  size,  an 
oxytricha,  one  or  two  uvellaa,  an  annelid,  a  polyarthra,  and  many 
vorticellae,  as  also  a  few  frustules  of  synedra,  and  several  of  the 
masses  of  green  motionless  sporules,  and  a  considerable  quantity  of 
the  slender  fungus ;  lastly,  there  was  a  good  deal  of  brown  granular 
organic  matter.  The  cistern  in  this  case  was  placed  below  the  ground 
floor,  and  the  water  had  to  be  raised  by  means  of  a  pump. 

9,  Broad  Street,  Golden  Square. — Collected  9th  September  1854,  by 
Dr.  Hassall  and  Dr.  Thomson. 
Six  Deaths  from  Cholera. 
In  this  water,  after  subsidence,  several  infusoria  were  seen,  two  or 
three  of  the  usual  species  of  polyarthra,  remarkable  for  the  sudden 
jerking  leaps  which  it  took,  a  few  monads,  and  two  or  three  of  the 
brown  animalcula.    The  residue  contained  a  considerable  number  of 
infusoria  of  the  genera  vorticella,  rotifer,  oxytricha,  uvella,  and 
also  some  of  the  brown  animalcules  ;  amongst  the  diatomaceas  Avere 
a  great  many  frustules  of  a  small  oval  pleurosigma  and  several  of 
synedra  ulna  ;  also  many  stationary  bunches  of  green  oval  sporules. 

6,  Allen  Street,   Clerh.enwell.  —  Collected  4th  October  1854,  by 

G.  Glover,  Esq. 
Two  Deaths. 

This  water  was  pretty  clear,  but  it  threw  down  a  blackish  sedi- 
ment visible  to  the  naked  eye.  In  the  water,  after  subsidence,  two 
free  vorticellas  were  seen,  as  well  as  three  or  four  other  infusoria. 
The  sediment  deposited  was  very  large,  and  consisted  chiefly  of 
oi'ganic  matter,  remnants  of  Cyclops  shells,  numerous  vorticella3,  a 
large  number  cf  rotifera,  a  good  many  oxytricha3  belonging  to 
three  different  species,  a  few  actinophrydes,  an  annelid,  and  one  or 
two  large  euglente,  besides  which  there  were  a  few  small  frustules 
of  diatomaccas,  scenedesmus  quadricauda,  and  a  great  deal  of  the 
slender  fungus ;  there  were  also  several  large  fatty  masses  in  this 
water  visible  to  the  eye,  about  Avhich  a  species  of  fungus  (lepto- 
mitus  ?)  was  growing  ;  the  masses  appeared  like  muscular  fibre  dege- 
nerated into  fat. 

3,  Allen  Street,  Clerkemcell. — Collected  4th  October  1854,  by 

G.  Glover,  Esq. 
Five  Deaths. 

In  this  water,  after  subsidence,  there  were  seen  one  or  two  small 
infusoria  and  two  synedras.    The  residue  was  very  considerable,  and 
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consisted  chiefly  of  organic  matter,  dead  and  living ;  there  were  a 
considerable  number  of  infusoria,  especially  actinophrydes,  shells  of 
Cyclops,  oxytrichaj,  coleps,  uvella,  and  polyarthra,  a  few  of  the 
brown  animalcule,  and  some  vibriones.  The  diatomacefe  present 
included  a  good  many  frustules  of  synedra  ulna,  cocconeus  placen- 
tula,  naviciila,  gomphonema,  fragillaria,  and  cjmbella,  also  two 
species  of  pleurosigma ;  there  were  likewise  single  large  green  oval 
and  moving  sporules,  and  three  or  four  groups  of  stationary  sporules, 
a  good  many  green  threads  of  conferva,  and  much  of  the  slender 
funofus. 

15,  Broad  Yard,  Clerkemcell. — Collected  4th  October  1854,  by 

G.  Glover,  Esq. 

One  Death. 

In  this  Avater,  after  subsidence,  three  or  four  small  Infusoria  only 
were  seen,  but  the  sediment  deposited  was  rather  considerable,  and 
in  it  a  great  many  infusoria  and  other  organic  productions 'were 
found;  amongst  the  infusoria  were  numerous  actinophrydes,  two 
or  three  species  of  oxytrlcha?,  one  very  large,  a  few  of  what  appeared 
to  be  the  brown  animalcule,  but  dead  and  motionless,  many  granular 
masses  of  vibriones,  and  great  numbers  of  the  same  loose  ;  in  addition 
to  the  infusoria,  there  were  rather  many  diatomacefe  of  the  genera 
nayicula,  two  species  of  synedra  ;  lastly,  one  small  mass  of  the  fatty 
animal  matter  abeady  noticed,  with  the  fungus  growino-  round  It,  was 
likewise  seen.  ' 

13,  Broad  Yard,  ClerhetiivelL—CoWectcd  4th  October  1854,  by 

G.  Glover,  Esq. 

One  Death. 

Three  or  four  small  Infusoria  and  one  oxytricha  were  seen  In  the 
water  after  subsidence.  The  sediment  deposited  was  rather  consider- 
able, and  of  a  light  yellow  colour  ;  it  contained  a  good  many  Infusoria, 
principally  of  the  genera  actinophrys,  uvella,  and  oxytricha,  there 
being  three  different  species  belonging  to  the  last  named  genus- 
there  were  also  a  few  vibriones,  and  many  of  the  peculiar  brown 
animalcule,  dead;  the  diatomacea3  were  abundant,  and  in  o-reat 
variety  I  two  species  of  pleurosigma  were  noticed,  synedra  ulna 
cocconeis  placentula,  and  a  species  of  navicula;  there  was  also 
much  of  the  slender  fungus,  and  many  fragments  of  decayino- veo-etable 
tissue.  ^    o  a 


The  following  Samples  were  taken  from  Houses  supplied  by 
The  Lambeth  Company. 

Ill,  Cormvall Road.- Collected  5th  September  1854,  by  Dr.  Hassall 

and  Dr.  Thomson. 
One  Death  from  Cholera. 
This  water  was  bright  and  clear  to  the  eye,  but  numerous  ento- 
mostracea;  were  seen  swimming  about  in  it;  after  having  stood  at 
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rest  for  some  hours  hardly  any  sediment  was  deposited.  In  the  water 
itself,  after  subsidence,  scarcely  a  moving  particle  of  any  kind  was  to 
be  detected  except  the  entoraostraccas ;  in  the  sediment  there  were 
noticed  five  or  six  euglenas,  two  polyarthraj,  a  few  monads  and  other 
equally  minute  infusoria,  together  with  a  very  few  diatomaceaj 
belonging  to  the  genera  navicula  and  synedra. 

107,  Cornwall  EoacL— Collected  5th  September  1854,  by  Dr.  Ilassall 

and  Dr.  Thomson. 
One  Death  from  Cholera. 
This  water  was  also  clear  and  bright,  but  it  deposited  rather  more 
sediment.  In  the  water,  after  subsidence,  only  one  polyarthra  and 
two  or  three  other  very  minute  infusoria  were  detected,  while  in  the 
sediment  there  were  observed  several  of  the  eel-like  river  annelidae  of 
small  size,  anguillula  fluviatilis,  one  entomostracan  and  the  remains 
of  several  others,  rather  many  infusoria,  a  few  diatomacea?,  a  thread 
of  conferva,  some  dead  and  decomposing  organic,  principally  vegetable 
matter,  and  many  spiculte  of  sponge  ;  amongst  the  infusoria  were 
two  or  three  paramecife  and  osytrichfe,  while  the  diatomaceaj  noticed 
consisted  chiefly  of  a  few  frustules  of  synedra. 

17,  Commercial  Road. — Collected  5th  September  1854,  by 
Dr.  Hassall  and  Dr.  Thomson. 

One  Death  from  Cholera. 
This  water  was,  like  the  previous  samples,  clear  and  transparent, 
but  contained  many  entomostraceas,  and  the  sediment  which  collected 
was  very  trifling.  In  the  water  itself,  after  subsidence,  not  a  single 
animalcule  or  other  organic  production  was  to  be  seen,  while  in  the 
sediment  there  were  observed  a  very  few  infusoria,  including  two  or 
three  vorticellte,  a  few  monads,  two  or  tln-ee  spiculo3  of  sponge, 
bunches  of  the  branched,  and  threads  of  the  slender  fungus  so 
common  in  the  less  pure  waters,  with  a  few  fragments  of  decomposing 
organic  matter. 

66,  Wootton  (S^ree?.— Collected  oth  September  1854,  by  Dr.  Hassall 

and  Dr.  Thomson. 

One  Death  from  Cholera. 
This  water  deposited  only  a  very  small  quantity  of  sediment,  and 
but  few  infusoria  were  detected  in  it  after  subsidence,  principally 
one  or  two  small  ones  of  the  genera  euglena  and  monas,  but  several 
entomostracans  were  swimming  about  in  it,  visible  to  the  naked  eye. 
In  the  sediment  there  were  seen,  with  the  mici*oscope,  one  of  the  eel- 
like annelid,  anguillula  fluviatilis,  part  of  an  articulated  annelid,  a 
a  few  pellet-like  masses,  most  probably  the  exuvia  of  the  entomo- 
stracea),  and  some  spiculas  of  the  fresh  water  sponge. 

4,  Little  King  Street,  Kent  Road. — Collected  16th  September  1854, 
by  Dr.  Hassall  and  Mr.  Walker. 

In  this  House  there  were  Two  Deaths. 
There  were  seen  in  this  water,  after  subsidence,  by  the  aid  of  the 
microscope,  rather  many  minute  infusoria,  including  one  small  para- 
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meceum  and  one  eugiena.  The  residue  was  rather  small ;  it  coa- 
tained  many  living  entomostracans,  many  infusoria,  three  or  four 
oxytrichje  and  vorticellte,  and  many  monads,  a  few  minute  threads 
of  green  conferva,  two  green  spornles,  and  threads  of  the  two 
species  of  fungus,  a  few  very  small  naviculte,  and  one  frustule  of 
cymbella. 

7,  Monmouth  Place,  Walworth  Co??2more.— Collected  16th  September 
1854,  by  Dr.  Hassall  and  Mr.  Walker. 

Two  Deaths. 

This  water,  after  subsidence,  was  found  to  contain  a  good  many 
infusoria,  including  several  pararaecia,  and  other  smaller  animalcul?e. 
The  sediment  was  rather  considerable,  and  in  it  were  seen  more  than' 
a  dozen  eel-like  worms,  anguillula  fluviatilis,  a  rotifer,  a  shell  of 
daphnia,  a  great  many  vorticellfe,  several  actinophrydes,  oxytrichse, 
large  and  small,  amphileptus,  amteba,  one  polyarthra,  as  well  as  some 
other  curious  infusoria.  Besides  the  above,  two  or  three  desmidete  were 
seen  of  the  genera  pediastrum  and  scenedesmus,  and  a  great  many 
diatomacefe,  especially  frustules  of  gomphonema  capitatum,  cocconeis 
placentula,  and  synedra  ulna,  together  with  a  few  of  the  brown 
stationary  festooned  sporules,  represented  in  more  than  one  of  the 
figures ;  lastly,  much  of  the  slender  fungus  was  present. 

2\,  Bollinhrooke  Boio,  St.  Peter's,  ^aW^A.— Collected  16th  Sep- 
tember 1854,  by  Dr.  Hassall  and  Mr.  Walker. 

Here  Two  Deaths  occurred. 
This  water  was  clear  and  did  not  contain  entomostrace^,  but  there 
were  seen_  m  it,  after  subsidence,  four  or  five  very  minute  infusoria 
Ihe  quantity  of  sediment  which  was  deposited  was  very  small,  and  in  it 
the  following  matters  and  productions  were  noticed  ;  broken  shells  of 
entonaostracege,  a  few  vorticellfe,  several  small  paramecia,  one  or  two 
oxytrichje,  several  frustules  of  gomphonema  curvatum,  four  or  five 
of  cocconeis  placentula,  two  spiculce  of  the  fresh  water  sponge,  and 
a  few  threads  of  the  slender  fungus. 

1,  Bedford  Court,  St.  James\  Bermondsey. —QoWectedi  16th  September 
1854,  by  Dr.  Hassall  and  Mr.  Walker. 

Three  fatal  Cases  of  Cholera  took  place  in  this  House. 
This  water,  although  tolerably  clear  and  bright,  gave  off  some  gas 
on  the  removal  of  the  stopper,  and  was  fSund  to  swarm  wtth 
mfusona  chiefly  monads.     The  residue  was  rather  considerable,  and 
nearly  black   and  m  it  the  following  organic  productions  were  ■ 
observed  to  be  present:  one  annelid,  a  great  number  of  paramecia, 'r 
severa   oxytnchee,  a  good  many  vorticella)  and  monads,  threads  of 
oscnlatoria,  one  or  two  smnll  nnvimiico  fl,r«  •    ^  c 

and  the  two  usual  fimgi  '       °'       'P'"'^'^  of  sponge, 
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22,  Carter  Street,  St.  Peters,  Walworth.—CoWccic^  IGtli  September 
1854,  by  Dr.  Hassall  and  Mr.  Walker. 

One  Death  only  in  this  House. 

This  water  was  clear  and  bright,  but  it  contained  a  good  many- 
large  entomostracca!,  of  which  there  were  two  species ;  after  subsi- 
dence, but  very  few  infusoria  were  seen,  and  these  all  very  small ; 
the  residue  was  inconsiderable,  and  contained  but  few  organic  pro- 
ductions, a  piece  of  shell  of  daphnia,  several  paramecin,  one  lage- 
nella,  two  threads  of  conferva,  green  moving  sporules,  spicula?  of 
sponge,  and  some  threads  of  the  slender  fungus. 


The  following  Samples  were  procured  from  Houses  supplied  by 

SOUTHWAKK  AND  VaUXHALL  COMPANY. 

154,  Waterloo  Road. — Collected  5th  September  1854,  by  Dr.  Hassall 

and  Dr.  Thomson. 

One  Death  from  Cholera. 

This  specimen  was  decidedly  dull  and  opalescent  to  the  eye,  as 
-contained  in  a  "Winchester  quart  bottle,  and  there  were  numerous 
■entomostraceaj  swimming  about  in  it.  There  were  detected  in  the 
water  itself,  after  subsidence,  a  few  small  infusoria,  while  the  residue, 
which  was  very  considerable,  abounded  with  living  organic  produc- 
tions, infusoria  especially,  of  the  genera  stentor,  rotifer,  actinophrys, 
acineta,  amoeba,  oxytricha,  coleps,  voi-ticella,  and  pai-amecium; 
amongst  the  diatomaceas  were  a  great  many  frustules  of  the 
Nitzschia  sigma,  with  a  few  of  N.  amphyoxis,  many  of  synedi'a 
minutissima,  some  of  cyclotella  operculata  and  meloeeira  varians ; 
amongst  the  desmidea3  were  scenedesmus  acutus  S.  quadricauda,  and 
pediastrum  boryanum  ;  while  in  the  dead  organic  matter  Avere  spiculaj 
of  sponge,  and  the  exuvial  masses  before  referred  to,  intermixed 
with,  and  lying  amongst  which,  were  many  threads  of  the  yellow 
fungus  alluded  to  as  occurring  in  the  water  from  29,  Wootton  Street, 
as  well  as  in  other  waters.    Fig.  3. 

131,  Waterloo  Road. — Collected  5th  September  1854,  by  Dr.  Hassall 

and  Dr.  Thomson. 

Two  Deaths  from  Cholera. 

Many  entomostraceas  were  swimming  about  in  this  water,  and 
there  Avere  discovered,  by  means  of  the  microscope,  after  complete 
subsidence,  rather  many  small  but  active  infusoria,  while  in  the 
residue,  which  was  considerable,  the  organic  productions  met  with 
were  for  the  most  part  similar  to  those  of  the  previous  sample,  and 
included  many  infusoria,  as  oxytrichaj  and  paramccia,  and  one 
rotifer;  amongst  the  desmidcoe  were  scenedesmus  quadricauda, 
scened.  lunaris,  and  one  or  two  species  of  pediastrum,  while  amongst 
the  diatomacete  were  a  great  many  frustules  of  Nitzschia  sigma  and 
cyclotella  operculata;  lastly,  fragments  of  vegetable  tissue  and  the 
yellow  fungus  were  noticed. 
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15,  Eaton  Street,  Waterloo  Road. — Collected  5tli  September  1854, 
by  Dr.  Hassall  and  Dr.  Thomson. 

One  Death  from  Cholera. 

This  water  was  also  decidedly  opalescent,  and  contained  several 
entomostracese ;  it  also  threw  down  a  very  considerable  sediment. 
There  were  detected  in  the  very  first  drop  examined,  after  subsidence, 
several  small  infusoria,  including  one  polyarthra,  while  the  sediment 
swarmed  with  infusoria  and  other  organic  productions ;  species 
belonging  to  the  following  genera  were  observed — actinophrys,  a 
great  many,  rotifer,  vorticella,  oxytriclia,  paramecium,  and  coleps, 
synedrte  and  naviculffi.  Amongst  the  dead  organic  matter  noticed' 
were  fragments  of  vegetable  tissue,  besides  which  there  was  the 
yellow  fungus-like  production  resembling  anthophysa. 

29,  Wootton  Street,  Waterloo  Road. — Collected  5th  September  1854,, 
by  Dr.  Hassall  and  Dr.  Thomson. 

Two  Deaths  from  Cholera. 

This  Avater,  as  contained  in  a  clear  glass  Winchester  quart  bottle,, 
was  somewhat  dull  and  opalescent,  it  swarmed  with  entomostracese,  and 
after  having  stood  for  some  time  a  considerable  sediment  collected  at 
the  bottom  of  the  conical  glass  into  which  it  was  poured.  There 
were  detected  in  the  water  itself,  after  complete  subsidence,  many 
small  animalcules  belonging  to  the  genera  coleps,  euglena,  Para- 
mecium, and  monas,  as  well  as  three  or  four  naviculte.  The  animal- 
cules were  so  numerous  that  commonly  four  or  five,  and  often  more, 
were  present  in  every  drop  of  the  water  subjected  to  examination. 
The  sediment  was  composed,  as  it  is  in  nearly  all  cases,  in  part  of  dead 
and  in  part  of  living  organic  matter,  animal  and  vegetable.  Amongst 
the  living  were  a  great  variety  of  infusoria,  mostly  of  the  genera 
oxytricha,  coleps,  paramecium,  and  pandorina,  a  great  many  dia- 
tomacea?,  especially  meloseira  varians,  meloseira  nummuloides, 
cyclotella  operculata,  and  many  of  the  usual  Nitzschia,  N.  sigma; 
some  desmidete,  as  different  species  of  scenedesmus,  especially  S.  qua- 
dricauda,  and  pediastra,  as  P.  hexactis.  In  addition  to  the  above 
there  were  the  two  usual  species  of  fungus,  the  one  with  yellow 
branched  threads,  the  other  with  very  slender  branched  threads,  also 
a  few  filaments  of  an  oscillatoria.  The  two  species  of  fungus  noticed 
are  of  very  common  occurrence  in  many  of  the  more  impure  waters. 
Amongst  the  dead  organic  matter  were  many  fragments  of  vegetable 
tissue,  hairs  of  animals,  a  dead  entomostracan,  and  shells  of  the  same. 

10,  Berkeley  Terrace,  St.  Peter's,  Walworth.— Collected  16th  Sep- 
tember, 1854,  by  Dr.  Hassall  and  Mr.  Walker. 

Two  Deaths  from  Cholera. 

This  water  contained  several  entomostracea^,  chiefly  of  the  genera 
Cyclops,  visible  to  the  naked  eye,  while  in  it,  after  subsidence,  by 
means  of  the  microscope,  there  were  seen  four  or  five  small  infusoria. 
The  residue  was  not  considerable,  but  it  contained  several  paramecia, 
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a  good  many  oval  euglemx),  and  three  or  four  of  another  specicB  of  the 
same  genus  (E.  longicauda),  as  well  as  several  of  a  third  species, 
many  amaba^,  and  one  or  two  vorticella) ;  there  were  also  present  the 
two  usual  species  of  scenedesmus  in  great  numbers,  a  good  many 
frustules  of  the  usual  cyclotella,  a  few  of  synedra  ulna,  two  or  three 
lagenellaj,  and  a  great  many  brown  motionless  sporules  having  a 
festooned  border,  and  which  are  of  rather  common  occurrence  in 
water,  also  several  branched  threads  of  drapernaldia. 

25,  Bollinbroohe  Roio,  St.  Peter's,  Walworth.— Collected  16th  Sep- 
tember, 1854,  by  Dr.  Hassall  and  Mr.  Walker. 

There  were  Two  fatal  Cases  in  this  House. 
This  water  was  dull  and  opalescent,  and  contained  several  en- 
tomostraceae  swimming  about,  and  of  course  plainly  visible  to 
the  naked  eye,  while  in  it,  after  subsidence,  there  were  detected, 
with  the  microscope,  a  considerable  number  of  infusoria,  inclu- 
ding one  or  two  polyarthraa,  several  pandorinaj,  oval  euglenae, 
and  a  rotifer  resembling  a  species  of  triarthra.  The  residue 
was  very  considerable,  and  abounded  in  organic  living  produc- 
tions, representing  the  different  orders  entomostraceas,  infusoria, 
desmideae,  diatomaceas,  and  fungi.  Amongst  the  entomostra- 
ceae  were  two  daphnias;  amongst  the  infusoria,  a  rotifer,  brachionus, 
polyacanthus,  euplotes  charon,  amphleptus,  paramecium,  and  many 
actinophrydes ;  amongst  the  desmideas,  closterium  lunula,  pedias- 
trum  boryanum,  scenedesmus  quadricauda ;  sc.  acutus  and  sc.  obtusus 
were  the  most  common ;  amongst  the  diatomaceae,  a  very  great  many 
frustules  of  cyclotella  operculata  and  synedra  minutissima,  and  a  few 
of  pleurosigma;  and  amongst  the  fungi  were  the  two  usual  species, 
that  with  slender  branched  filaments,  and  that  with  yellow  threads ; 
lastly,  there  were  many  circular  green  sporules,  free,  but  motionless, 
and  two  or  three  broken  fragments  of  muscular  fibre.    Fig.  4. 

Flora  Cottage,  Windmill  Road,  Bermondsey. — Collected  16th  Sep- 
tember ]  854,  by  Dr.  Hassall  and  Mr.  Walker. 

Two  Deaths  and  Five  Cases  of  Cholera  besides. 
Water  very  dull  and  opalescent,  and  in  it,  after  subsidence,  there 
were  seen  a  great  many  infusoria  swimming  about,  some  large,  in- 
cluding paramecia  and  oxytricha,  and  a  rolling  oval  granular  animal- 
cule, very  common  in  water  from  the  River  Thames,  and  in  that  of 
the  Southwark  and  Vauxhall  Company ;  there  were  also  a  few  en- 
tomostracese  visible  to  the  naked  eye.  The  residue  was  very  consi- 
derable, and  contained  a  great  number  of  actinophrydes,  very  many 
frustules  of  cyclotella  operculata,  the  usual  Nitzschia,  N.  sigma,  as 
well  as  many  micrasterias,  and  much  of  the  yellow  fungus. 

Batchelor's  Guano  Manufactory,  9,  Cottage  Vow,  St.  James',  Ber- 
mondsey.—Collected  16th  September  1854,  by  Dr.  Hassall  and 
Mr.  Walker. 

In  this  House  there  were  Two  fatal  Cases. 
Tliis  water  was  somewhat  turbid  and  opalescent,  and  in  the  fi-rst 

cell  full  of  it  placed  under  the  microscope,  after  subsidence,  several 
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small  infusoria  and  frustules  of  diatomacese  were  seen;  amongst 
otliers,  a  few  groups  of  frustules  of  synedra  minutissima,  a  con- 
siderable number  of  frustules  of  cyclotella  02Jerculata,  and  green 
and  brown  stationary  sporules.  The  residue  was  considerable,  and 
in  it  there  were  seen  one  large  cyclops,  a  large  red-jointed  worm, 
a  great  many  actinophrydes,  many  large  oxytricliEe,  and  numerous 
pediastra. 

^,  Prospect  Roto,  St.  James' ,  Bermondsey. — Collected  16th  September 
1854,  by  Dr.  Hassall  and  Mr.  Walker. 

Father  and  Daughter  died  in  this  House. 
This  water  was  also  somewhat  turbid  and  opalescent,  and  in  it, 
after  subsidence,  a  good  number  of  infusoria  were  seen  by  means 
of  the  microscope,  including  several  euglente,  polyarthrae,  and  a 
scenedesmus,  while  swimming  in  the  water,  and  visible  to  the 
naked  eye,  were  several  entomostrace^.  .The  residue  deposited  was 
considerable,  and  it  was  found  to  be  made  up  to  a  considerable 
extent  of  the  same  elements  and  productions  as  that  of  most  of  the 
other  specimens  of  Southwark  and  Vauxhall  water.  Amongst  those 
specially  noticed  were  some  antinophrydes,  a  few  pandoringe,  and  a 
great  many  desmideas  and  diatomaceas,  including,  amongst  the  former 
three  species  of  pediastrum,  scenedesmus  lunaris,  sc.  quadricauda, 
and  a  closterium,  and  amongst  the  latter  a  great  many  frustules  of 
cyclotella  operculata,  and  Nitzschia  sigma,  a  few  frustules  of  diatoma 
vulgare,  gomphonema  capitatum,  and  navicula  amphisboena,  many 
bunches  of  frustules  of  synedra  minutissima,  a  thread  of  meloseira 
varians,  and  a  few  frustules  of  a  species  of  amphora,  much  yellow 
fungus,  and  portions  of  altered  muscular  fibre. 

13,  Clanden  Street,  Neioington. — Collected  26th  September  1854,  by 

Dr.  Headlam  Greenhow. 

Two  fatal  Cases  of  Cholera  and  Two  ill  of  Diarrhoea. 
A  four-ounce  bottle  only  of  this  water  was  obtained,  and  in  the 
deposit  from  it  there  were  seen  a  great  many  frustules  of  the  usual 
cyclotella,  one  or  two  short  threads  of  meloseira  varians,  a  few  frus- 
tules of  a  gomphonema,  and  of  other  diatomacea^ ;  amongst  the  infu- 
soria were  several  of  the  olive- coloured  euglente,  many  monads,  and 
one  or  two  other  infusoria,  likewise  miich  of  the  yellow  fungus,  and 
one  bunch  of  thallus,  resembling  that  of  penicilium  giaucum. 

29,  Clanden  Street,  Newinffton.— Collected  26  th  September  1854, 
by  Dr.  Headlam  Greenhow. 
[Two  fatal  Cases  of  Cholera,  and  One  ill  of  Diarrhoea. 
A  six-ounce  bottle  only  of  this  water  was  procured,  and  yet  the 
sediment  was  found  to  abound  in  all  the  organic  productions  of 
various  kinds,  so  commonly  present  in  the  water  of  the  South- 
wark and  Vauxhall  Company — rotifers,  a  great  many,  actinophrydes, 
oxytricha3,  coleps,  euglenje,  a  great  many  diatomace^  of  the  genera 
cyclotella  and  Nitzschia,  especially  N.  sigma,  also  scene<losmus 
lunaris. 
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28,  Clanden  Street,  Newinf/ton.— Collected  26th  September  1854,  by 

Dr.  Heacllam  Greenhow. 

One  fatal  Case  of  Cholera,  and  One  ill  of  Diarrhoea. 
In  this  water,  although,  as  in  the  case  of  the  two  previous  samples, 
the  quantity  obtained  was  small,  all  the  usual  productions  charac- 
teristic of  the  water  of  the  Southwark  and  Vauxhall  Company  were 
present  in  great  abundance,  including  a  great  many  actinophrydes, 


The  following  Samples  were  obtained  from  Houses  supplied  by 
The  Chelsea  Company. 

3,  JEatlei/s  Buildings,  Manor  Street,  Chelsea. — Collected  27th  Sep- 
tember 1854,  by  Dr.  Hassall  and  Dr.  Headlam  Greenhow. 

One  Case  of  Cholera  and  Four  of  Diarrhcea  in  this  House. 
This  water  was  not  thoroughly  bright,  and  in  it,  after  subsidence 
four  or  five  minute  infusoria  were  detected  ;  there  was  but  little 
deposit,  and  only  a  few  infusoria  were  seen,  these  being  chiefly 
monads ;  in  addition,  a  few  frustules  of  cyclotella  operculata,  synedra 
munitissima,  three  or  four  fronds  of  scenedesmus,  and  a  httle  of  the 
yellow  fungus  were  discovered. 

53,  Queen's  Road  West,  Chelsea.  —Collected  27th  September  1854, 
by  Dr.  Hassall  and  Dr.  Headlam  Greenhow. 

Tvv^o  Deaths  and  Two  Cases  of  Diarrhoea. 

There  were  detected  in  this  water,  after  subsidence,  a  uvella,  browu 
oval  and  circular  moving  sporules,  and  one  or  two  small  infusoria. 
The  quantity  of  sediment  was  small,  bnt  it  contained  a  good  many 
infusoria  and  other  productions,  a  Cyclops  and  a  daphnia,  a  rotifer, 
an  annelid,  several  actinophr^'des,  green  oval  uvellai,  and  many 
infusoria  of  the  genus  coleps,  with  a  few  euglenic  of  two  different 
species,  monads,  and  brown  moving  sporules,  including  a  species  of 
lagenella ;  there  were  also  large  numbers  of  the  fronds  of  scenedes- 
mus, a  few  pediastra,  many  frustules  of  cyclotella  operculata,  a  few 
of  synedra  munitissima,  and  much  of  the  yellow  fungus. 

5,  Bolton's  Gardens,  Chelsea. — Collected  27th  September  1854,  by 
Dr.  Hassall  and  Dr.  Headlam  Greenhow. 

Five  Deaths  ;  Diarrhaia  general. 

In  this  water,  after  subsidence,  there  were  a  great  many  entomos- 
traceaj  swimming  about,  principally  daphnia  pulex,  as  well  as  rather 
many  infusoria,  the  latter  included  three  or  four  cuglcna?,  a  pai*a- 
mecium,  one  polyarthra,  two  yellow  rolling  spherules,  and  other  still 
more  minute  animalcula.  The  residue  was  rather  considerable,  and 
contained  all  the  same  elements  as  the  Southwark  and  A'"auxhall 
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water,  only  in  smaller  numbers.  Amongst  them  were  observed  a 
rotifer,  vorticella  convallaria,  oxytricha?,  colei^s  hirtus,  euo-lena 
viridis,  and  monads ;  scenedesmus  acutus,  jDediastrum  boryanum, 
meloseira  varians,  cyclotella  operculata,  Nitzschia  sigma,  and  synedra 
munitissima.    Fig.  5. 

fFmk's  Court,  Chelsea.— Collected  16th  September  1854<,  by  Dr. 

Headlara  Greenhow. 

This  water  was  tolerably  clear  and  bright,  but  it  contained  many 
entomostracete  swimming  about  in  it.  After  subsidence,  five  or  six 
small  infusoria  were  seen,  including  two  paramecia ;  rather  much 
brownish  sediment  subsided,  this  contained  broken  shells  of  some 
entomostracan,  a  few  infusoria  of  the  genera  coleps,  euglena,  and 
monas;  plenty  of  scenedesmus,  a  few  pediastra,  a  closterium, 
frustules  of  cyclotella  operculata,  the  brown  festooned  sporules,  and 
one  of  the  usual  Nitzschia  N.  sigma,  filaments  of  the  slender  fungus, 
and  rather  much  yellowish  organic  debris. 


The  following  Samples  were  procured  from  Houses  supplied  by 
The  East  London  Company. 

AUe7is  Cottnffes.— Collected  7th  October  1854,  by  Dr.  Hassall  and 

Mr.  Walker. 

One  Death. 

This  water,  after  subsidence,  was  found  to  contain  infusoria  and 
other  animalcula),  amongst  which  were  some  of  the  genera  Parame- 
cium, coleps,  and  vorticella.  The  sediment  in  this  case  was  rather 
copious,  and  contained  two  large  paramecia,  several  oxytrichfe, 
vorticellaj  and  coleps ;  amongst  the  vegetable  productions  were  to 
be  seen  rather  many  diatomacea3,  especially  asterionella  formosa, 
which ,  was  present  in  immense  numbers,  several  frustules  of  pleu- 
rosigma,  synedra  ulna,  and  frustules  of  fragillaria  capucina,  also 
scenedesmus  quadricauda,  a  good  deal  of  the  slender  fungus,  and  a 
second  species  of  fungus.    Fig.  6. 

25,  WilHs  AS/?'ce?.— Collected  7th  October  1854,  by  Dr.  Hassall  and 

Mr.  Walker. 

One  Death. 

In  this  water  a  small  quantity  of  sediment  only  was  deposited,  but 
there  were  detected  hundreds  of  minute  infusoria  actively  swimmino- 
about,  dozens  of  small  paramecia,  and  one  large  one,  two  ainaba^,  and  a 
few  small  oxytncha;.  Amongst  the  diatomaceaj  were  a  few  frustules  of 
synedra  ulna,  and  also  of  another  species  of  synedra ;  frustules  of 
navicula  and  coconema,  together  with  a  few  of  the  circular  festooned 
brown  sporules ;  two  species  of  fungus  were  also  present,  that  with  the 
slender  threads,  and  another  larger  kind  with  germinating  sporules, 
most  probably  peniciliiun  glaucum,  together  with  four  or  five  frao-- 
ments  of  decaymg  vegetable  tissue.  ° 
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The  following  Samples  were  procured  from  Houses  supplied  by 

The  Kent  Company. 

5,  Duke  Place,  Deptford. — Collected  October  1854,  by  Dr.  Haseall 
and  Registrar  of  Births  and  Deaths  for  the  District. 

One  Death  occurred  in  this  House. 
Rather  many  monads  were  detected  in  this  water  after  complete 
subsidence ;  there  was  scarcely  any  sediment,  but  in  the  little  that 
did  subside  the  following  organic  production  were  noticed  :  one  small 
worm  (anguillula  fluviatilis),  one  vorticella,  a  few  oxytrichaj,  two 
animalcuhe  of  the  genus  amphileptus,  many  small  paramecia  and 
monads,  one  brown  globular  moving  sporule  and  several  brown  ova 
cases ;  the  only  desmidlum  seen  was  a  small  cosmarium ;  and  of  the 
diatomaceas,  three  frustules  only  were  noticed,  but  there  was  a  good 
deal  of  the  slender  fungus. 

97,  New  Street,  Deptford. — Collected  October  1854,  by  Dr.  Hassall 
and  Registrar  of  Births  and  Deaths  for  the  District- 
Six  Deaths  in  this  House. 
Rather  many  infusoria  were  seen  in  this  water  after  subsidence, 
and  these  of  larger  kinds  than  those  in  the  preceding  sample.  The 
residue  was  also  rather  considerable,  and  contained  a  great  many 
animalculfe  of  the  genus  amphileptus,  three  loricated  infusoria,  allied 
to  rotifer,  one  jointed  worm,  about  twenty  vorticeUs,  several  oxy- 
trichas  of  three  or  four  different  species,  large  and  small,  numerous 
rather  small  paramecia,  two  or  three  actinophrydes,  a  few  monads, 
and  three  or  four  animalculaj  of  the  genus  polyarthra.    No  diatoma- 
ceae  were  seen,  and  only  one  scenedesmus.    Fig.  7. 


From  an  examination  of  the  preceding  Microscopical  Analyses  of 
water  procured  from  cholera  houses,  the  following  conclusions  may 
be  deduced :  — 

1st.  That  the  whole  of  the  numerous  specimens  of  water  subjected 
to  examination  contained  organic  matter,  dead  and  living,  animal 
and  vegetable,  including,  for  the  most  part,  several  distinct  classes  of 
productions,  as  annelidfe,  entomostracese,  infusoria,  confervese, 
desmideas,  diatomacea;,  and  fungi,  as  well  as  hairs  of  animals, 
starchy  matter  of  different  kinds,  and  dead  and  decaying  fragments 
of  vegetable  tissues. 

2d.  That  the  quantity  and  kinds  of  organic  matter  varied  con- 
siderably in  different  cases,  but  were  usually  inore  or  less  constant 
for  the  same  water. 

3d.  That  the  waters  which  contained  the  lai'gest  amount  of  organic 
matter,  and  in  which  the  greatest  number  and  variety  of  productions, 
dead  and  living,  were  discovered,  were  those  from  houses  supplied  by 
the  Southwarii  and  Vauxhall  Company.  The  whole  of  the  samples 
of  this  water  examined  abounded  in  living  animalculaj  of  different 
genera  and  species,  in  desmideas,  in  certain  very  characteristic  species 
of  diatomaceae,  and  in  fungi.  They  likewise  contained  a  large 
quantity  of  dead  organic  matter,  amongst  which  were  frequently  to 
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be  detected  fragments  of  the  husk  of  wheat,  hau-sof  the  same,  starchy 
matter  of  different  kinds,  cells  of  potato  and  other  vegetable  tissues 
with,  in  some  cases,  fragments  of  altered  muscular  fibre:  these 
latter  structures  and  elements  being  undoubtedly  derived  from  the 
foecal  matter  contained  in  the  sewage.  In  addition  to  the  organic 
matters  in  the  solid  form,  there  was  also  a  large  quantity  of  fluid 
organic  matter  in  these  waters,  the  presence  of  which  caused  them 
to  present  a  somcAvhat  milky  and  opalescent  appearance,  as  seen  in 
the  Winchester  quart  bottles. 

^  4th.  That  the  same  species  of  organic  productions,  especially  the 
different  pediastra,  synedras,  cyclotella3,  Nitzschise,  &c.,  discovered  in 
the  Southwark  and  Yauxhall  water,  were  present  in  the  waters 
obtained  from  houses  supplied  by  the  Chelsea  Company,  although  in 
greatly  diminished  numbers.  This  result  is  just  what  might  have 
been  anticipated,  since  this  Company  derives  its  supply  of  water  from 
the  same  part  of  the  Thames  as  the  Southwark  and  Vauxhall  Com- 
pany, but  filters  it  before  delivery.  The  state  of  this  water  shows 
the  extent  to  which  impiu'e  water  may  be  improved  by  efficient  fil- 
tration ;  but  it  proves  also,  at  the  same  time,  that  such  filtration  does 
not  deprive  a  water  originally  impure  of  even  all  the  solid  organic 
productions  contained  in  it;  therefore  filtration  does  not  restore 
such  water  to  the  requisite  degree  of  purity. 

5th.  That  the  water  procured  from  houses  supplied  by  the  New 
River,  Grand  Junction,  and  East  London  Water  Companies,  but 
especially  the  two  former,  all  contained  a  great  many  organic 
productions.  The  New  Eiver  Company  does  not  at  present  filter  the 
water  which  it  supplies,  and  hence  it  is  not  surprising  that  such 
matters  should  be  contained  in  it.  From  the  condition  of  the  water 
of  the  Grand  Junction  Company,  it  may  be  suspected  that  this  also  is 
not  filtered  previous  to  delivery,  at  all  events,  if  filtered,  the  method 
of  filtration  adopted  is  defective.  The  East  London  Company  now 
supplies  filtered  water,  notwithstanding  which,  as  has  been  already 
shown,  it  contains  animalcula?  and  other  living  organic  productions. 

6th.  That  the  water  obtained  from  houses  supplied  by  the  Lam- 
beth Company,  contained  fewer  organic  productions  than  any  of  the 
rest,  but  still  more  or  less  were  present  in  all  the  waters  taken  from 
cisterns  supplied  by  that  Company. 

7th,  That  of  the  organic  productions  discovered  in  the  waters  ex- 
amined, the  great  majority  belonged  to  species  which  are  known,  and 
which  have  been  long  described  in  systematic  works,  and  since  the 
greater  number  of  these  are  present  in  these  waters  at  nearly  all 
seasons,  and  since  they  are,  therefore,  continually  consumed,  it  is  clear 
that  they  are  in  no  way  concerned  in  the  production  of  cholera; 
when  received  into  the  stomach,  they  are,  for  the  most  part,  speedily 
destroyed,  without  giving  rise  to  any  obvious  symptoms. 

Ihe  number  of  living  organic  productions  detected  in  the  waters, 
the  names  of_  which  were  not  known,  or  their  nature  undetermined, 
was  not  considerable;  and  of  these  there  was  no  one  common  to  aU 
the  waters  obtamed  from  cholera  houses,  which  could  be  supposed  to 
be  influential  in  any  degree  in  the  production  of  the  epidemic.  One 
only  hvmgand  moving  sporule-like  body  was  observed  which  excited 
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for  a  time  any  degree  of  suspicion,  this  was  the  brown  flat  or  lenti- 
cular actively  moving  body  represented  in  Fig.  8,  and  which  was 
present  in  nearly  all  the  waters  obtained  in  the  Golden  Square  dis- 
trict, as  Avell  as  in  some  of  the  others.  But  having  since  met  with 
this  production  in  waters  supplied  to  houses  and  districts  in  which  no 
cases  of  cholera  occurred,  and  moreover,  not  meeting  with  it 
in  any  of  the  ejections  of  cholera,  no  grounds  Avhatever  exist  for 
attaching  any  serious  importance  to  its  presence  in  water  in  relation 
to  cholera. 

In  some  of  the  waters  vibriones  Avere  discovered,  and  since  these 
invariably  abound  in  the  rice-water  dejections  of  cholera,  it  might  be 
inferred  that  their  presence  was  of  more  consequence,  and  this, 
indeed,  may  possibl}"-  be  the  case,  but  since  they  are  present,  more  or 
less,  in  many  impure  waters  at  all  times  and  in  all  seasons,  it  is  quite 
clear  they  cannot  originate  the  disease.  In  some  cases  the  vibriones, 
which  afterwards  become  developed  in  such  vast  quantities  in  the 
rice-water  discharges  even  whilst  contained  in  the  small  intestines, 
may  possibly  have  been  introduced  through  the  waters  drank.  We 
are  not,  however,  to  infer  that  the  presence  of  living  organic  produc- 
tions in  water  is  of  no  consequence  in  relation  to  cholera ;  directly, 
we  believe  that  they  are  of  little  importance,  but  indirectly,  and  as 
evidences  of  the  impurity  of  the  waters  in  which  they  are  found,  we 
consider  that  their  presence  is  of  very  considerable  importance. 

8tb.  That  amongst  the  productions  present  in  the  water  of  the 
Southwark  and  Vauxhall,  the  Lambeth,  and  the  West  Middlesex 
Companies,  are  some  which  are  found  only  in  brackish  waters ; 
these  are  chiefly  diatomacea3,  especially  the  following — Nitzschia 
sigma,  meloseira  nummuloides,  and  coscinodiscus  eccentricus.  This 
is  a  very  important  fact,  and  one  to  which  we  shall  hereafter  refer 
more  at  length. 

Finally,  it  appears,  as  the  general  results  arising  out  of  the  micro- 
scopical examination  of  the  waters  obtained  from  cholera  houses : 

That  the  specimens  taken  from  cisterns  supplied  by  the  Southwark 
and  Vauxhall  Company  were  very  impure,  indeed,  far  more  so  than 
any  of  the  other  waters  examined,  some  of  them  being  demonstrably 
contaminated  with  foecal  matter. 

That  the  waters  of  the  other  companies  were  all  of  them  more 
or  less  impure,  the  comparatively  purest  of  the  whole,  being  the 
freest  from  organic  productions,  was  that  supplied  by  the  Lambeth 
Company.  The  contrast  furnished  by  the  water  now  supplied  by 
that  Company  and  that  wliich  it  formerly  furnished,  taken  from  the 
river  at  Lambeth,  is  most  marked;  the  condition  of  the  v,'ater  of 
the  old  supply  was  even  worse  than  that  of  the  water  now  distri- 
buted by  the  Southwark  and  Vauxhall  Company. 

That  the  microscopical  examination  of  the  different  waters  obtained 
from  houses  visited  by  cholera  throws  no  special  or  direct  light 
upon  the  production  of  that  epidemic. 
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(2.)  Results  of  tlie  Microscopical  Examination  of  difFerent  Spe- 
cimens of  "VVELii  aucl  Pump  Water,  procured  in  neighbour- 
hoods in  which  Cholera  was  prevalent. 

A  great  deal  of  attention  has  very  properly  been  bestowed  upon 
.the  subject  of  the  water  supply  of  our  cities  and  towns,  but 
further  investigation  is  still  needed. 

There  is  a  branch  of  the  subject  of  water  supply,  the  import- 
ance of  which  has,  to  some  extent,  been  overlooked. 

A  very  large  proportion  of  our  secondary  towns  and  all  the  villages 
and  single  houses  scattered  throughout  the  country  derive  their  sup- 
ply of  water  from  wells.  In  such  localities  there  is  usually  no 
regular  system  of  sewerage,  the  refuse  matters  ol'  the  houses  passing 
into  privies  and  cesspools,  which  are  often  contiguous  to  the  well. 

It  is,  therefore,  not  surprising,  especially  when  the  absorbent 
character  of  most  soils  is  taken  into  Consideration,  that  the  water  of 
many  of  these  wells  should  become  contaminated.  That  they  are 
liable  to  be  rendered  impure  from  this  cause  has  been  long  ascer- 
tained, but  I  believe  that  the  extent  and  general  prevalence  of  this 
contamination  is  by  no  means  fully  known. 

The  evidence  of  this  contamination  is  twofold.  One  evidence 
consists  in  the  presence  of  animalculfe  and  other  organic  productions; 
the  other  in  the  existence  of  nitrates  in  the  waters.  Both  may  be 
present  in  the  same  water,  but  usually  this  is  not  the  case,  and  where 
animalcula3  abound  the  nitrates  are  not  often  present  in  large 
amount,  and  where  these  are  abundant  the  aniraalculaa,  &c.  are  for 
the  most  part  absent. 

The  presence  of  nitrates  in  Avell  water  may  be  suspected  when 
it  presents  a  greenish  tinge  or  colour. 

The  reasons  of  this  difference  have  already  been  described,  but  they 
may  be  hei-e  again  briefly  referred  to.  When  fluid  or  dead  organic 
matter  of  any  kind  makes  its  way  into  the  water  of  a  well  which  is 
shallow,-  uncovered,  and  therefore  exposed  to  air  and  light,  the 
circumstances  exist  favourable  to  the  development  of  infusorial  life; 
but  when  the  well  is  deep,  and  there  is  but  little  access  of  light  and 
air,  particularly  the  former,  the  conditions  are  then  unfavourable  to 
the  formation  of  aniinalculse,  and  the  nltrogenized  matter  present 
becomes  converted  into  nitrates. 

No.  1.— Pump  Water  from  White  Hart  Court,  C/ieZse«.— Collected 
14th  September  1854,  by  Dr.  Greenhow. 
Three  or  four  minute  monads  only  Avere  seen  in  this  water  after 
subsidence;  the  sediment  which  fell  was  very  small  and  of  a  whitish 
colour;  there  were  seen, with  the  microscope,  three  curious  animalcuhe, 
resembling  acari,  and  which  are  not  uncomjnonly  met  with  in  water, 
four  or  five  vorticellce,  one  or  two  actinophrydes,  several  small  para- 
mecia  and  monads,  a  few  brown  ova  cases,  and  some  organic  debris. 

No.  2.— Pump  Water  from  Sun  Court,  C/ieZ.sea.— Collected  17th 
September  1854,  by  Dr.  Ileadlam  Greenhow. 
Rather  many  small  infusoria  were  seen  in  this  water  after  subsi- 
dence. The  residue  was  small,  but  it  contained  rather  many  infusoria, 
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of  three  or  four  different  kinds,  including  :i  few  small  oxytrichae,  a 
single  vorticclla,  monads,  and  several  animalculaj  three  or  four  times 
larger  than  monads,  having  a  long  tail-like  appendage,  filaments  and 
sporules  of  fungus,  a  bunch  of  ova  cases,  and  a  great  many  circular 
brown  dotted  corpuscles  or  bodies,  and  which  were  also  seen  in  some 
of  the  other  waters  examined. 

J^o.  3. — From  Pump  in  Broad  Street,  Golden  Square. — Collected 
17th  September  1854,  by  Dr.  Hassall  and  Mr.  Patterson, 

This  water  was  clear  and  bright,  the  only  living  organic  produc- 
tions contained  in  it  were  rather  many  animalculaj  of  the  genus 
monas,  three  or  four  small  animalculte,  like  a  species  of  amphileptus, 
and  a  few  ova  cases ;  the  animalcules  were  however  present  in  suf- 
ficient quantity  to  show  that  this  water  could  not  be  considered  to  be 
pure.  This  is  the  water  to  which  Dr.  Snow,  during  the  recent  out- 
break of  cholera,  so  strongly  drew  attention.  Fig.  9.  See  Analysis 
of  Dr.  Thomson. 

No.  4. —  Wilderness  Row,  Goswell  ^oat?.— Collected  by  G.  Glover, 

Esq.,  4th  October  1854. 

Water  of  a  decidedly  greenish  hue,  probably  from  contamination 
by  a  cesspool ;  no  infusoria  of  any  kind  were  seen  in  it  after  subsi- 
dence, but  it  furnished  a  small  quantity  of  blackish  sediment,  which 
contained  a  few  infusoria,  oxytrichse  of  two  different  species,  and 
other  animalculas ;  also  about  a  dozen  small  diatomacese,  belonging 
to  the  genus  pleurosigma,  two  or  three  small  fragments  of  vegetable 
tissue,  one  head  of  a  fungus  of  the  genus  dactylium,  and  a  good  many 
dotted  brown  circular  bodies,  referred  to  under  the  sample  No.  2. 

No,  5. — From  Well  in  Bayleys  Yard,  Allen  Street,  Clerkenwell. — 
Collected  4th  October  1854,  by  G.  Glover,  Esq. 

The  sediment  deposited  from  this  water  Avas  very  considerable,  and 
amongst  it  were  several  of  the  fatty  looking  masses,  seen  in  the  water 
from  15,  Broad  Yard,  surrounded  by  fungus.  The  sediment  swarmed 
with  infusoria,  and  included  a  great  many  entomostracese  of  the  genus 
Cyclops,  C.  quadricornis,  dead  and  living,  and  animalculaj,  including 
actinophrys  sol,  coleps  hirtus,  and  amphileptus  faciola,  as  well  as  two 
or  three  other  kinds,  the  names  of  which  could  not  be  ascertained, 
but  one  of  which  was  a  species  of  eurocentrum.  Amongst  the  dia- 
tomaceae  were  frvistules  of  pleurosigma  attennatum,  synedra  ulna,  and 
of  a  navicula,  as  well  as  of  asterionella  formosa.  Lastly,  there  were 
three  different  species  of  fungus,  and  much  decaying  vegetable  tissue. 
Fig.  10. 

No.  6. — From  Pump  in  Cock's  Buildings,  Putney — Collected  8th 
October  1854,  by  Dr.  Hassall  and  Mr.  Whiteman. 

This  water,  diu-ing  the  prevalence  of  cholera  in  Putney,  was  of  a 
decided  green  colour,  as  was  observed  by  the  inhabitants  of  the  many 
houses  supplied  by  it ;  this  appearance  had  gone  off  somewhat  at  the 
period  when  the  specimen  was  obtained,  at  which  time  cholera  was 
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also  on  the  decline,  but  still  it  was  of  a  greenish  hue,  as  was  clearly 
seen  when  the  Avater  Avas  poured  out  into  a  glass  tumbler ;  scarcely 
any  sediment  AA^as  deposited,  and  there  was  discovered,  in  the  little 
that  was  throAvn  down,  four  or  five  oxytricha;,  one  or  two  paramecia, 
masses  and  threads'  of  the  spiral  vibrio,  which  exhibits  a  dotted 
appearance  at  each  turn  of  the  spire,  and  rather  many  monadd. 
This  water,  from  its  appearance  and  from  the  account  given  of  it,  Avas 
evidently  contaminated  by  percolation  from  a  neighbouring  cesspool, 
and  the  principal  part  of  the  organic  matter  present  was  in  the  fluid 
state,  and  in  the  form  of  nitrates.    See  Dr.  Thomson's  analysis. 

No.  7. —  From  Pump  in  Price's  Folly,  Putney. — Collected  8th  Octo- 
ber 1854,  by  Dr.  Hassall  and  Mr.  Whiteman. 

This  Avater  resembled  the  preceding  in  colour  and  appearance, 
but  was  still  deeper ;  the  source  of  contamination  was  also  the  same, 
namely,  a  neighbouring  cesspool.  Very  little  sediment  was  de- 
posited, enough  only  to  be  just  visible  to  the  naked  eye  in  a  thin  glass 
cell ;  it  contained  a  considerable  number  of  actinophrydes,  some  of 
the  spiral  A'ibriones  before  referred  to,  a  few  euglenEB,  one  or  two 
small  paramecia,  a  few  small  sporules  and  threads  of  fungus,  and 
eight  or  ten  frustules  of  different  diatomacete,  including  navicula  and 
gomphonema ;  lastly,  there  were  a  few  green  circular  sporules  aggre- 
gated into  little  masses,  and  motionless.  See  Dr.  Thomson's  analysis. 

No.  8. — From  Pump  at  19,  Stratford  Grove,  Putney. — Collected  8th 
October  1854,  by  Dr.  Hassall  and  Mr.  "Whiteman. 

This  water  Avas  coloured  like  the  others,  but  the  j)eople  of  the 
house  from  which  it  Avas  procured  fancied  that  it  was  contaminated  by 
leakage  from  a  gas  pipe,  which,  however,  is  some  distance  away 
from  it,  nevertheless  there  is  much  reason  to  believe  that  the  expla- 
nation given  is  correct,  as  there  is  no  cesspool  near,  and  as  the  water 
was  always  good  until  the  gas  pipe  was  laid  doAvn.  The  sediment 
deposited  was  scarcely  perceptible,  and  in  it  a  few  monads,  vibriones, 
and  sporules  of  fungus  only  Avere  discovered. 

No.  9.— From  Well  at  Sevenoaks,  ^ras^etZ.— Collected  19th  Sep- 
tember 1854,  by  Mr.  Thomas  Waring. 

The  Avell  is  about  fourteen  feet  deep,  and  uncovered,  a  cesspool  and 
privy  being  situated  about  twenty-five  feet  from  the  Avell ;  it  supplies 
ten  cottages,  amongst  the  inhabitants  of  which  there  have  been  nume- 
rous deaths  from  cholera.  This  water  threw  down  a  copious  light  broAvn 
sediment,  consisting  principally  of  organic  matter ;  it  abounded  in 
minute  infusoria,  principally  paramecia  and  monads;  it  also  con- 
tained threads  of  conferva,  oscillatorea,  and  filaments  and  sporules 
of  a  fungus.    Fig.  11. 

No.  10.— Well,  Mill  Corner,  Hadletj. —25i\\.  September  1854, 
collected  by  Dr.  Milroy. 

^  Water  very  dirty,  and  threw  doAvn  a  very  large  deposit ;  this  con- 
sisted in  part  of  grit  and  dirt,  Avhich  was  full  of  Avorm-like  animalcules 
spirostomum  ambiguum,  and  contained  many  infusoria,  including  a 
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great  number  of  vll)riones,  spiral  and  very  active,  also  much  fungus 
of  two  different  species,  sevei-ul  large  brown  and  dotted  sporules  or 
bodies,  and  a  few  frustules  of  diatomaceas.    Fijj.  12. 

Newton,  Wisbeacii. 

The  two  following  are  specimens  of  the  water  which  is  usually- 
found  in  the  village  of  Newton,  if  Avells  be  dug  on  the  land  side  of 
the  old  sea  bank,  which  passes  through  portions  of  this  and  several 
neighbouring  parishes.  The  wells  are  from  twenty  to  twenty-five 
feet  deep,  and  Avhen  sunk  to  that  depth,  the  water  rises  half  way  up. 
At  the  depth  of  about  twenty-five  feet  a  layer  of  black  clay  is  met  with. 

No.  11.— From  Well.— Collected  16th  Sei^tember  1854,  by  the 

Rev.  Dr.  Corrie. 

This  water  possessed  a  very  offensive  odour ;  the  residue  thrown 
down  was  very  large,  and  consisted  principally  of  organic  matter  in  a 
granular  form,  containing  a  few  monads  and  other  small  infusoria  only. 

No.  12.— From  Well.— Collected  16th  September  1854,  by  the 

Rev.  Dr.  Corrie. 

Water  of  a  brownish  yellow  colour,  and  smelling  very  offen- 
sively, evidently  from  holding  sulphuretted  hydrogen  in  solution. 
There  was  a  large  quantity  of  sediment  deposited,  which  to  the  eye 
looked  like  Fuller's  earth,  and  under  the  microscope  presented  a 
granular  texture,  but  no  infusoria  were  seen. 

Both  these  waters,  from  their  off'ensive  smell,  were  evidently  much 
contaminated  with  organic  matter ;  it  is  probable  that  this  was  derived 
from  the  layer  of  black  clay  above  referred  to. 


It  was  not  stated  whether  cholera  existed  at  Romsey  at  the  time 
when  the  two  specimens  of  water  were  forwarded,  the  results  of  the 
Microscopical  Examination  of  which  are  given  below. 

No.  13. — Well  water  from  Romsey. — Collected  26th  September 
1854,  by  Dr.  Waller  Lewis. 

This  water,  even  after  standing  for  some  time,  remained  somewhat 
opalescent;  it  threw  down  a  very  considerable  brown  sediment. 
This  abounded  in  the  threads  and  filaments  of  no  less  than  thi'ee 
different  fungi,  it  contained  a  great  many  filaments  of  a  slender 
fungus,  numei'ous  brown  sporules,  single  and  aggregated,  of  another 
fungus,  and  a  few  threads  of  a  third  species ;  there  were  likewise 
present  in  it  some  infusoria,  a  rotifer,  coleps  hirtus,  paramecia,  but 
especially  monads,  and  the  cells  of  some  decaying  vegetable  tissue. 
Fig.  13. 

No.  14.— From  Pump  in  Reading  Room,  Corn  Market,  Romsey. — 
Collected  October  1854,  by  Dr.  Waller  Lewis. 

A  wine  bottle  only  of  this  water  was  sent  up,  and  yet  it  deposited  as 
much  sediment  as  would  have  half  filled  a  small  teaspoon ;  it  contained 
a  great  many  animalcula?,  and  abounded  in  diatomacea^.  Amongst  the 
former  wei'e  several  worms,  daphnias,  oxy  trichae,  cuplotes,  and  numerous 
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infusoria  of  the  genus  coleps ;  amongst  the  diatomaceaj  were  hun- 
dreds of  frustules  of  synedra  ulna,  very  large  and  fine,  threads  of  fra- 
gillaria  capuclna,  of  meloseira  arenaria,  and  several  frustules  of  diatoma 
vulgare,  cocconeis  placentula,  pleurosigma  atennuatum,  gomphonema 
capitatum,  and  a  few  of  some  species  of  pinnularla.    Fig.  14. 

^  The  conclusions  to  be  deduced  from  the  preceding  Microscopical 
Examinations  of  different  Pump  and  VYcll  ^Y aters,  principally  obtained 
from  Cholera  Districts,  are  the  following  : — 

That  nearly  all  of  the  well  waters  examined  were  of  a  very  Impure 
description. 

That  seven  of  them  abounded  In  animal  and  vegetable  productions 
belonging  to  different  classes,  including  entomostraceaj,  annelldaj, 
infusoria3,  dlatomaceas,  and  fungi,  and  they  also  contained  dead  organic 
matter  of  different  kinds. 

That  at  least  two  of  the  waters  were  evidently  contaminated  with 
sewage  matter,  which  had  principally  assumed  the  form  of  nitrates 
viz.,  Nos.  6  and  7.  ' 

That  in  none  of  the  waters  was  any  production  met  which  could 
be  supposed  to  exert  any  Influence  in  giving  rise  to  cholera,  althouo-h 
m  several  of  them  vibrloncs  were  detected.  If  any  peculiar  body 
capable  of  producing  cholera  Is  ever  present  in  water,  it  would  be  in 
well  waters  that  this  would  be  most  readily  detected,  because  these 
waters  as  a  rule  contain  a  much  less  variety  of  organic  productions, 
than  does  nver  water  in  general,  especially  Thames  water,  in  which, 
from  the  great  number  of  productions  present,  any  very  minute  or 
peculiar  body  might  possibly  be  overlooked. 

That  amongst  the  waters  examined  were  two  samples  from  the 
Broad  Street  pump  to  which  Dr.  Snow  has  drawn  so  much  attention, 
and  that  m  neither  of  these  was  any  peculiar  body  or  production 
met  with  calculated  to  excite  suspicion.  The  only  animalcules 
seen  were  two  or  three  of  small  size,  resembling  a  species  of  amphi- 
leptus,  rather  many  monads,  and  several  of  the  brown  bodies  termed 
ova  cases ;  the  animalcules  were,  liowever,  present  in  sufficient  quan- 
tities to  show  that  the  water  was  not  in  a  pure  condition. 

Ihese  results  of  the  examination  of  merely  a  few  samples  of  well 
water  are  sufficient  to  show  that  much  which  is  very  wrong  exists  In 
the  condition  of  this  description  of  water  as  procured  from  ordinary 
wells,  so  common  indeed  Is  It  to  meet  with  impure  well  water,  that 
It  would  have  been  an  easy  matter  to  have  multiplied  the  number  of 

trshoTfl  f  ^7  however,  has  been  done 

to  show  that  It  would  be  a  very  proper  step  to  subject  all  the  shallow 
ifrlT'      T  general  examination,  'so  that  those  that 

are  contaminated  might  either  be  condemned,  or  the  sources  of  con- 
ZITZ^^'T''^'  :^^%Srent  source  of' contamination  o1  well 
and  th.  VP  .Ti^  mentioned,  are  the  cesspools ;  these  done  away  with, 
n?in  'hnnl  *^^7f«l^'«%P7Pe^-l7  covered  over,  the  waters  of  man; 

?o  a  consklrTbir  ^l'^     ^'^^^  '^'S^'''      P^^'^tJ-  -d  would 

to  a  considerable  extent  be  free  from  organic  matter,  provided  the 
soil  surrounding  these  wells  was  not  itself  contaminated. 


Q 
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(3.)  Results  of  the  Microscopical  Examination  of  Well, 
Pump,  and  other  Waters  from  Sandgate. 

The  following  samples  from  Sandgate  and  its  vicinity  were  pro- 
cured, under  the  direction  of  Dr.  Milroy,  during  the  prevalence  of 
cholera  in  that  locality. 

Cheriton  Water  AVorks. 

Mr.  Bateman's,  1,  Beach  Coifto^e.— Collected  6th  October  1854,  by 

Dr.  Bond. 

The  sediment  deposited  from  this  water  was  very  large,  and  of  a 
fawn  colour ;  it  contained  but  few  infusoria,  and  scarcely  any  that 
were  large ;  one  large  annelid  only  was  seen,  and  a  few  vibriones,  one 
piece  of  decaying  vegetable  tissue,  and  a  good  number  of  the  yellow 
branched  threads  of  the  production  resembling  anthophysa. 

Residence  of  Mr.  George. — Collected  6th  October  1854,  by 

Dr.  Bond. 

In  the  House  from  which  this  Water  was  obtained  Five  Deaths  from 

Cholera  occurred. 
This  water  was  dull  and  opalescent,  and  deposited  scarcely  any 
sediment ;  there  were  seen  in  it  a  very  few  infusoria  only,  but  rather 
a  large  number  of  vibriones,  and  masses  of  the  same  motionless;  there 
were  no  diatomaceaB,  but  it  contained  a  few  small  fragments  of 
decaying  vegetable  tissue.  The  worst  characters  of  this  water  were 
its  opacity  and  the  number  of  vibriones  present  in  it. 


FoLKSTONE  Company. 

Residence  of  Mr.  Penreth. — Collected  6th  October  1854,  by 

Dr.  Bond. 
One  Death  occurred  in  this  House. 

This  water,  on  standing,  deposited  a  rather  copious  sediment, 
which  contained  a  great  number  of  organic  productions,  living  and 
dead ;  amongst  the  former  were  detected  numerous  infusoria,  includ- 
ing an  annelid,  one  or  two  stentors,  several  rotifers,  one  coleps,  and 
many  animalculse  of  the  genus  amphileptus.  Amongst  the  vegetable 
productions  were  seen  various  diatomaceje  belonging  to  different 
genera  and  species ;  there  were  observed  frustules  of  dlatoma  vulgare, 
cocconema,  gomphonema,  synedra,  as  well  as  several  frustiiles  of 
coscinodiscus  minor,  and  some  of  cymbella  cuspidata ;  two  species  of 
scenedesmus  were  the  only  desmideas  noticed ;  there  was  also  rather 
much  slender  fungus,  together  with  a  few  vibriones,  single  and  in 
masses,  spiral  vessels,  and  other  fragments  of  decaying  vegetable 
tissue,  and  portions  of  the  broken  shells  of  Cyclops. 

Reservoir  at  Shorncliff. — Collected  21st  September  1854. 

The  sediment  from  this  water  was  rather  considerable,  consisting 
chiefly  of  organic  matter,  together  with  some  grit.  It  swarmed  with 
paramecia,  and  contained  a  few  large  oxytrichaj,  and  much  of  the 
slender  fungus.  _ 
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Reservoir  at  the  Castle  Hill,  Sandgate.—QoWQGiQdi  21st  September 

1854. 

^  The  deposit  from  this  water  was  large  in  quantity,  and  of  a  brown- 
ish colour;  in  it  there  were  found  only  a  few  infusoria,  and  those  for 
t  ie  most  part  of  very  small  size,  and  one  large  oxytricha;  there  was 
also  a  large  quantity  of  the  ordinary  slender  fungus,  and  much 
gritty  and  earthy  matter. 

Main,  Belle  Vue,  Sandgate.—CoWeciQdi  October  1854. 
The  sediment  deposited  from  this  water  was  very  considerable  in- 
deed, and  of  a  brownish  yellow  colour,  due  apparently  to  the  presence 
ot  u-on.  It  contamed  some  infusoria  of  small  size,  but  not  in  lar^e 
number  including  a  few  of  the  genus  oxytricha  and  paramecium, 
with  a  few  spiral  vibriones.  There  were  no  diatomacefe  or  frag- 
ments of  dead  vegetable  tissue  present,  but  it  contained  a  good  deal 
of  granular  and  dotted  organic  debris. 

Tap  at  Belle  Vue  House. -CoWectedi  6th  October  1854  bv 

Dr.  Bond.  ^ 
Four  Deaths  occurred  in  this  House, 
ihe  water  in  tliis  case  threw  down  a  large  yellowish  brown 
deposit   having  much  the  same  character  as  that  from  the  water 
obtained  from  I,  Beach  Cottage.    In  this  there  were  only  a  very  few 
small  infusoria,  including  one  or  two  actinophydes,  a  few  threads  of 

tL  vpX    K  P^^^^^"*  ^ell  as  some  of 

the  yeUow  branched  fungus  lookmg  stems,  resembling  anthophysa  • 
no  diatomaciee  were  seen.  *  tuupuysd, 

Water  from  Tap,  New  /7^n.— Collected  20th  September  1854. 
The  sediment  deposited  from  this  water  was  not  very  large  -  there 
were  discovered  m  it  several  paramecia,  one  large  oxytricha  and  a 
good  deal  of  the  slender  fungis  so  frequently  referred  to 


Well  Water. 
Residence  of  Mr.  G^.orye.— Collected  October  1854. 
The  residue  from  this  water  was  considerable,  of  a  brown  colour,  and 
It  contained  a  good  deal  of  organic  debris,  and  many  living  nfu- 
soria,  especially  of  the  genera  amphileptus  and  amoeba,  togethl-  w  th 
a  few  green  sporules  resembHng  those  of  a  fungus,  and^vibHones 
t  W  was  also  a  small  quantity  of  the  thallus  of  tL  ordinary  slS 

Mr.  George's  i^eszVZcTzc^.— Collected  October  1854 
This  water  let  fall  much  organic  residue,  in  which  were  discovered 

other  intusona,  as  acineta  tuberosa,  vorticell^,  bursarite  some  of 
the  pale  granular  spherical  bodies  which  sometimes  ocSur  1  Sme 

r^nStv^f  the"tlir"\' 

quantity  of  the  yellow  branched  stems  resembling  anthophysa. 

Q  2 
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Residence  of  Mr.  Marsh. — Collected  6th  October  1854,  by 

Dr.  Bond. 

In  this  House  One  Person  died  and  Four  others  were  cholcraically  ill. 

This  Avatcr  deposited  a  very  minute  quantity  of  sediment  only ; 
when  examined  with  the  microscope  there  were  seen  several  infusoria, 
principally  oxytrichaj,  a  great  number  of  filaments  of  the  ordinary 
slender  fungus,  as  also  a  second  species  of  fungus  belonging  to  the 
genus  dactylium,  together  with  a  few  fragments  of  decaying  vege- 
table tissue. 

House  opjwsite  Rea's  CoUarje. — Collected  October  1854,  by 

Dr.  Bond. 

There  were  Five  Deaths  in  this  House. 
The  residue  of  this  water  was  rather  considerable  in  amount,  and 
of  a  brownish  colour ;  it  contained  the  usual  annelid  anguillula  fluvia- 
tilis,  two  different  species  of  paramecium,  several  oxytrichsa,  a  good 
many  actlnophrydes  and  vorticellaj,  with  numerous  animalculaj  belong- 
ing to  the  genera  amphileptus,  lagenella,  and  amceba,  also  many 
monads.  There  was  likewise  much  of  the  slender  fungus,  as  well 
as  two  other  species  of  fungus,  together  Avith  a  good  deal  of  the  yel- 
low branched  stems  resembling  anthophysa,  and  granular  organic 
matter.    Fig.  16. 

Pump  at  New  Inn. — Collected  20th  September  1854. 

This  water  deposited  scarcely  any  sediment ;  there  were  seen  a  few 
infusoria  of  the  genus  oxytricha,  and  a  few  monads,  with  several 
threads  of  a  species  of  conferva  resembling  those  of  a  monormia. 

Stream  of  Mr.  Bligh. — Collected  21st  September  1854. 

A  very  large  residue,  consisting  principally  of  organic  matter,  and 
containing  fragments  of  vegetable  tissue,  was  deposited  from  this 
specimen.  The  number  of  infusoria  was  comparatively  not  large,  but 
several  oxytrichaj,  belonging  to  two  different  species,  were  observed, 
as  well  as  other  small  infusoria.    There  Avere  no  diatomacea3  present. 


From  the  above  Microscopical  Examinations  it  appears, — 
1st.  That  the  whole  fourteen  samples  of  water  examined  were 
contaminated  with  organic  matter,  dead  and  living,  the  quantity  in  the 
majority  of  the  samples  being  very  considerable.  The  only  water 
in  a  state  approaching  even  to  purity,  was  that  from  the  pump  at 
New  Inn. 

2d.  That  in  none  of  the  waters  were  any  peculiar  organic  produc- 
tions detected,  which  could  be  supposed  to  exert  any  direct  influence 
in  occasioning  cholera. 
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(4.)  Repoet  showing  the  Results  of  the  Microscopical  Examina- 
tion of  different  samples  of  Water  obtained  from  the  Service 
Pipes  of  several  of  The  Metropolitan  Water  Companies. 

Inasmuch  as  the  condition  of  water  taken  from  cisterns  is,  to  some 
extent,  dependent  upon  the  cisterns  themselves,  whether  they  are 
covered  or  not,  and  whether  they  are  regularly  cleaned  out,  so  as  not 
to  allow  of  accumulation,  it  might  be  considered  that  it  was  not  pro- 
per to  judge  of  the  quality  of  the  water  supplied  by  any  Company  by 
its  state  as  taken  from  cisterns.  This  objection,  no  doubt,  holds  o-ood 
to  a  certain  extent,  but  not  so  much  as  might  be  supposed.  In  order 
however,  to  meet  this  objection,  and  to  ascertain  the  actual  condition 
of  the  waters  of  the  several  Companies,  specimens  were  obtained  from 
the  service  pipes,  that  is,  the  several  waters  were  procured  precisely  as 
suppHed  for  use.  The  results  of  the  Microscopical  Examination 
of  these  waters  were  as  follows : — 


Grand  Junction  Company. 

3,  South  Roio,  Golden  Square. — Collected  15th  December  1854  bv 

Mr.  H.  Miller.  '  " 

After  standing  the  usual  time  this  water  threw  down  rather  much 
sediment ;  there  were  present  in  it  a  good  many  monads  and  other 
infusoria,  several  euglena^  and  oxytrichce,  together  with  large  green 
moving  sporules.  The  diatomaceas  abounded,  and  included  several 
genera  and  species,  amongst  which  the  following  were  conspicuous— 
frustules  of  cymatopleura  solea,  synedra  ulna,  and  a  few  of  two 
other  species  of  synedra,  many  frustules  of  diatoma  vulgare,  navicula 
amphisbojna,  and  other  naviculte,  a  good  number  of  frustules  of 
pleurosigma  hippocampus,  and  very  many  of  coscinodiscus  eccentricus, 
with  a  few  filaments  of  meloseira  varians  and  fragillaria  capucina. 
Amongst  the  dead  organic  matter  were  some  of  the  brown  ova  cases, 
many  spiculse  of  the  fresh  water  sponge,  much  organic  debris,  a  frao-- 
ment  of  firwood,  and  a  good  deal  of  decaying  vegetable  tissue. 

13,  Marshall  ^^ree^.— Collected  15th  December  1854  by 

Ml'.  H.  Miller. 

The  sediment  from  this  sample  was  about  equal  in  quantity  to 
that  from  the  previous  water,  and  consisted  principally  of  dead  and 
living  organic  matter;  it  also  resembled,  in  the  organic  produc- 
tions of  which  It  was  constituted,  the  water  from  South  Row. 
Amongst  the  infusoria,  however,  there  were  noticed,  in  addition  to 
those  mentioned  in  the  previous  sample,  an  acarus-like  entomos- 
tracan  with  a  red  eye,  and  one  or  two  large  paramecia,  P.  aurelia, 
iiiediatomaceai  were  equally  numerous,  and  belonged  to  the  same 
genera  and  species;  frustules  of  coscinodiscus  eccentricus  were  like- 
wise observed,  as  well  as  a  few  of  cyclotella  operculata  ;  there  Avas 
a  good  deal  of  dead  organic  matter,  many  fragments  of  decaying 
vegetable  tissue,  and  spicula.  of  the  fresh  water  sponge,  intermixed 
with  and  growing  amongst  which  was  a  considerable  Quantity  of  the 
usual  slender  fundus. 
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Lambeth  Company. 

26,  Waterloo  Road  — CoWccted  IGtli  December  1854,  by  Mr.  Mears. 

The  quantity  of  sediment  from  this  water  was  but  small,  and  con- 
sisted chiefly  of  organic  matter,  Tn  it  there  were  found  one  eel- 
like annelid  and  a  few  small  infusoria,  principally  of  the  genus  monas  ; 
there  were  a  good  many  diatomaceae,  including  several  frustules  of 
synedra  ulna,  two  or  three  of  a  second  species  of  synedra,  a  few 
frustules  of  gomphonema,  and  threads  of  meloseira  varians,  together 
with  five  or  six  green  rolling  sporules,  and  a  little  of  the  slender  fungus. 
Amongst  the  dead  organic  matter  were  a  great  number  of  the  brown 
ova  cases,  several  fragments  of  decaying  vegetable  tissue,  and  two 
broken  shells  of  Cyclops. 

126,  Waterloo  i2oac?.— Collected  16th  December  1854,  by 

Mr.  Mears. 

The  sediment  in  this  instance  was  less  than  in  the  previous  sample, 
but  its  constituents  were  nearly  similar.  Amongst  the  infusoria 
were  two  annelidje,  a  few  small  euglenge,  and  many  monads,  there 
were  several  frustules  of  synedra  ulna  and  other  diatomaceae,  a  large 
number  of  the  brown  ova  cases,  some  of  the  slender  fungus,  and 
many  fragments  of  decaying  vegetable  tissue. 


West  Middlesex  Company. 

77,  Upper  Berkeley  Street. — Collected  28th  September  1854,  by 

Dr.  Grreenhow. 

Eight  or  nine  small  infusoria  were  seen  in  this  Avater  after  subsi- 
dence, as  well  as  nine  or  ten  entomostraeea^,  Cyclops  quadricornis  in 
a  peculiar  condition  of  growth.  The  sediment  was  rather  conside- 
rable, and  in  it  the  following  organic  and  other  productions  were 
seen: — three  small  worms,  anguillula  fluviatilis,  five  or  six  loricated 
infusoria,  a  species  of  euchlanidota,  several  actinophydes,  oxytricha 
pellionella,  vorticellse,  many  small  paramecia,  a  few  animalcules  of  the 
genus  coleps  and  lageneUa,  five  or  six  of  the  genus  amphileptus,  and 
three  or  four  polyarthr£e.  Amongst  the  desmidese  were  four  or 
five  fronds  of  scenedesmus  quadricauda  and  sc.  acutus,  and  pedias- 
trum  boryanum ;  amongst  the  diatomaceai  were  many  frustules  of 
cyclotella  operculata,  several  of  Nitzschia  sigma,  three  or  four  groups 
of  frustules  of  synedra  minutissima,  frustules  of  meloseira  varians, 
amphora  ovalis,  and  of  two  or  three  different  naviculje.  Amongst  the 
dead  organic  matter  were  a  great  many  fragments  of  shells  of  entomos- 
traceae,  many  of  the  exuvial  masses,  and  other  debris,  intermixed  with 
which  were  the  green  branched  threads  of  some  conferva,  and  the 
usual  fungus  with  slender  threads.  In  addition  to  the  brown  bottle- 
shaped  sporules,  lagenella,  were  other  brown  sporules,  round  and 
oval.    Fig.  17. 
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77,  Upper  Berkley  Street. — Collected  12th  December,  1854,  by 
Dr.  Heacllam  Greenhow. 

This  water  was  not  perfectly  bright  and  clear,  but  possessed  a 
slight  degree  of  opalescence.  After  subsidence  there  were  found,  in 
the  jfluid  part,  a  great  many  monads  and  other  small  infusoria.  The 
sediment  deposited  from  it  was  considerable,  and  consisted  mainly  of 
organic  matter,  dead  and  living.  Amongst  the  animalculaj  were 
numerous  vorticellae,  V.  convallaria,  sometimes  in  groups,  a  few 
euglente,  panophrys  chrysalis,  paramecia,  oxytrichas,  myriads  of 
monads,  and  a  great  many  vibriones  and  masses  of  same.  Amongst 
the  diatomaccEe  were  a  very  few  frustules  of  Nitzschia  sigma, 
and  some  of  synedra  minutissima,  cyclotella  operculata,  and  cocconeis 
placentula ;  while  amongst  the  dead  organic  matter  were  numerous 
fragments  of  decaying  vegetable  tissue,  hairs  of  animals,  scales  of  a 
moth,  and  a  great  many  spiculce  of  the  fresh  water  sponge ;  grow- 
ing from  and  intermixed  with  the  dead  organic  matter  were  three 
different  species  of  fungus ;  in  addition  to  which  there  were  many 
thousands  of  the  bi'own  ova  cases,  single  and  in  masses. 


Chelsea  Company. 

27,  Lawrence  Street.— QoWedQA.  13th  September,  1854,  by 
Dr.  Greenhow  and  Dr.  Hassall. 

Three  or  four  minute  infusoria  only  were  seen  in  this  water  after 
subsidence,  and  the  sediment  which  fell  from  it  was  extremely  small ; 
but  in  it  the  following  organic  and  other  productions  were  detected : 
tliree  _  small  river  annelidse,  anguillula  fluviatilis,  two  vorticell^,  two 
oxytrichfe,  several  paramecia,  three  or  four  of  a  green  colour,  a  good 
number  of  coleps  hirtus,  and  a  few  euglente.  The  principal  desmide» 
belonged  to  the  genus  scenedesmus,  of  which  eight  or  nine  fronds 
were  seen.  The  diatomace£E  were  plentiful,  and  consisted  of  frustules 
of  cyclotella  opercidata,  several,  synedra  minutissima,  navicula  amphis- 
bcena,  and  meloseira  varians;  in  addition  to  these,  were  green 
sporules,  fixed  and  moving,  the  two  ordinary  species  of  fungus,  a 
tuft  of  penicilium  glaucum,  and  a  little  yellow  debris.    Fig.  18. 

27,  Turner  ^^ree^.— Collected  13th  September,  1854,  by 

Dr.  Greenhow. 

But  one  rather  large  green  animalcula  seen  in  this  water  after 
subsidence.  _  There  was  only  a  small  quantity  of  deposit,  which  con- 
sisted principally  of  the  yellow  fungus,  but  amongst  which  were  also 
noticed  a  great  many  infusoria  of  the  genus  coleps,  several  actino- 
phycles  oxytrichaa,  and  paramecia,  as  well  as  rather  many  frustules  of 
cyclotelJa,  and  a  few  fronds  of  pidiastrum. 
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South WARK  and  Vauxhall  Companv. 

Troin  St  Thomas's  Hospital— CoWccted  October  1854,  by 

Mr.  Walker. 

This  water,  after  having  stood  for  several  hours,  was  still  dull  and 
opalescent,  while  the  sediment  deposited  was  very  considerable,  and  in 
it  the  following  organic  productions  were  speciall}'-  noticed: — several 
acarl-llke  animalcula3  of  the  class  tardigi'ada,  commonly  called  water- 
bears,  seven  or  eight  stentors,  stentor  mulleri,  numerous  rotifers, 
many  large  paramecia,  bursaria3,  vorticella;,  oxytricha  pellionella, 
amphilcptus,  and  several  animalcules  of  the  genus  coleps.  Amongst 
the  desmidete  were  a  great  many  of  the  lunar  sceiiedesmus,  and  a 
few  pediastra ;  and  amongst  the  diatomacea3,  which  were  very  abun- 
dant, were  very  many  frustides  of  the  usual  cyclotella  and  Nitzschia 
sigma,  occasional  threads  of  meloseira  varians,  and  several  frustules 
of  synedra  minutissima,  navicula  amphisba3na,  cymatopleura  solea, 
and  of  Nitzchia  dubia.  Amongst  the  dead  organic  matter  Avere  a 
great  many  of  the  pellet-like  exuvial  masses  of  the  entomostraceae, 
and  a  few  fragments  of  muscular  fibre  derived  doubtless  from  the 
feeces,  and  fragments  of  dead  vegetable  tissue  ;  intermixed  with  these 
and  other  matters  was  a  large  quantity  of  the  slender  fungus,  and 
some  of  the  j'cllow  kind  also.    Fig.  19. 

12,  Neptune  Street,  Spring  Place,  Wandsicorth  Road.  From  Main. — 
29th  September  1854.  Sent  to  General  Board  of  Health  by 
Dr.  Ayrcs. 

This  water  smelt  very  offensively  of  sulphuretted  hydrogen,  and 
on  standing  at  rest  for  some  time,  sufficient  sediment  collected  at  the 
bottom  of  the  bottle  nearly  to  fill  two  teaspoons;  this  was  of  a 
blackish  colour,  and  abounded  in  many  different  kinds  of  organic  pro- 
ductions. It  contained  all  the  usual  elements  of  River  Thames 
and  Southvv'ark  and  Vauxhall  Company's  water,  worms,  shells  of 
entomostraceaj,  dozens  of  spiculaa  of  sponge,  eggs  of  zoophytes,  &c. 
&c.;  indeed,  a  volume  might  be  filled  with  a  description  of  the  organic 
productions  present  in  this  water. 

Mainin  Crescent  Road,  Park  Road. — Collected  ISth  September  1854, 

by  Mr.  James  Frost 

The  Avater  in  this  case  was  nearly  black,  and  threw  down  a  large 
quantity  of  black  sediment,  the  colour  Avas  due  partly  to  the  presence 
of  iron,  derived  no  doubt  from  the  mains.  It  abounded  in  organic 
productions,  most  of  them  being  dead  Avhen  the  Avater  was  examined. 
Many  dead  entomostracea;  and  rotifera;  Avcre  discovered,  a  great 
number  of  diatomacea^,  especially  the  usual  species,  also  vibriones, 
and  numerous  spicuhe  of  the  fresh  Avater  sponge. 

Main  in  Crescent  Road,  Park  Road. — Collected  September  1854, 

by  INIr.  Samuel  Frost. 

This  Avater  Avas  very  dirty  and  opalescent,  from  the  presence  of  a 
very  large  quantity  of  organic  matter  in  solution,  the  smell  Avas  also 
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exceedingly  offensive.  The  residue,  which  was  very  considerable  in 
amount,  consisted  chiefly  of  organic  matter,  dead  and  livino-,  and  in 
it  there  were  found  a  great  number  of  infusoria,  including  dozens  of 
rotifers,  and  many  other  rotifera),  of  the  genus  anuraea,  as  well  as  several 
of  the  large ^  twisted  paramecia ;  amongst  the  diatomacete  were 
noticed  especially  Nitzschia  sigma  and  cyclotella  opercvilata ;  amoncrst 
the  desmidea;  there  were  a  few  pediastra;  a  good  many  s]Dicula3°of 
the  fresh  water  sponge  were  likewise  present. 

Main  in  Crescent  Road,  Park  Road. — Collected  September  1854, 
by  Dr.  Hassall  and  Mr.  Frost. 

Tills  specimen  was  obtained  from  the  same  locality  as  the  two 
previous  waters.  After  standing  at  rest  for  some  time,  the  water  still 
remained  thick  and  opaque,  and  threw  down  a  very  copious  sediment. 
In  the  fluid  part  there  were  discovered  a  great  many  euglenje, 
frustules  of  cyclotella  operculata,  and  a  large  number  of  sporules  and 
beaded  threads  of  a  species  of  fungus.  The  sediment  swarmed  with 
infusoria  of  all  kinds,  including  entomostracea?,  a  large  number  of  the 
eel-like  annelidie,  as  well  as  one  other  annelid,  resembling  the  blood- 
Avorm,  also  animalculaj  of  the  following  genera,  brachionus,  oxytricha, 
stentor,  actinophrys,  euglena,  and  vo'rticella,  tlie  latter  being  very 
abundant.  It  contained  also  a  very  large  quantity  of  the''  usual 
slender  fungus  in  masses,  visible  to  the  naked  eye,  the  yellow 
fungus,  together  vv'ith  many  of  the  exuvial  masses  derived  from  the 
entomostracete,  numerous  spicula  of  the  fresh  Avater  sponge,  and  dead 
and  decaying  vegetable  tissue. 


New  Eiver  Company. 

3,  Broad  Street,  Golden  Collected  14th  December  1854,  bv 

Mr.  H.  Miller.  • 

There  Avere  present,  in  the  fluid  part  of  this  water  after  subsidence, 
a  few  monads  and  other  minute  infusoria.  In  the  sediment,  Avhich 
Avas  small,  there  Avere  monads  and  other  minute  actively  movino- 
animalcula?,  as  well  as  infusoria  of  other  kinds,  but  tlieir  number 
altogether  was  not  large ;  two  rotifers,  two  or  three  actinophrydes, 
a  few  euglenaj,  as  well  as  green  moving  sporules,  some  large  flat  pale 
brown  stationary  sporules,  as  also  some  of  another  brown  sporular  body 
were  seen  ;  these  latter  were  of  a  somewhat  lenticular  form,  being 
convex  on  one  side,  and  concave  on  the  opposite  side,  with  a  large 
circular  aperture.  The  diatomaceas  were  very  abundant,  there  being 
hundreds  of  frustules  of  syncdra,  of  two  or  three  different  species^ 
several  frustules  of  navicula  binodis,  tAvo  of  gomphonema,  two  or 
three  ot  cymbella,  one  of  a  species  of  cocconema,  many  of  pleu- 
rosigma  hippocampus,  and  several  threads  of  frngillaria 'capucina : 
there  were  also  a  few  short  filaments  of  oscillatoria,  and  two  or  three 
fragments  of  decaying  vegetable  tissue. 
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9,  Hopkins  Street,  Golden  Square. — Collected  14th  December  1834, 

by  Mr.  H.  Miller. 

In  this  specimen  the  sediment  was  rather  small,  and  like  the  pre- 
vious sample,  the  number  of  infusoria  was  not  great  in  proportion ; 
they  consisted  of  one  river  annelid,  one  actinophrys,  and  an  oxytricha. 
It  contained,  however,  a  large  number  of  vegetable  productions, 
especially  diatomaceac,  of  which  the  chief  were  the  different  species 
of  synedra  noticed  in  the  sample  of  New  River  water  from  Broad 
Street,  including  many  frustules  of  synedra  ulna;  in  addition  to  the 
various  species  of  synedra,  there  were  a  great  many  frustules  of 
pleurosigma  hippocampus,  and  of  a  second  species  of  pleurosigma, 
with  nonstriated  frustules,  one  nitzchia  sigmoidea,  a  few  frustules 
of  the  genera  navicula,  cocconema,  and  gomphonema,  and  several 
threads  of  fragillaria  capucina.  The  only  desmideae  seen  were 
two  or  three  fronds  of  scenedesmus  quadricauda,  but  there  were 
a  few  threads  of  two  or  three  species  of  conferva,  belonging  to 
the  genera  zygnema  and  vesiculifera,  some  green  moving  sporules 
were  likewise  observed,  as  well  as  a  great  many  of  the  brown  ova 
cases,  and  a  few  small  fragments  of  decaying  vegetable  tissue. 


East  London  Company. 

4,  Dock  iS'ifree^.— Collected  14th  December  1854,  by  Mr.  Wildbore. 

The  quantity  of  sediment  deposited  from  this  water  was  rather 
considerable,  and  consisted  principally  of  organic  matter  intermixed 
with  numerous  gritty  particles  ;  the  number  of  living  organic  pro- 
ductions contained  in  it  was  lai'ge,  and  included  several  species  and 
genera  of  infusoria,  and  the  same  of  desmidere  and  diatomaceje.  The 
infusoria  embraced  the  ordinary  genera,  as  monas,  coleps,  Parame- 
cium, oxytricha,  and  polyarthra,  together  with  one  or  two  annelidae. 
Amongst  the  desmideaa  noticed  were  fronds  of  desmidium  hexaceros, 
and  amongst  the  diatomaceae  frustules  and  threads  of  meloseira  varians 
and  fragellaria  capucina,  frustules  of  pleurosigma,  cocconema,  and 
diflFerent  species  of  synedra.  In  addition  to  these  productions  there 
were  the  usual  species  of  fungi,  that  with  slender  threads  and  the 
yellow  branched  stalks  (the  qviantity  of  this  last  being  considerable), 
pieces  of  vegetable  tissue,  and  fragments  of  granular  organic  debris. 

1,  Back  Church  Lane,  Whitechapel. — Collected  13th  December  1854, 

by  Mr.  Wildbore. 

The  sediment  deposited  from  this  sample  Avas  rather  considerable, 
and  about  equal  to  that  from  the  previous  water.  The  same  pro- 
ductions were  likewise  met  with,  but  in  addition  a  few  others  were 
observed,  including  two  or  three  rotiferje,  frustules  of  diatoma  vul- 
gare,  synedra  idna,  and  cymbella  cuspidata,  together  Avith  threads  of 
meloseira  varians  and  fragillaria  capiicina,  and  a  few  of  the  brown 
festooned  sporules.  The  quantity  of  dead  and  decaying  organic 
matter  which  was  infested  with  the  slender  fungus  was  considerable. 
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Hampstead  Company. 

41 ,  Arlington  Street,  Hampstead  Road. — Collected  16th  September 

1854,  by  Mr.  Botteler. 

This  water  was  somewhat  disagreeable  to  the  taste  and  smell,  and 
was  rather  turbid ;  the  sediment  deposited  was  considerable,  and 
contained  numerous  living  organic  productions,  amongst  which  were 
noticed  several  dozen  animalculas  of  a  species  of  brachionus,  seven 
or  eight  vorticellte,  several  of  the  genus  amphileptus,  two  or  three 
oxy  trich£e,  several  of  the  genera  coleps  and  lagenella,  some  of  the 
ordinary  euglense,  rather  many  small  paramecia,  four  or  five  of  a 
species^  of  euglena  resembling  E.  longicauda,  and  the  same  number  of 
pandorina  morum.  Amongst  the  desmideaswere  rather  many  pediastra 
and  scenedesmus,  and  two  olosteria.    Amongst  the  diatomacese  were 
several  asterionellas,  and  one  or  two  pleurosigmas  ;  lastly,  there  were 
rather  many  of  the  brown  peculiar  bodies  which  occurred  so  abund- 
antly in  the  water  procured  from  the  Golden  Square  district,  round 
and  green  sporules,  rather  large,  and  groups  of  bottle  green  sporules. 
The  sediment  which  subsided  not  only  contained  the  productions 
above  enumerated,  as  well  as  many  others,  but  was  composed  in 
great  part  of  earthy  matter,  and  organic  debris,  including  many 
fragments  of  the  shells  of  entomostraceas,  and  the  exuvi^  of  the 
same. 


47,  Arlington  Street,  Hampstead  i2oac?.  — Collected  20th  September 

1854,  by  Mr.  Botteler. 

^  A  second  specimen  of  this  water  presented  characters  nearly  iden- 
tical with  the  above.  The  water  itself,  after  comi^lete  subsidence, 
was  rather  opalescent,  and  there  were  seen  in  it,  with  the  microscope, 
a  few  brown  and  green  sporules,  a  few  desmide£e  of  the  genus 
scenedesmus,  and  one  asterionella.  The  residue  which  subsided 
was  considerable,  and  of  a  fawn  colour,  and  under  the  microscope  it 
presented  a  granular  texture;  the  number  of  infusoria  *een  was  not 
great,  but  a  shell  Bosmina  longirostris,  a  brachionus,  one  eel- 
like worm,  a  species  of  the  genus  euglena,  twisted  like  the  letter 
S,  and  a  few  lagenella,  L.  euchlora ;  the  number  of  pedastria 
seen  was  very  great,  and  included  the  following  species,  P.  elegans, 
P.  hexactis,  P .  pertiisum,  and  P.  heptactis ;  clostereum  acerosum, 
scenedesmus  quadricauda,  and  S.  lunaris  were  also  observed,  and 
there  were  a  few  asterioneUas,  frustules  of  pleurosigma  acuminatum, 
as  well  as  some  brown  and  green  sporules.   Fig.  20. 


Kent  Company. 

From  i^^7^er.— Collected  30th  September  1854,  by  Dr.  Hassall 
accompanied  by  Engineer  of  Works. 

Bather  mar^  monads  were  present  in  this  water  after  complete 
subsidence.    There  was  scarcely  a  trace  of  visible  sediment,  but 
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nevei'thelcss  there  was  sufficient  to  furnish  the  fullowing  results. 
There  were  noticed  two  river  iinuelids,  several  of  a  loricated  animal- 
cula  allied  to  rotifer,  oxytrichse,  of  three  different  species,  several, 
a  few  animalcula  of  the  genera  paramecium,  coleps,  and  eiiglena; 
one  brown  motionless  sporule,  a  pleurosigma,  and  a  navicula,  a  dotted 
duct,  and  some  of  the  slender  fungus. 

From  ^emce  P/>e.— Collected  30th  September  1854,  by  Dr.  Hassall 
accompanied  by  Engineer  of  "\^^orks. 

Four  or  five  minute  infusoria  only  were  seen  in  this  water  after 
subsidence.  There  was  scarcely  a  particle  of  sediment  visible  to  the 
naked  eye,  but  yet  there  were  discovered,  with  the  microscope,  more 
than  a  dozen  of  the  loricated  rotifer  like  animalcula,  nine  or  ten  very 
small  eel-like  annelids,  anguillula  fluviatilis,  three  animalcules  of  the 
genus  polyarthra,  two  euglente,  several  monads,  two  or  three 
frustules  of  dtatomaceas,  including  meloseira  varians,  and  a  little  of 
the  slender  fungus.    Fig.  21. 


The  following  conclusions  may  be  deduced  from  the  preceding 
examinations  of  specimens  of  Water  procured  from  the  Service 
Pipes  of  the  different  Metropolitan  Water  Companies  : — 

1st.  That  the  samples  of  water  procured  from  the  service  pipes  of 
the  Soutkwark  and  Vauxhall  Company  abounded,  like  those  from  the 
cisterns  supplied  by  the  same  Company,  in  organic  matter,  living  and 
dead,  animal  and  vegetable,  including  entomostracsaj,  annelida^,  in- 
fusoria, desmideaB,  diatomaceaj,  fangi,  fragments  of  decaying  and 
dead  vegetable  tissue,  as  the  hairs  and  husk  of  wheat  and  other- 
vegetable  substances,  starchy  matter,  and  in  some  cases  even  frag- 
ments of  altered  muscular  fibre,  derived  from  the  feecal  matter  poured 
into  the  river  from  the  sewers. 

2d.  That  many  of  the  same  species  of  productions  Avere  detected 
in  the  water  of  the  Chelsea  Compamj  as  were  present  in  that  of  the 
Southwark  and  Vauxhall  Company,  although  in  greatly  diminished 
mimbers.  This  difference  is  attributable,  as  already  pointed  out, 
to  the  circumstance  that  a  tolerably  efficient  method  of  filtration  of 
this  water  is  adopted  previous  to  its  distribution. 

It  has  been  declared  that  the  water  supplied  by  the  Southwark 
and  Vauxhall  Company  is  filtered  previous  to  distribution.  From 
the  results  derived  from  its  examination  we  can  scarcely  believe  that 
it  undergoes  any  process  of  filtration  whatever  before  deliver)%  If 
it  be  filtered,  it  is  very  certain  that  the  method  adopted  is  all  but 
useless,  for  between  it  and  the  Avater  of  the  Thames,  as  taken  from 
the  river  at  the  spot  at  which  the  Southwark  and  Vauxhall  Com- 
pany obtains  its  supplies,  there  is  only  that  amount  of  difference 
which  would  arise  from  mere  subsidence. 

The  organic  productions  contained  in  the  water  of  the  Southwark 
and  Vauxhall  Company  as  supplied  correspond  exactly  with  those  of 
Thames  water  itself,  and  their  number  is  nearly  as  great;  indeed, 
so  abundant  and  peculiar  are  the  productions  contauicd  in  Thames 
water,  near  the  bridges,  that  by  the  microscope  alone  this  water  and 
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that  of  the  Companies  which  take  their  supply  from  the  river  Thames 
near  the  metropolis  may  be  readily  and  most  certainly  distino-uished 
We  have  already  referred  to  the  fact  of  the  occurrence  in  Thames  water 
near  the  bridges,  as  well  as  in  the  waters  of  those  Companies  which 
obtain  their  supply  from  the  same  part  of  the  Thames,  of  certain  species 
of  diatomacea;,  found  only  in  brackish  water,  a  remarkable  and  im- 
portant fact  which,  independent  of  other  considerations,  is  sufficient 
to  show  that  this  water  ouglit  never  to  have  been  employed  for  the 
supply  of  the  metropolis. 

3d.  That  the  quantity  of  organic  matter  and  number  of  living 
organic  productions  contained  in  the  water  of  the  West  Middlesex 
Company  was  very  considerable,  so  much  so,  indeed,  as  to  make  it 
exceedingly  doubtful  whether  tlie  water  which  it  supplies  is  filtered 
before  delivery  or  not,  and,  if  filtered,  it  is  evident  that  the  process  is 
far  from  efi'ectual. 

4th.  That  the  water  of  the  Havipstead  Company  as  supplied,  like- 
wise aboimded  in  a  great  variety  of  organic  productions,  several  of 
the  species  being  different  from  those  contained  in  the  Kiver  Thames 
waters.  It  is,  therefore,  very  doubtful  whether  this  water  is  filtered. 
Some  of  the  samples  examined  have  been  distinctly  coloured,  and 
have  even  emitted  a  somewhat  offensive  smell. 

5th.  That  the  waters  of  the  Nexo  River  and  Grand  Junction 
Companies,  the  one  taking  its  supply  from  the  New  Kiver,  the  Eiver 
Lea,  &c.,  the  other  from  the  Thames  at  Brentford,  both  contain  a 
considerable  amount  of  organic  matter,  and  many  forms  of  animal 
and  vegetable  life.  The  water  of  the  Grand  Junction  Company 
was  distinguished  especially  by  the  large  number  of  asterionellas 
which  it  contained,  the  same  diatoma  was  likewise  present  in  the 
water  of  the  Hampstead  Company,  part  of  the  supplies  of  wnich  are 
said  to  be  sometimes  derived  from  either  the  Grand  Junction  or 
West  Middlesex  Company,  we  believe  from  the  former. 

The  New  Eiver  Company,  as  already  stated,  does  not  filter  the 
water- which  it  supplies,  and  the  condition  of  the  water  of  the  Grand 
Junction  Company  renders  it  probable  that  this  also  is  the  case  with 
respect  to  it. 

6th.  That  the  amount  of  organic  matter  and  the  number  of 
organic  productions  was  very  much  less  in  the  waters  supplied  by 
the  Lambeth,  East  London,  and  the  Kent  Companies.  This  is 
explamed  by  the  circumstance  that  these  three  Companies  now 
supply  filtered  water.  Living  infusoria  and  other  organic  pro- 
ductions were,  however,  present  in  every  sample  of  the  water  of  the 
above  three  Companies  subjected  to  examination,  sufficient  clearly  to 
establish  the  fact  that  these  waters  were  not  of  that  degree  of  purity 
winch  IS  so  desirable.  The  waters  supplied  by  these  three  Companies 
are  all  river  waters,  and  as  such  they  are  exposed  to  numerous  sources 
or  contamination. 
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(5.)  Results  of  the  Microscopical  Examination  of  Water 
stored  in  Cisterns,  Butts,  and  Tubs,  with  Remarks  on  the 
State  of  those  Receptacles,  and  their  influence  on  the  Purity 
of  the  Water. 

There  is  great  variety  in  the  kind  and  size  of  the  receptacles 
used  for  the  storeage  of  water.  In  the  larger  houses  the  water  is, 
of  course,  received  into  cisterns,  which  are  either  made  of  lead  or 
slate.  To  the  use  of  lead  for  cisterns  there  are  certain  objections, 
into  which  it  is  not  necessary  to  enter  here.  One  of  the  evils  attend- 
ing the  use  of  cisterns  is  the  position  in  which  they  are  too  often 
placed  ;  sometimes  they  are  situated  so  awkwardly  that  they  can  be 
reached  only  with  great  difficulty,  thus  offering  a  considerable 
obstacle  to  their  being  regularly  cleaned ;  in  some  cases  they  are 
placed  immediately  over  the  water-closet,  so  that  the  water  imbibes 
the  emanations  which  proceed  from  it.  Another  evil  attending  the 
use  of  cisterns  is  that  they  are  often  out  of  condition  or  repair  ;  very 
frequently  the  ball-tap  will  not  act,  or  is  altogether  removed,  a  great 
waste  of  water,  with  inundation  of  the  premises  being  the  con- 
sequences ;  what  is  of  still  more  importance,  the  lid  of  the  cistern  is 
often  taken  away,  or  sometimes  it  is  not  provided  with  a  lid  at  all, 
the  water  is  thus  exposed  to  air  and  light,  and  the  generation  and 
development  of  animalcula  and  other  organic  productions  greatly 
promoted :  in  other  cases  the  lids  are  fastened  down,  so  that  it  is 
impossible  to  clean  out  the  cisterns  at  all,  we  have  seen  several 
instances  of  this  kind,  and  this  where  a  whole  court  is  supplied  by 
the  same  tank.  Examples  without  end  might  be  cited  of  cisterns  in 
all  the  conditions  above  described,  but  the  particulars  referred  to  are 
so  well  known  as  to  render  this  unnecessary. 

In  the  houses  and  cottages  of  the  middling  and  poorer  classes  the 
water  is,  for  the  most  part,  stored  in  butts,  tubs,  and  pans  ;  these 
commonly  have  no  lids,  and  they  are  unprovided  with  waste  pipes, 
so  that  it  is  not  only  a  matter  of  difficulty  to  clean  them,  but  the 
water  is  very  apt  to  flow  over  at  the  top,  and  saturate  the  soil  around 
the  house  ;  the  position  of  many  of  the  butts  and  tubs  is  also  often 
as  objectionable  as  that  of  the  cisterns.  Again,  in  many  cases  the 
size  of  these  receptacles  is  so  small  that  they  do  not  aflTord  anything 
like  a  proper  supply  of  water. 

In  a  great  many  houses  the  water  is  not  laid  on  at  all,  conse- 
quently there  is  no  provision  for  the  storeage  of  water,  but  the  daily 
supply  is  procured  out  of  the  house,  and  is  kept  in  any  jugs,  dishes, 
or  pans  which  the  people  may  happen  to  possess,  and  which  are 
usually  placed  in  the  single  room  which  serves  as  kitchen,  sitting- 
room,  and  bedroom. 

Having  thus  briefly  referred  to  some  of  the  objections  attached  to 
the  different  kinds  of  vessels  in  which  the  water  is  stored,  we  will 
now  proceed  to  notice  the  character  and  quality  of  the  water  con- 
tained in  them. 

In  the  report  on  water  fi-om  cholera  hottses,  we  have  already 
given  the  results  of  the  microscopical  examination  of  a  great  number 
of  samples  obtained  from  cisterns.     The  general  results  of  those 
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examinations  went  to  show  that  those  waters  •were,  for  the  most  part, 
hirgely  contaminated  with  organic  matter,  dead  and  living.  I  shall' 
therefore,  now  only  state  the  results  of  a  few  additional  examina- 
tions ;  and  before  doing  this,  I  shall  proceed  to  notice  certain  general 
facts,  wliich  have  fallen  under  my  own  observation,  with  reference 
to  the  condition  of  water  stored  in  cisterns. 

A  very  great  evil  connected  with  cisterns  is  that  the  organic 
matter  contained  in  the  water  supplied  to  them  does  not  find  a 
ready  egress,  but  subsiding  from  day  to  day,  goes  on  accumulating 
at  the  bottom  of  the  cistern  ;  this  is  owing  to  the  tap  not  being 
inserted  into  the  bottom  of  the  cistern,  but  some  little  distance  up 
the  side  ;  this  liability  to  accumulation  shoAvs  the  extreme  necessity 
that  exists  for  the  frequent  cleansing  of  cisterns ;  there  is,  in  this 
respect,  a  most  lamentable  neglect  on  the  part  of  occupiers  of  even 
superior  houses  ;  it  is  no  uncommon  thing  for  these  receptacles  not 
to  be  cleaned  out  for  months,  or  even  years.  The  consequence  of 
this  accumulation  is,  that  the  water  present  in  cisterns,  from  faults  of 
construction  and  the  neglect  of  cleansing,  usually  contains  a  much 
larger  amount  of  organic  matter  than  that  poured  into  them  from 
time  to  time. 

Another  bad  effect  of  the  storeage  of  water  in  cisterns  is,  that 
when  the  lids  are  off,  which  is  so  frequently  the  case,  the  organic 
matter  contained  in  the  water  is  placed  under  the  conditions  most 
favourable  to  its  development,  and  this  development  is  not  confined 
to  animalculfe  and  other  invisible  forms  of  infusorial  life,  but  includes 
a  large  number  of  living  animal  and  vegetable  productions,  but  too 
plainly  visible  to  the  unaided  sight,  as  the  fresh  water  shrimp,  ento- 
naostraceae  of  various  genera  and  species,  hydrae  and  other  zoophytes, 
different  species  of  mollusca,  and  conchifera,  blood  worms,  and 
several  other  annelidfe ;   while  different  species  of  confervte  and 
diatomaceae  are  often  seen  growing  on  the  sides  of  the  cisterns,  and 
may  often  be  collected  in  handfuls.    We  have  seen  dozens  of  cisterns 
half  filled  with  green  conferva  and  other  vegetable  and  animal  pro- 
ductions.   Some  of  the  conferveae  and  diatomaceae  being  attached  by 
roots,  and  the  hydras  and  molluscas,  which  hold  on  to  these,  seldom 
escape  with  the  water  from  the  cistern  ;  this  is  also  the  case  with 
the  red  worm  and  the  other  annelids,  but  for  a  different  reason,  since 
most  of  these  are  imbedded  in  the  sediment  at  the  bottom  of  the 
butt ;  nevertheless,  they  do  sometimes  escape.    The  entomostrace£e, 
commonly  known  by  the  name  of  water  fleas,  moving  freely  and 
actively  about  the  whole  water,  pass  out  readily  through  the  tap, 
and  may  frequently  be  seen  in  dozens,  especially  in  the  warm  wea- 
ther of  summer,  in  every  jug  of  the  water  drawn.  Now  the  entomos- 
traccffi  are  carniverous,  and  their  appearance  in  water  implies  the 
presence  of  other  creatures,  more  minute  than  themselves,  upon  which 
they  prey.    Sometimes  large  dark  spongy  looking  masses  are  to  be 
seen  m  the  water  of  cisterns,  floating  on  the  surface ;  these  consist  of 
the  polypodoms  of  certain  species  of  fresh  water  zoophytes,  entangled 
amongst  which  are  usually  hydraj,  annelids,  and  a  great  variety  of 
other  organic  productions.    I  forwarded  the  polypodoms  of  two 
zoophytes  met  with  in  a  cistern  to  Professor  Allman,  of  Dublin,  and 
he  identified  one  as  paludicella  Ehrenbergii,  and  the  other  was 
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nlmost  to  a  certainty  plumatella  fruticosa.  A  bottle,  containing  a 
large  mass  of  these  zoophytes,  was  brought  to  nie  by  Mr.  "\7alsh,  it 
was  taken  from  a  cistern ;  Avhile  a  pickle-jar  full  of  the  same  was 
left  at  the  General  Board  of  Health  by  Dr.  Paris ;  these  zoophytes 
Avere  obsei-vetl  to  make  their  appearance  suddenly  in  the  cisterns, 
and  therefore  in  all  probability  were  not  developed  in  them.  On 
mentioning  the  sudden  appearance  of  these  masses  in  cisterns  to 
the  engineer  of  the  Kent  Water  Company,  he  informed  me  that  they 
were  frequently  developed  to  an  enormous  extent  in  the  iron  mains, 
and  this  under  great  pressure,  and  notwithstanding  that  light  is 
totally  excluded ;  their  sudden  presence,  therefore,  in  cisterns  is,  in 
most  cases,  probably  owing  to  the  dislodgement  of  some  large  mass 
from  the  main,  and  which,  becoming  broken  up,  is  discharged  simul- 
taneously into  a  number  of  difl'erent  cistei*ns. 

Although  a  great  deal  of  ignorance  is  too  often  met  with  on  the 
subject  of  water,  yet  this  is  not  always  the  case,  and  many  persons 
are  fully  alive  to  the  importance  of  obtaining  pure  water,  are  toler- 
able good  judges  of  its  quality,  and  do  their  utmost  to  obtain  it 
in  as  pure  a  state  as  possible  by  attention  to  the  condition  of  the 
cisterns,  &c.  We  have  already  referred  to  the  practice  which  pre- 
vails extensively  in  the  districts  supplied  by  the  Southwark  and 
Vauxhall  Company,  of  tying  over  the  service  pipes  pieces  of  muslin, 
flannel,  and  even  old  stockings,  for  the  purpose  of  intercepting  some 
of  the  impurities  contained  in  the  water;  this  practice  is  still  more 
commonly  adopted  with  the  tap  of  the  cistern,  the  quantity  of  dirt 
and  organic  matter  obtained  in  this  way  in  a  short  time  is  often 
perfectly  surprising,  and  clearly  shows  that  the  water  supphed  by  this 
Company  cannot  possibly  be  filtered. 

The  condition  of  the  water,  as  contained  in  any  cistern  or  other 
receiver  which  is  uncovered  and  exposed  to  air  and  light,  may  be 
judged  of  to  some  extent  by  its  appearance  as  presented  to  the  eye 
alone.  We  have  constantly  observed  that  if  the  water  supplied  to 
the  cistern  itself  is  comparatively  pure,  it  continued  so  for  some  time 
as  contained  in  the  cistern ;  but  if,  on  the  contrary,  it  was  impure,  it 
speedily  became  still  more  so  after  being  received  into  the  cistern.  In 
this  way  the  water  of  the  Southwark  and  Vauxhall  Company  con- 
tained in  cisterns  could  almost  invariably  be  distinguished  by  the  eye 
alone  from  that  of  the  Lambeth  Company. 

So  long  as  cistenis  continue  to  be  used,  and  it  is  to  be  hoped  that 
they  Avill  not  be  employed  very  much  longer,  it  is  important  that  the 
water  should  be  supplied  daily,  instead  of,  as  it  is  in  too  many  cases 
at  present,  every  second  day,  or  three  times  a  week  ;  for  the  mere 
motion  and  agitation  attending  its  fall  into  the  cistern  has  a  great 
effect  upon  its  purity,  probably  owing  to  some  of  the  dead  organic 
matter  becoming  broken  up  and  oxydized. 

In  the  preceding  brief  observations  sufficient  has  been  advanced 
to  show  tlmt  many  serious  evils  are  associated  with  the  use  of  cisterns 
and  other  receptacles  for  the  storeage  of  water.  These  evils  can 
only  be  etfcctually  obviated  by  their  abandonment,  and  by  the  adoption 
of  the  constnnt,  in  place  of  the  intermittent,  method  of  supply. 


257 


Kesults  of  the  Microscopical  Examination  of  Six  additional 
Samples  of  Cistern  Water. 

Lambeth  Company. 

126,  Waterloo  Road. —  Collected  5tli  September  1854,  by  Dr. 
Hassall  and  Dr.  Thomson. 

This  water  was  clear  and  bright,  and  in  it,  after  subsidence,  there 
were  discovered  only  three  or  four  minute  Infusoria.  A  very  small 
quantity  of  sediment  only  was  deposited,  which  contained  scarcely 
any  Infusoria,  there  were  a  few  spiculte  of  fresh  water  sponge  and 
frustules  of  a  species  of  navlcula,  of  cyclotella  and  of  synedra ; 
also  a  few  exuvlal  masses,  and  part  of  a  dotted  duct  or  vessel. 

This  sample  of  water  may  be  regarded  as  a  vei-y  favourable  one  of 
Lambeth  water  as  now  su])plied. 


West  Middlesex  Company. 

77,  Upper  Berheley  Street. — Collected  28th  September  1854,  by 
Dr.  Headlam  Greenhow. 

This  water  was  somewhat  dull  and  opaque  ;  it  was  found  to  con- 
tain, after  subsidence,  one  or  two  paramecia,  a  good  many  infusoria, 
and  one  polyarthra.  The  residue  was  rather  considerable,  and  con- 
tained numerous  infusoria,  including  one  oxytrlcha  and  many  vortl- 
cell£e,  a  few  amcebte,  and  a  good  number  of  actlnophrydes,  apparently 
of  two  species,  two  or  three  aniraalculfe  of  the  genus  rotifer,  the 
stems  or  polypedoms  of  some  fresh  water  zoophyte,  frustules  of  cyclo- 
tella operculata,  and  some  of  the  slender  fungus,  with  much  dirt 
and  sandy  matter. 


Chelsea  Company. 

12,  Lawrence  Street,  CAeZsea.— Collected  17th  September  1854,  by 

Dr.  Headlam  Greenhow. 

The_  residue  from  this  water  was  rather  considerable,  and  of  a 
.yellowish  colour ;  it  consisted  In  good  part  of  the  yellow  fungus  so 
often  before  referred  to,  and  It  did  not  contain  many  infusoria,  but 
the  following  organic  and  other  productions  were  noticed  in  it :  frag- 
ments of  shells  of  cntomostracete,  two  or  three  infusoria  of  the  genus 
amccba,  and  a  few  monads,  scenedesmus  quadricauda,  brown  granular 
corpuscles,  a  few  threads  of  slender  fungus,  and  several  of  the  pellet- 
like exuvial  masses  derived  from  entomostraceaj. 

This  water  was  taken  as  a  fair  specimen  of  the  Chelsea  water  kept 
in  tanks. 
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SOUTHAVARK  AND  VaUXHALL  COMPANY. 

Cistern  at  St.  Thomas's  Hospital. — Collected  October  1854,  by- 
Mr.  Walker. 

The  residue  in  this  instance  was  derived  from  the  subsidence  of 
five  gallons  of  the  water,  and  was  so  considerable  that  it  would  pro- 
bably have  weighed  nearly  two  di'achms.  It  contained  numerous  large 
red  worms  nearly  an  inch  in  length,  as  Avell  as  many  dozens  of  smaller 
annelida),  of  which  two  species  were  made  out,  and  several  entomos- 
tracete, also  the  exuvia),  skins,  and  shells  of  the  same.  It  contained 
likewise  hundreds  of  rotifertc  and  vorticella;.  Amongst  the  vegetable 
productions,  were  scenedesmus  quadricauda,  Sc.  lunaris,  and  several 
species  of  pediastra ;  the  diatomacese  belonged  chiefly  to  the  genera 
Nitzschia  and  cyclotella.  Amongst  the  dead  organic  matter  were 
fragments  of  vegetable  tissue,  and  numerous  pieces  of  altered  mus- 
cular fibre,  these  last  being  doubtless  derived  from  the  foecal  matter 
poured  into  the  river. 

Cistern  at  St.  Thomas's  Hospital. — Collected  October  1854,  by 

Mr.  Walker. 

Another  sample  of  this  water  presented  the  same  characters  and 
contained  the  same  abundance  of  the  different  kinds  of  organic 
matters,  dead  and  living,  animal  and  vegetable,  as  Avere  noticed  in  the 
previous  sample. 


Hampstead  Company. 

47,  Arlington  Street. — Collected  10th  September,  1854,  by 

Dr.  Hassall. 

This  water,  like  those  obtained  from  the  service  pipe  of  the  same 
cistern  from  which  this  sample  was  procured,  possessed  a  yellowish 
tinge,  and  deposited  a  considerable  amount  of  sediment ;  this  con- 
tained a  large  quantity  of  organic  productions,  for  the  most  jDart  of 
the  same  genera  and  species  as  those  present  in  the  specimens  from 
the  service  pipe ;  those  which  were  most  abundant  were  two  or 
three  different  species  of  pediastrum  and  scenedesmus,  asterionella 
formosa,  a  species  of  lagenella,  and  two  or  three  species  of  brown 
moving  sporules. 

The  general  results  of  the  Microscopical  Examination  of  the  various 
specimens  of  Cistern  Water  have  already  been  stated.  The  princijial 
conclusion  is  that  the  whole  of  these  waters  in  use  in  the  metropolis 
abound  in  organic  matter,  animal  and  vegetable,  dead  and  living, 
their  condition  being  even  worse  than  that  of  the  water  as  procured 
from  the  service  pipes. 
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(6.)  Eesults  of  the  Microscopical  Examination  of  "Water 
prociu'ed  dh-ect  from  the  New  E.iver,  the  River  Lea,  and  the 
Thames,  and  taken  at  different  points. 

River  Thames. 

The  samples  were  procured  from  the  river  at  the  following 
situations : — 

Thames  Ditton. — This  being  the  highest  point  from  which,  at 
present,  any  of  the  Metropolitan  Water  Companies  obtain  their 
supplies. 

Chelsea  Reach,  from  which  point  the  Southwark  and  Vauxhall  and 
the  Chelsea  Companies  still  continue  to  take  the  water  which  they 
supply. 

Hungerford  Bridge. 

London  Bridge,  and 

Greemoich,  within  a  few  yards  of  the  Hospital  Ship,  the  Dread- 
nought. 


Thames  Water  from  Thames  Ditton. — Collected  3rd  September  1854, 

by  Dr.  Hassall. 

This  water  was  comparatively  bright  and  clear,  possessed  no 
appreciable  odour,  but  was  somcAvhat  disagreeable  to  the  taste. 

In  the  supernatant  liquid  there  were  discovered,  by  means  of  the 
microscope,  a  considerable  number  of  infusoria ;  one,  and  this  was 
the  most  abundant,  was  remarkable  for  the  sudden  leaps  and  darts 
which  it  took,  and  belonged  to  the  genus  polyarthra ;  a  second  kind 
of  animalcule,  which  was  not  uncommon,  was  a  species  of  Para- 
mecium ;  several  of  each  of  these,  as  well  as  sometimes  other 
infusoria,  were  contained  in  nearly  every  drop  of  this  water,  no 
matter  at  Avhat  depth,  as  it  stood  in  a  half  gallon  bottle,  it  was  taken 
for  examination. 

The  deposit  which  subsided  was  much  less  considerable  than  that 
from  all  the  other  samples  examined.  Subjected  to  examination 
with  the  microscope,  however,  it  was  found  to  abound  in  a  great 
variety  of  forms  of  infusoria  and  diatomacese,  as  well  as  different 
kmds  of  fungi;  amongst  the  infusoria  may  be  mentioned  species 
belonging  to  the  genera  rotifer,  oxytrlcha,  paramecium,  and  uvella, 
and  amongst  the  diatomacea^,  broken  threads  of  fragillaria,  diatoma, 
and  meloseira. 

Hammersmith.— .QoWQciadi.  August  1854,  by  Dr.  Hassall. 

This  water  was  somewhat  dull  and  opalescent,  even  after  standing 
twelve  hours,  but  less  so  than  the  remaining  samples ;  it  was  of  a 
faint  yellow  tint,  and  its  taste  was  disagreeable. 

The  supernatant  liquid  was  found  to  contain  numerous  animalcula3, 
many  more  indeed  than  the  previous  sample,  and  especially  a  minute 
paramecuun  which  occurred  in  greater  or  less  numbers  in  all  the 
waters  exammed.  There  were  also  present  other  kinds  of  infusoria, 
pnncipally  belongmg  to  tlie  genera  uvella  and  cuglena,  a  few  diato- 
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inaceiGj  principally  meloseira  varians,  and  several  fronds  of  pedias- 
truiu. 

The  deposit  was  many  times  greater  than  that  from  the  Thames 
Ditton  water,  and  it  contained  a  good  many  infusoria,  cliicfly  of  the 
genera  oxytricha  and  paramecium  ;  it  abounded  with  diatomacea;, 
especially  naviculaj,  and  cells  of  cyclotella  operculata  and  meloseira 
nummuloides,  and  there  Averc  also  discovered  in  it  hairs  of  wheat 
fragments  of  decaying  vegetable  tissue. 

Chelsea  Reach. — Collected  August  1854,  by  Dr.  Ilassall  and 

Dr.  Thomson. 

After  having  stood  the  usual  time,  the  water  remained  decidedly 
turbid  and  opalescent,  much  more  so  than  the  previous  sample ;  it 
was  of  a  yellow  colour,  and  disagreeable  both  to  the  taste  and 
smell. 

In  every  drop  of  the  fluid  portion  examined,  numerous  living  animal 
and  vegetable  productions  occurred ;  the  infusoria  belonged  chiefly 
to  the  genera  paramecium,  coleps  and  uvella,  a  few  of  the  peculiar 
jumping  animalcula3  already  noticed,  polyarthra3,  also  occurred,  while 
there  were  many  green  and  brown  sporules,  probably  of  conferva 
and  diatomaceaj,  as  well  as  a  fcAV  frustules  of  cyclotella  operculata. 

The  deposit  was  of  a  light  brown  colour  and  large  in  quality,  very 
many  times  larger  than  that  of  the  Hammersmith  water  ;  it  consisted, 
like  that  of  the  remaining  samples,  in  great  part  of  eartliy  matter 
mixed  with  various  organic  substances.  Th  ere  were  detected  in  it  rather 
many  infusoria,  chiefly  vorticellas,  oxytricha  pellionella,  paramacia, 
actinophrides,  and  rotifera,  also  coleps  hirtus,  acineta  mystacina,  and 
euglena  viridis ;  a  great  many  diatomacete,  especially  Nitzschia  sigma, 
meloseira  varians,  M.  nummuloides,  synedra  minutissima,  cyclotella 
operculata,  and  navicula  amphisboena;  amongst  the  desmidea3  clos- 
terium  Ehrenbergii,  and  pediastrum  pertusum  were  noticed ;  lastly, 
much  fungus,  hairs  of  animals,  of  the  husk  of  wheat,  and  fragments 
of  dead  vegetable  tissue  were  present.    Figs.  22  and  23. 

Hungerford  Bridge. — Collected  August  1854,  by  Di*.  Hassall 

and  Dr.  Thomson. 

This  water  was  certainly  still  more  opalescent  than  the  Chelsea 
water,  it  was  more  deeply  coloured,  and  smelt  and  tasted  more  dis- 
agreeably. 

The  number  of  living  organic  productions  contained  in  tliis  water 
was  less  than  that  from  Chelsea,  although  a  single  drop  of  it,  even 
after  subsidence,  could  not  be  taken  without  some  being  discovered  ; 
there  were  observed  numerous  green  and  brown  sporules,  animalculai 
belonging  to  the  genus  euglena,  and  a  few  of  the  polyarthraj  already 
noticed. 

The  deposit  contained  but  few  infusoria,  but  many  diatomacea;, 
chiefly  cyclotella  operculata,  Nitzschia  sigma,  meloseira  nummu- 
loides, with  a  few  naviculae  ;  there  were  also  discovered  in  it  fragments 
of  vegetable  tissue,  husks  of  wheat,  a  few  pieces  of  altered  muscular 
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fibre,  and  some  of  the  black  carbonaceous  matter  derived  from  the 
sewers.  This  water  was  evidently  contaminated  Avith  sewao-e ;  the 
deiDosit  was  greater  from  this  than  from  any  of  the  other  samples. 

London  Bridge. — Collected  August  1854,  by  Dr.  Hassall  and 

Dr.  Thomson. 

This  water  was  also  opalescent  after  standing  the  usual  time,  and 
its  smell  and  taste  were  disagreeable ;  it  contained  nearly  as  many 
infusoria  as  the  Chelsea  water. 

The  deposit  was  less  considerable,  and  there  were  present  in  it  a 
good  many  diatomaceai  and  infusoria.  The  animalculas  belono-ed  to 
the  genera  paramecium,  oxytricha,  and  actinophrys  ;  the  diatomacefe 
principally  to  cyclotella,  Nitzschia,  and  navicula.  There  were 
observed  in  addition  one  or  two  of  the  small  river  annelid,  anguillula 
fluviatllis,  several  desmidete  of  the  genus  pediastrnm,  and  filaments 
of  funo-us. 

The  surface  of  this  water,  after  having  stood  for  some  time,  be- 
came covered  Avith  an  inidescent  pellicle,  derived  most  probably  from 
decomposed  organic  matter. 

GreeKMJzcA.— Collected  August  1854,  by  Dr.  Hassall  and 

Dr.  Thomson. 

This  water,  like  the  others  obtained  in  the  vicinity  of  the  metro- 
poHs,  was  opalescent  and  of  disgreeable  taste  and  smell ;  it  contained 
a  great  many  animalculte,  though  not  so  many  as  the  Chelsea  water. 

ihere  were  present  in  the  deposit,  Avhich  was  less  considerable 
than  that  of  the  waters  from  Chelsea,  Hungerford,  and  London 
Bridge,  plenty  of  animalculee  of  the  genera  rotifer,  vorticella,  acti- 
nophrys, and  paramecmm,  a  great  many  diatomaceoa,  chiefly  of  the 
genera  Nitzschia  and  cyclotella,  especially  N.  sigma  and  C.  opercu- 
lata,  navicula,  melosen-a,  particularly  M.  nummaloides,  and  likewise 
many  desmidejB  of  the  genera  scenedesmus  and  pediastrnm;  lastly, 
two  or  three  fragments  of  altered  muscular  fibre  were  discovered, 
and  portions  of  decaying  vegetable  tissue. 


New  Eiver  Company. 

River  at  Sadler's  ^FeZ/A-.- Collected  7th  October  1854,  by 

Dr.  Hassall. 

In  this  water  after  subsidence  there  were  discovered  a  few  monads, 
one  group  of  green  sporules,  not  in  motion,  and  a  minute  fragi 
ment  of  a  dotted  duct.  After  standing  at  rest,  it  threw  down^a 
lar^e  deposit   and  there  were  detected   in   it  a  great  number 

«Ll  nf  "^'""^T  ^^^^^^^^^g        rotifer^e,  and  a  broken 

shell  of  same  ;  several  euglena,,  one  amoeba,  several  small  paramecia, 

m.Z  "'^  1^'^^"^^^  Paramecium  chrysalis,  and  a  grea 

Su72?  f  diatomaceai  were  frustules  ofsynedra 

ulna,  and  of  other  species  of  synedra,  a  few  of  two  different  species 
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of  suiTlrella  and  pleurosigraa,  together  with  filaments  of  oscillatoria 
there  was  also  found  some  of  the  usual  slender  and  yellow  fungi, 
spicultB  of  the  fresh  water  sponge,  and  several  fragments  of  husk  of 
wheat. 

The  threads  which  Ave  have  usually  described  as  those  of  a 
yellow  fungus  bear  considerable  resemblance,  as  already  remarked, 
in  colour,  mode  of  branching,  and  in  their  tapering  form,  to  the 
stems  of  the  production  described  by  Ehrenberg  under  the  name  of 
anthophysa ;  it  is  difficult  to  identify  the  genus,  in  consequence  of 
the  absence  of  the  animal ;  in  one  or  two  cases,  however,  we  have 
seen  the  uvella-like  animalcula  attached  to  the  stems. 


River  Lea. 

From  New  Canal  just  above  the  Water  Works  of  the  East  London 

Water  Company,  Boio. 

Collected  7th  October  1854,  by  Dr.  Hassall  and  Dr.  Thomson. 

The  fluid  part  of  this  specimen  of  water  contained  two  euglenas 
and  many  infusoria  of  the  genus  monas.  In  the  sediment  there  were 
discovered  a  large  number'of  organic  productions,  living  and  dead, 
animal  and  vegetable.  Amongst  the  animalculte  noticed  were  two 
polyarthrse,  many  euglente,  and  an  animalculas  bearing  a  resemblance 
to  a  species  of  halteria,  together  with  a  few  paramecia,  one  oxytricha, 
and  numerous  monads.  The  vegetable  productions  consisted  of  diato- 
macece  principally  and  fungi,  the  former  embracing  the  genera 
navicula,  cymbella,  cocconema,  pleurosigma,  (including  one  frustule 
of  P.  hippocampus,)  also  a  thread  of  meloseira  varians ;  two  pediastra 
and  one  closterium' were  the  only  desmideje  seen.  Of  the  fungi 
three  species  were  found,  one  in  germinating  sporules,  the  usual 
slender  fungus,  and  the  yellow  branched  production  above  referred  to. 
Amongst  the  dead  organic  matter  were  portions  of  the  shells  of  ento- 
mostraceje,  and  pieces  of  decaying  vegetable  tissue. 


The  following  conclusions  may  be  deduced  from  the  foregoing 
Microscopical  Examinations  of  the  waters  of  the  Thames,  New 
River,  and  Lea  : — 

That  organic  matter,  both  dead  and  living,  animal  and  vegetable, 
was  present  in  very  considerable  amount  in  the  whole  of  the  waters 
subjected  to  examination. 

That  in  all  the  waters  living  animal  and  vegetable  productions 
were  discovered  in  considerable  numbers,  and  these  not  merely  in 
the  deposit,  but  in  nearly  every  drop  of  each  of  the  waters  after  they 
had  stood  the  usual  time,  and  after  all  but  the  lightest  solid  matter 
and  the  more  active  living  infusoria  had  consequently  subsided.  ^ 

That  nearly  all,  if  not  the  whole  of  the  living  productions  noticed, 
infusoria,  diatomaceaj,  and  desmideas,  belonged  to  genera  and  species 
which  have  been  long  known,  and  which  have  been  described  in 
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systematic  works  for  years;  moreover  the  great  majority  of  tliem  are 
present  in  impure  waters  at  nearly  all  times  and  seasons. 

That  amongst  the  organic  productions  in  the  waters  of  the  West 
Middlesex,  Chelsea,  and  Southwark  and  Yauxhall  Companies  were 
several  species,  principally  diatomaceas,  which  occur  only  in  brackish 
water,  as  Nitzschia  sigma,  and  meloseira  nummuloides.  This  fact 
clearly  shows  that  a  certain  portion  of  sea  water  finds  its  way  into 
the  Thames  as  high  up  as  the  sources  from  whence  the  above 
Companies  take  their  supplies.  The  number  of  these  productions 
is_  far  less  in  the  water  of  the  West  Middlesex  Company,  and 
still  higher  up,  as  at  Kew,  they  appear  to  be  nearly  lost  all  toge- 
ther. When  we  consider  that  a  few  miles  lower  down  the  river, 
as  at  Gravesend,  the  water  is  quite  salt,  the  fact  that  Thames 
water  near  London  should  be  thus  affected  need  hardly  occasion 
surprise. 

That  in  none  of  the  waters  was  anything  observed  which  could  be 
supposed  to  exert  any  specific  effect  in  the  production  of  cholera. 

That  the  presence  of  all  these  various  living  productions  in  such 
large  numbers  clearly  demonstrates  the  very  impure  character  of  the 
whole  of  these  waters,  especially  that  of  the  Thames,  as  taken  from 
the  river.  Between  the  samples  of  water  taken  near  the  bridges 
and  that  from  Thames  Ditton  a  very  marked  difference  Avas,  how- 
ever, observed. 

That  two  of  the  samples  examined  were  demonstrably  contami- 
nated with  sewage  was  shown  by  the  presence  of  the  black  carbona- 
ceous matter  so  abundant  in  sewer  water,  and  the  fragments  of 
altered  muscular  fibre. 

It  should  be  stated  that  the  several  samples  examined  were  pro- 
cured at  low  water,  there  not  having  been  any  rain  for  some  days. 

There  still  remains  one  or  two  particulars  of  an  interesting  cha- 
racter in  connexion  with  Thames  water,  which  may  now  be  referred 
to.    The  effect  of  the  incessant  traffic  of  steamers  on  the  river  is  to 
keep  the  water  in  a  state  of  perpetual  commotion,  which  no  doubt 
assists  m  breaking  up  and  dissipating  the  dead  organic  matter  con- 
tained m  it,  and  thus  powerfully  promotes  purification.  Another 
consequence  of  the  river  traflSc  is  that  it  stirs  up  the  finer  particles 
of  earth,  and  diffuses  them  throughout  the  water";  they  are  thus 
brought  into  contact  with  the  fragments  of  organic  matter  derived 
mainly  from  the  sewers,  and  to  which  fragments  they  adhere.  Now 
there  IS  but  little  question  that  the  decomposition  of  the  orcranic 
matter  is  greatly  modified  by  this  intimate  blending  with  earthy 
matter,  the  deodorizing  and  purifying  powers  of  which  have  been 
recently  shown  to  be  so  great.    When  Thames  water,  taken  near 
the  mctropohs,  is  held  up  to  the  light,  it  is  seen  to  be  studded 
with  particles  resembling  sand,  these  do  not  consist  of  sand,  however, 
but  are  really  fragments  of  organic  matter,  with  very  fine  earthy 
matter  adhermg  to  them;  this  is  shown  by  the  circumstance  that  if 
you  press  these  particles,  unlike  sand,  they  are  found  to  be  quite 
soft  and  yielding.    Thames  water,  taken  higher  up  the  river,  does 
not  present  any  such  appearances. 

Some  idea  of  the  quantity  of  organic  matter  present  in  the  water  of 
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the  Thames,  near  London,  may  be  obtained  in  the  following  simple 
manner:— if  a  little  of  the  sediment,  after  being  well  dried,  be  held  up 
for  a  minute  or  two  over  the  flame  of  a  candle  it  will  emit  an  odour 
which  is  most  disagreeable  and  disgusting,  arising  from  the  evolution 
of  gases  from  the  decomposition  of  the  organic  matter. 

I  have  already  referred  more  than  once  to  the  occurrence  in 
Thames  water,  near  the  metropolis,  of  productions  which  belong  to 
salt  or  brackish  water,  a  fact  which  shows  that  a  certain  quantity 
of  that  Avater  must  actually  make  its  way  up  the  river  consideraljly 
beyond  Chelsea.  This  one  circumstance,  independent  of  all  other 
considerations,  is  sufficient  to  condemn  the  Eiver  Thames  in  this 
part  of  its  coin-se  as  a  source  of  supply.  The  fact  that  chlorides  are 
frequently  present  in  water  near  the  metropolis  in  considerable 
amount  has  often  been  noticed.  It  has  hitherto  been  considered  that 
these  were  derived  almost  entirely  from  the  sewage  poured  into  the 
river,  and  although  there  is  no  doubt  but  that  this  is  so  to  some 
extent,  yet  unquestionably  in  many  cases  the  principal  part  of  those 
chlorides  is  introduced  through  the  portion  of  sea  water  brought  up 
by  the  tide. 


(7.)  Eesults  of  the  Microscopical  Examination  of  some  of  the 
Deeper  Spring  and  Well  Waters,  principally  in  and  near 
London. 

The  position  assumed  in  the  remarks  made  introductory  to  the 
report  on  water  being  correct,  viz.,  that  the  presence  of  organic  pro- 
ductions, and  especially  of  infusoria,  is  to  be  regarded  as  a  sign  of 
impurity,  and  as  an  evidence  of  contamination,  then  the  deeper  well 
and  spring  waters  which  have  not  been  exposed  to  any  source  of  im- 
purity, as  by  proximity  to  cesspools  or  privies,  ought  to  be  free,  or 
nearly'  so,  from  those  evidences  of  contamination,  and  they  should 
not  contain  organic  productions,  either  dead  or  living,  especially  the 
latter,  of  any  kind  or  description. 

In  order  to  ascertain  if  this  be  so  or  not,  we  have  procured  speci- 
mens of  some  of  the  deeper  well  and  spring  waters,  obtained  for  the 
most  part  in  and  near  London.  The  results  of  tlie  microscopical 
examination  of  these  waters  we  shall  shortly  proceed  to  state. 

There  are  a  few  precautions  which  should  be  observed  in  the  col- 
lection and  examination  of  these  Avaters ;  the  bottles  should  be  Win- 
chester quarts,  they  should  be  thoroughly  cleansed,  and  they  should 
not  have  been  used  for  the  same  purpose  before,  lest  animalculaj  or 
other  matters  should  have  been  left  behind  from  the  previous  Avater. 

The  sediments  or  residues,  if  any,  should  be  separated  as  in  other 
cases  but  the  greatest  care  is  requisite  that  the  glasses  used  for  sub- 
sidence should  be  scrupidously  clean;  lastly,  the  cells  and  glass 
covers  used  in  the  microscopical  examination  of  the  Avaters  shovild  be 
new,  and  should  not  have  been  previously  employed  for  the  same 
purpose. 
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Should  it  appear  as  the  result  of  the  following  examinations,  that 
these  waters  are  free,  or  nearly  so,  from  living  organic  productions 
then  very  valuable  results  will  have  been  arrived  at,  for  standards 
will  have  been  obtained,  by  which  all  waters  may  be  compared  as 
regards  their  purity  and  freedom  from  organic  matter,  the  principal 
and  most  injurious  contamination  to  which  Avater  is  subject. 

Further,  the  fact  will  be  established  that  there  are  in  nature 
waters  furnished  in  abundance,  and  capable  of  being  supplied  for 
domestic  use,  which  are  for  the  most  part  free  from  contamination 
with  solid  organic  matters,  and  which,  if  present  at  all,  are  usually  so 
in  quantities  scarcely  recognisable  with  the  highest  powers  of  the 
microscope. 


Well  in  Trafalyar  Square. — Collected  25th  November  ]  854, 
by  Mr.  J.  H.  Sandwell. 

After  prolonged  examination,  not  a  vestige  of  solid  organic  matter 
was  detected  in  this  water. 

Artesian  Well,  Piccaclilli/.—Col\ectcd  16th  December  1854, 

by  Mr.  Miller. 

A  very  small  quantity  of  sediment,  of  a  yellowish  colour,  was  de- 
posited from  this  water,  but  more  than  might  have  been  anticipated. 
The  infusoria  present  consisted  of  one  wheel  animalcula,  rotifer 
vulgare,  and  two  of  the  eel-like  annelid.  In  addition,  there  was  a 
little  of  at  least  two  different  species  of  fungi,  one  belonging  to  the 
genus  dactylium,  three  pieces  of  dotted  ducts,  a  fragment  of  fir- 
wood,  a  piece  of  straw,  four  or  five  of  the  brown  ova  cases,  together 
with  a  little  grit. 

It  is  evident,  from  the  contents  of  this  Avater,  that  it  is  exposed  to 
some  slight  source  of  contamination,  probably  some  of  the  waste 
and  ram  waters  may  make  their  Avaf  into  the  well  throuo-h  the 
grating  beneath  the  pump. 

J^ump  in  Viffo  Street— Collected  16th  December  1854,  by 

Mr.  H.  Miller. 

There  was  scarcely  a  particle  of  sediment  from  this  water  visible 
to  the  unaided  eye.    No  infusoria  of  any  kind  were  present  in  it,  but 
It  contained  a  good  many  of  tlie  brown  ova  cases,  single  and  in  masses 
one  bunch  of  threads  of  the  slender  fungus,  several  minute  fragments 
of  decaying  vegetable  tissue,  and  a  little  gritty  matter. 

Sprijiff  in  Kensington  Gar  dens. —Qolleeted  25th  November  1854 

by  Mr.  J.  H.  Sandwell. 
In  this  water  but  one  minute  animalcule  was  seen,  two  or  three 
sporules  of  a  species  of  fungus,  and  a  little  organic  debris. 

Spring  in  Hijde .Parh~Qol\eeted  11th  December  1854,  by 
Mr.  J.  H.  Sandwell. 
Degree  of  Hardness,  16-5°. 
No  sediment  was  deposited  from  this  water,  neither  were  any 
liymg  orgamc  productions  discovered  by  means  of  the  microscope. 
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Well  in  Camden  Town.—  Collected  30th  November  1854,  by 

Mr.  J.  H.  Sandwell. 
There  Avere  detected  with  the  microscope  in  this  water  only  five 
or  six  minute  monads,  and  a  very  few  yellow  fragments,  composed, 
probably,  of  decayed  organic  matter. 

Well  at  Messrs.  Barclay  and  Pt-r/ems'.— Collected  23d  November 

1854,  by  Mr.  J.  H.  Sandwell. 
After  having  stood  some  time,  this  water  deposited  a  few  brownish 
fragments,  composed  apparently  of  decayed  organic  matter,  together 
Avith  a  minute  fragment  or  two  of  decaying  vegetable  tissue ;  the 
only  living  productions  discovered  were  two  minute  infusoria,  about 
the  size  of  monads. 

Well  at  Messrs.  Combe,  Delajield,  and  Co.'s— Collected  24th  October 
1854,  by  Mr.  J.  H.  Sandwell. 
Degree  of  Hardness,  5°. 
In  this  water  but  two  minute  infusoria  were  seen,  and  a  very  few 
crystals  of  carbonate  of  lime. 

Well  at  Messrs.  Meiix  and  Co.'^— Collected  27th  November  1854, 

by  Mr.  J.  H.  Sandwell. 

A  very  minute  quantity  of  sediment  subsided  from  this  specimen, 
w^hich  consisted  of  brown  amorphous  matter,  with  a  little  grit,  no 
organic  x^roductions  seen,  except  a  few  stationary  vibriones  in  clusters. 

Well  at  Messrs.  WIdthread  and  Co.'s — Collected  27th  November 
1854,  by  Mr.  J.  H.  Sandwell. 

Scarce  a  trace  of  sediment  subsided  from  this  water,  all  that  could 
be  discovered  was  a  very  minute  quantity  of  yellowish  matter,  and 
a  few  particles  of  grit.  Not  a  single  animalcule  of  any  description 
was  present. 

Well  at  Messrs.  Beid  and  Co.'s— Collected  27th  November  1854, 

by  Mr.  J.  H.  Sandwell. 
Not  a  particle  of  sediment  nor  a  single  organic  production  could 
lae  detected  in  this  specimen  of  Avater. 

Well  at  Messrs.  Calvert  and  Co.'s— Collected  27th  November  1854, 

by  Mr.  J.  H.  SandweU. 
After  standing  for  some  time,  a  little  broAvnish  amorphous  matter 
%va3  deposited;  in  this  Avas  discovered,  with  the  microscope,  one  eel-hke 
annelid,  a  single  thread  of  oscillatoria,  a  little  slender  fungus,  and  a 
few  minute  fragments  of  decaying  vegetable  tissue. 

Well  at  St.  Bartholomew'' s  Hospital. — Collected  November  1854, 
by  Mr.  J.  H.  SandAvell. 

A  very  minute  quantity  of  sediment  Avas  deposited  from  this  Avater, 
Amono-st  the  infusoria  found  in  it  were  six  or  seven  of  a  species  of 
oel-like  annelid,  diifering  from  the  ordinary  river  Avorm  in  the  form 
of  the  tail,  which  was  prolonged  into  a  kind  of  hair  or  bristle,  a- 
rotifer,  and  several  small  oxytrichtc.    Amongst  the  vegetable  pro- 
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cluctions,  one  large  tlireacl  of  a  green  conferva,  a  navicula,  and  some  of 
tbe  slender  fungus  were  seen ;  it  also  contained  a  piece  of  firvvood, 
and  rather  many  other  fragments  of  dead  and  decaying  vegetable 
tissue,  and  a  little  gritty  matter. 

Well  at  Tottenham. — Collected  29th  November  1854,  by 
Mr.  J.  H.  Sandwell. 
This  specimen  of  water  at  first  presented  a  slightly  reddish  tinge, 
and  threw  down,  after  standing  for  a  time,  a  considerable  deposit, 
also  of  a  reddish  colour,  and  which  was  gritty,  the  colour  was  pro- 
bably due  to  the  presence  of  carbonate  of  iron.  Not  a  single  ani- 
malcule seen,  or  any  other  description  of  organic  production. 

Well  at  Tooting — Collected  30th  November  1854,  by 
Mr.  J.  H.  Sandwell. 

This  water  presented  a  dull  and  opalescent  appearance,  but  not  a 
single  living  production  of  any  kind  or  description  was  discerned 
in  it. 

Spring  at  Watford. — Collected  24th  November  1854,  by 
Mr.  J.  H.  Sandwell. 

Degree  of  Hardness,  18*5°. 
This  water  was  perfectly  clear  and  bright,  and  after  having  stood 
the  usual  time,  the  only  organic  productions  found  in  it  were  five  or 
six  minute  infusoria,  about  the  size  of  monads,  no  other  solid  matter  of 
any  description  was  seen  in  this  water,  with  the  exception  of  a  few 
groups  of  crystals  of  carbonate  of  lime. 

Surface  xoater  at  Farnham. — Collected  6th  December  1854,  by 

J.  M.  Paine,  Esq. 

In  this  water  there  was  observed,  with  the  naked  eye,  a  small 
quantity  of  debris,  of  a  reddish  colour.  After  subsidence,  rather 
many  infusoria  of  the  genus  monas  were  detected,  and  five  or  six 
larger  species  of  infusoria,  together  with  four  of  the  eel-like  annelid, 
anguillula  fluviatilis;  there  was  present  in  it  also  a  small  quantity  of 
the  thallus  of  a  fungus,  and  two  or  three  fragments  of  decayino- 
vegetable  tissue.  ° 

The  same,  from  tap  at  Mr.  Paine  s  //owse.— Collected  16th  Decem- 
ber ]  854,  by  J.  M.  Paine,  Esq. 
After  standing  at  rest,  this  water  threw  down  rather  much  sedi- 
ment of  a  du'ty  brown  colour,  in  Avhich  were  seen  several  organic 
productions.  Amongst  the  living  ones  were  found  a  stentor,  three 
rotifera,  the  same  number  of  vorticellaj,  two  or  tbree  oxytrichaj,  a 
paramecuim,  a  few  monads  and  some  vibriones,  together  with  threads 
of  the  slender  fungus ;  the  dead  organic  matter  consisted  of  numerous 
pieces  ot  decaying  vegetable  tissue.* 


'"'''f.''  ^"T  '""''Y''  'P"°e         ^^^1  waters,  but  surface  water,  are 
laS  *°        ^^^"^  described  in  the  same  Report  as  the  other 
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Spring  at  Waddon  Farmyard,  adjoininff    Beddington. — Collected 
23d  November  1854,  by  Mr.  J.  H.  Sandwcll. 
Degree  of  Hardness,  12^ 

This  water  let  fall  a  small  quantity  of  brown  sediment,  chiefly 
organic.  In  this,  only  three  infusoria  were  seen,  viz.,  two  annelidaj 
and  one  other  rather  large  animalcule.  It  abounded,  however,  in 
vegetable  productions  of  different  genera  and  species,  as  follows:  — 
numerous  threads  of  confcrv£c,  embracing  two  species  of  vesiculifera 
threads  of  osciUatoria,  zygncma  and  lyngbya.  Of  the  desmideas,  three 
fronds  of  pcdiastra  only  were  seen,  but  a  good  many  diatomaceae, 
which  included  especially  meloseira,  two  species,  as  M.  varians  and 
M.  arenosa,  navicula,  pinnularia,  nitzschia,  and  fragillaria,  with  a  few 
frustules  of  two  or  three  species  of  synedra. 

Amongst  the  dead  organic  matter  were  broken  pieces  of  shells  ot 
daphnia,  many  fragments  of  spiral  vessels,  and  other  decaying  vege- 
table tissue. 

Well  at  Messrs.  Allsopps,  Burton-on- Trent. — Collected  30th 

November  1854. 

After  subsidence,  not  a  single  animalcule,  even  a  monad,  could  be 
discovered  in  this  water.  The  only  solid  contents  which  were  pre- 
sent were  a  few  simple  and  aggregated  vibriones,  and  the  threads 
and  sporules  of  a  fungus,  one  small  piece  of  firwood,  and  three  or 
four  fragments  of  decaying  vegetable  tissue. 

Well  at  Messrs.  Allsopj^'s.— Collected  30th  November  1854. 

A  second  specimen  of  Burton  water  was  subjected  to  microsco- 
pical examination,  and  this  was  found  to  be  equally  free  from 
animalcula  or  infusoria. 

Mr.  Allsopp,  in  a  letter,  gives  the  following  account  of  the  Burton 

^yells:  "They  are  not  more  than  32  feet  in  depth  and  about  21  feet 

in  diameter ;  they  take  their  source  from  some  liills  in  the  neighbour- 
hood, which  abound  in  gypsum,  and  the  water  passes  through  gravel 
and  a  stratum  of  quicksand,  which  often  impedes  the  operations  of  the 
borer." 

Well  at  Messrs.  Bass  and  Co.'s,  Burtun-on- Trent  (Old  Brewery). — 
Collected  1st  December  1854. 
A  minute  quantity  of  sediment  visible  to  the  naked  eye  subsided 
from  this  water;  in  it  there  were  discovered  several  infusonn,  em- 
bracing the  following  genera:— two  of  the  eel-like  annchd,  eight  of 
the  usiTal  species  of  vorticella,  also  one  of  another  species,  and 
five  or  six  monads ;  it  likewise  contained  sporules  and  threads  of 
fungi,  some  of  the  brown  ova  cases  before  referred  to,  five  or 
six  very  small  fragments  of  decaying  vegetable  tissue  and  some 
yellow  organic  debris. 

Well  at  Messrs.  Bass  and  Co.'s,  Burton-on-Trcnt  {New  Brercery).— 
Collected  1st  December  1854. 
This  specimen  of  water  was  procured  from  another  well  on  the  pre- 
mises of  Messrs.  Bass  and  Co.  The  only  living  productions  discovered 
were  one  monad  and  three  or  four  threads  of  the  slender  fungus. 
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The  following  are  Samples  of  the  "Water  of  the  Woolwich,  Plumf.- 
STEAD,  and  Chaelton  Company. 

Covered  JReservoir.  — Collected  16th  December  1854,  by  Dr. 
Hassall  and  Professor  Clark. 

Degree  of  Hardness,  8-25°. 
Wot  the  smallest  particle  of  forganic  matter  of  any  description 
was  present  in  this  water,  but  only  a  minute  deposit  of  microscopic 
crystals  of  carbonate  of  lime. 

Taj)  of  House  of  Mr.  Richston,  Woolwich.— Qollecied  16th  December 
1854,  by  Dr.  Plassall  and  Professor  Clark. 

Degree  of  Hardness,  8  '25°. 

The  only  evidence  of  the  existence  of  organic  matter  discovered  in 
this  water  was  a  single  infinitesslmal  animalcule;  minute  crystals  of 
carbonate  of  lime  were  rather  more  abundant  in  this  than  in  the 
previous  sample. 

WZ.— Collected  16th  December  1854,  by  Dr.  Hassall  and 

Professor  Clark. 

Degree  of  Hardness,  21-75°. 
Not  a  single  living  organic  production  or  other  solid  trace  of  organic 
matter  could  be  discovered  in  this  water ;  the  deposit  of  carbonate  of 
lime  was  two  or  three  times  more  considerable  in  this  than  in  either 
of  the  two  previous  specimens. 


The  results  of  the  examination  of  the  three  waters  above  described 
obtamed  from  the  works  of  the  Woolwich,  Plumpstead,  and  Charlton 
VVater  Company,  are  satisfactory  in  a  high  degree,  because  they 
afford  convincing  proof  of  what  may  be  actually  and  practically 
accomplished,  as  relates  to  the  presence  of  infusoria  and  other  or- 
ganic matter  m  water.    Here  we  have  an  example  of  a  deep  well 
water  free  from  organic  matter  as  taken  from  the  well  equallv 
so  as  furnished  to  the  consumer.    These  results  are  the  more  satis- 
factory since  they  are  obtained  without  having  recourse  to  filtration- 
the  natural  purity  of  the  well  water,  together  with  the  effect  of  the 
softening  process,  being  such  as  to  render  filtration  unnecessary, 
^ere  being  m  fiict  noticing  to  separate  from  the  water  by  filtration. 
The  case  of  this  Water  Company  affords  satisfactory  evidence  of 
gie  J^tihty  of  Professor  Clark's  softening  process.     This  water. 
Professor  C  ark  states,  as  it  comes  from  the  well,  has  a  hardness 
of  about  21-75  degrees,  and  this,  after  softening,  is  reduced  to 
8-25  degrees,  aU  of  which,  with  the  exception  of  1-6  degree,  is  due  to" 

With  a  view  to  obtain  a  further  proof  of  the  comparative  freedom  of 
this  water  from  organic  matter,  I  examined  some  of  the  chalk  which 
was  deposited  after  the  addition  of  the  hydrated  lime;  I  found  it  to 
be  perfectly  white,  to  exhibit  no  evidence  of  organic  matter  under  the 
microscope,  and  to  evolve  no  odour  of  organic  matter  when  burned. 

The  contrast  between  this  chalk  and  that  which  is  deposited  in 
kettles,  boUers,  &c.,  after  the  boiling  of  Thames  water  is  remarkable. 
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the  one  being  as  white  as  the  purest  chalk,  and  the  other  of  a  deep 
and  dirty  yellow  colour.* 

It  thus  appears  from  the  above  examinations  of  Spring  and  Well 
water: — 

That  the  majority  of  the  different  specimens  of  deep  well  and 
spring  Avaters  examined  were  remarkably  free  from  organic  matter. 
In  many,  not  a  single  living  organic  production  of  any  kind  was  to 
be  discovered  ;  while  in  the  remainder,  with  the  exception  of  the 
Wadden  water  and  one  of  the  two  samples  of  Farnham  water,  the 
niunber  of  organic  productions  was  exceedingly  small. 

That  in  none  of  the  Avatcrs,  with  the  exception  of  that  from 
Wadden,  were  any  organic  productions  found  belonging  to  the  orders 
conferveaj,  desmidea;.  and  diatomaceae,  and  rarely  any  belongmg  to 
the  class  of  fungi,  so  many  species  of  which  are  almost  invariably 
present  in  nearly  all  the  river  Avaters  in  use  in  the  metropolis. 

That  in  those  cases  in  which  organic  matter,  or  living  organic 
productions,  were  discovered,  their  presence  was  readily  to  be 
accounted  for,  by  reference  to  special  circumstances  connected  Avith 
each  case.  Thus,  the  water  from  the  Wadden  spring  is  in  immediate 
communication  with  a  shallow  pond  full  of  plants,  weeds,  &c.,  and  the 
productions  found  in  this  Avater  were,  therefore,  no  doubt  derived  from 
the  pond  in  question.  In  other  cases,  much  of  the  organic  matter 
T)resent  consisted  of  fragments  of  decaying  vegetable  tissue  and  of 
other  matter  which  had  evidently  been  introduced  into  the  water 
from  without,  the  surface  of  the  avcUs  being,  in  many  instances,  un- 
covered and  exposed. 

Had  certain  of  these  waters  not  been  exposed  to  these  compara- 
tively slight  sources  of  contamination,  and  had,  perhaps,  still  greater 
care  been  exercised  in  the  method  of  procuring  them,  Ave  have  good 
reason  for  believing  that  scarcely  a  single  organic  production  of  any 
kind  would  have  been  found  in  any  one  of  the  well  and  sprmg  waters 
subjected  to  microscopical  examination. 

We  have  thus  then  obtained  convincing  and  positive  evidence  that 

THE  DEEPER  WELL  AND  SPRING  WATERS  ARE,  FOR  THE  MOST 
PART,  AND  WHOLLY  WHEN  NOT  EXPOSED  TO  SOURCES  OP  CONTA- 
MINATION, FREE  PROM  ORGANIC  PRODUCTIONS  OP  EVERY  DESCRIP- 
TION. 

-  It  is  interesting  to  contrast  the  results  of  the  examination  of  the 
above  Avaters  with  those  furnished  by  the  waters  of  the  different 
Companies  Avhich  take  their  supply  from  the  Thames,  especiaUy 
the  Southwark  and  Vauxlirtll  Company.  While,  in  the  case  of 
many  of  the  former,  not  a  single  organic  production  was  to  be  dis- 

*  There  are  two  other  circumstances  which  have  been  reported  to  me  in  reference  to 
the  Plumstead  water  which  may  here  be  mentioned.  One  is  that  the  softenmg  process 
exeits  a  marked  effect  over  the  growth  of  vegetation  in  the  water  when  subjected  to 
exDOSure  In  tlie  unsoftened  or  partially  softened  water  a  green  vegetation  is  apt  to 
annear  while  in  that  which  has  been  softened  no  such  gro^Uh  occurs.  Ihe  second 
narticu'lar  is  that  the  water  when  pumped  up  from  the  well  has  a  temperature  of  about  4o 
Fahr  and  hems  kept  first  in  deep,  open,  softening  reservoirs,  and  afterwards  being  stored 
in  covered  receptacles,  it  becomes  but  little  reduced  in  temperature.  Ihe  consequence 
of  this  is  that  it  scarcely  ever  freezes  even  in  the  coldest  weather  when  in  the  reservoirs, 
and  is  much  less  apt  to  do  so  in  the  distributing  pipes  than  ordinary  river  water,  a  source, 
of  very  great  inconvenience  being  thereby  to  a  great  extent  avoided. 
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covered,  in  the  latter,  dozens  of  species  belonging  to  different  classes 
and  orders  of  living  organic  productions  were  commonly  to  be  met 
with  in  abundance. 

It  is,_  therefore,  entirely  unnecessary  that  the  Avaters  supplied  for 
domestic  purposes  should  contain  animalculfe  or  any  other  oro-anic 
productions.  The  majority  of  nearly  all  the  spring  and  well  waters 
which  are  not  specially  contaminated  are,  as  has  already  been  shown, 
free  from  them,  as  is  also  rain  water,  the  water  derived  from  the 
melting  of  snov/  and  hail,  and  fresh  distilled  water. 

If  impure  water  be  a  source  of  disease,  especially  epidemic  disease, 
there  is  no  question  but  that  it  is  so  principally  through  the  organic 
matter  contained  in  it,  and  hence  the  importance  of  sui^plyino-  water 
which  is,  as  near  as  practicable,  free  from  organic  matter.  ° 

The  only  objection  to  certain  well  and  spring  waters  is  theu-  hard- 
ness ;  this,  however,  can  scarcely,  under  any  circumstances,  be  a 
soiu'ce  of  epidemic  disease,  although  it  is  possible  in  some  cases, 
where  the  water  has  been  very  hard  indeed,  and  where  it  has  been 
long  used,  that  it  may  be  productive  of  certain  urinary  affections. 

Un  the  other  hand,  a  great  many  well  waters  are  not  hard  at  all; 
moreover,  the  quality  of  hardness  is  one  that  admits  of  remedy 

A  very  strikmg  proof  of  the  difference  in  the  keeping  properties 
ot  pure  and  impm^e  waters  is  shown  by  the  following  simple  pro- 
ceeding:—If  two  wide-mouthed  glass  jars,  holding  each  about  a 
gallon,  be  fi  led,  one  with  pure  well  water,  and  the  other  with  river 
water,  and  loosely  covered  and  exposed  to  the  air,  light,  and  sun, 
one  will  usually  remain  without  perceptible  change  for  weeks,  and 
even  months,  while  the  sides  of  the  other  glass  wiU  become  coated 
with  green  and  brown,  owing  to  the  development  of  confervte,  des- 
mide^,  and  diatomacea..  This  difference  is  mainly  explained  by  the 
freedom  of  the  well  water  from  organic  matter,  the  river  water  not 
only  contaimng  organic  matter,  but  also  the  seeds  or  germs  of  a 
variety  of  orgamc  productions,  ready  to  become  developed  the  moment 
that  cn-cumstances  concur  favourable  to  their  growth. 

I  am  informed,  however,  by  Professor  Clark,  that  vegetable 
pioductions  are  apt  to  become  developed  in  hard  chalk  waters  when 
exposed  to  air  and  light,  but  that  no  development  of  them  takes  place 
toi  weeks,_  and  even  for  months,  in  the  water,  after  having  unde4one 
the  soitenmg  process. 


COi^CLUDING  EEMARKS. 

rEOM  all  that  has  now  been  advanced  in  reference  to  the  condi- 
tion of  the  water  supphed  by  the  different  Metropolitan  Water  Com- 
panies, It  appears  that,  during  the  period  of  thi's  inquiry,  when  the 
cholera  epidemic  prevailed,  as  well  as  subsequently,  ^the  waters 
fu  nished  by  those  companies  were  very  far  from  possessing  the 
requisite  purity,  m  consequence  of  the  large  quant  ty  of  organic 
matter  (which  is  the  worst  contamination  to  which  water  caa  be 

LnS^Vn    '^"'"^  ^1  ^^^^  ^--ter  supplied  by  the 

Lambeth  Company,  which  is  comparatively  the  purest  of  the  whole. 
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oro-anlc  productions,  dead  and  living,  animal  and  vegetable,  are  found 
in°not  inconsiderable  numbers,  and  this  water  furnishes  the  type 
of  that  with  which,  in  1855,  the  greater  part  of  London  and  its 
vicinity  will  be  supplied,  in  accordance  with  the  recent  Act  by  which 
the  water  supply  of  the  metropolis  was  regulated.  _ 

The  metropolis,  then,  after  that  year  will  sti  1  contmue  to  be  sup- 
plied with  river  waters  containing  various  kinds  of  organic  matter, 
including  numerous  living  productions.  Now,  that  there  is  no  neces- 
sity that  this  should  be,  has  been  clearly  pi;oved  by  the  case  of  the 
Woolwich,  Plumstcad,  and  Charlton  Water  Company,  which  supplies 
a  water  entirely  free  from  living  organic  productions  of  eyery  Apscrip- 
tion,  as  also  by  the  condition  of  most  deep  wells  and  spring  waters. 

The  present  condition  of  the  water  supply  of  the  metropo  is  not 
being  sitisfactory,  and  it  being  but  little  probable  that  it  will  be  so 
at  the  expiration  of  the  period  above  referred  to,_it  may  be  well  to 
bestow  a  few  remarks  upon  the  further  steps  which  might  be  taken 
with  a  view  to  its  increased  improvement.  One  step  which  should 
certainly  be  adopted  is  the  substitution  of  the  constant  for  the  inter- 
mittent system  of  supply,  as  that  wonld  entail  the  abolition  of 
cisterns,  butts,  tubs,  &c.,  with  all  their  great  and  concomitant  evils  ; 
I  trust  that  the  legislature  will  insist  upon  the  fulfilment  ot  this 
important  proviso  of  the  recent  Metropolitan  Water  Act. 

It  is  questionable  Avhether  by  any  process  river  water  can,  under 
any  circumstances,  be  supplied  of  the  requisite  degree  of  punty, 
owino-  to  the  thousand  sources  of  contamination  to  which  this  descrip- 
tion of  water  is  subject.  To  afford  even  a  prospect  of  its  bemg  so, 
it  is  necessary  that  a  method  of  filtration  should  be  practised  much 
more  effectual  than  that  at  present  adopted.  It  is  further  weU 
worth  full  consideration  as  to  whether  benefit  would  not  result  from 
the  employment  of  Clark's  softening  process ;  by  this  means,  espe- 
cially if  combined  with  filtration,  a  great  portion  of  the  organic  mat- 
ter contained  in  river  waters  might  imdoubtedly  be  got  nd  ot 

If  the  metropolis  had  to  be  supplied  with  water  anew,  rivers  ought 
not  to  be  had  recourse  to  at  all.  A  large  supply  of  water  of  the 
purest  description  may  undoubtedly  be  obtained  from  deep  wells  and 
sprino-s,  and  be  delivered  to  the  consumer  on  the  constant  system  of 
Wv,  free  from  every  description  of  sohd  organic  impurity. 

Havin..  frequently  noticed  a  great  difference  in  the  quantity  of 
livin-  orlanic  productions  contained  in  different  samples  of  the  water 
of  the  same  Company,  professing  to  supply  on  7  filtered  water,  I 
am  led  to  make  the  inquiry.  Whether  is  it  possible  for  a  Company  to 
supply  water  at  one  time  filtered  and  at  another  not?  Whether  in 
fact,  are  the  works  so  constructed  as  to  render  such  a  thing  possible  ? 
If  it  be  possible,  then  have  the  public  no  guarantee  that  tliey  wiU 
invariably  be  supplied  with  filtered  water,  even  by  those  Companies 
which  have  undertaken  to  furnish  filtered  water  only.  It  is  of  con- 
sequence that  this  point  should  be  clearly  ascertamed. 

Arthur  H.  Hassall,  M.D.,  F.L.S. 

21st  Dec.  1854. 
Bennett  Street,  St.  James'  Street. 


(TaJcen  ti  oTntle  Server  in  Silver  Strtei .) 
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TABLE  II. 


Results  of  the  MicitosconcAL  Examination  of  different  Specimens  of 
Well  and  Pump  Water  procured  in  Neighbourhoods  in  whicli 
Cholera  was  prevalent. 


Address. 


Pump,  White  Hart 

Court,  Chelsea. 
Pump,  Sun  Court, 

Chelsea. 
Pump,  Broad  Street, 

Golden  Square. 
Wilderness  Row,  Gos- 

Avell  Road. 
Well  in  Bayley's  Yard, 

Clerkenwell. 
Pump  in  Cock's  Build- 
ings, Putney. 
Pump  in  Price's  Folly, 

Putney. 
Pump,  19,  iStratford 

Grove,  Putney. 
Well  at  Sevenoaks, 

Bras  ted. 
Well,  Miller  Corner, 

Hadley. 
Well,  Newton,Wisbeach 
Well,  Newton,  Wisbeach 
Well,  Romsey. 
Pump,  Reading  Room, 

Romsey. 


Results  of  Examination. 


The  whole  of .  the  samples  of  well  and 
pump  water  subjected  to  microscopical 
examination  without  a  single  exception 
were  of  a  highly  impure  character.  They 
all  contained  living  organic  productions 
of  various  kinds,  and  in  the  majority  of  the 
specimens  these  were  particularly  abund- 
ant. The  organic  productions  met  with 
belonged  principally  to  the.  orders  enfo- 
mostracea,  infusoria,  and  fungi.  Desmi- 
dea3  were  for  the  most  part  ab.'Ujnt,  aod- 
diatomacese  present  in  flv^  only  of  tbe 
waters,  and  in  but  two  specimens  Avere 
they  at  all  abundant.  At  least  four  of 
the  waters  were  obviously  contami- 
nated by  infiltration  from  i  neighbouring 
cesspools.  The  microscopical  examination 
of  the  water  from  the  Broad  Street  pump 
furnished  no  very  striking  or  important 
result,  but  the  chemical:  analysis  of 
Dr.  Thomson  shows  that  the  impurity  of 
this  Avater  was  very  much!  greater  than 
from  its  bright  and  colourless  appearance 
Avould  have  been  supposed.  It  thus  ap- 
pears that  a  very  large  proportion  of 
the  well  and  pump  waters  in  use  are  in  a 
very  impure  state,  and  that  they  require 
attention  quite  as  much  as  the  water  fur- 
nished by  the  metropolitan  water  com- 
panies. 

For  further  particulars,  see  page  239. 
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TABLE  VII. 


Results  of  the  Microscopical  Examination  of  some  of  the  deeper 
Spring  and  Well  Waters  principally  in  and  near  London. 


Address. 


Artesian  Well  near  Tra- 
falgar Square. 

Artesian  .Well,  Ficcadillj. 

Pump  in  Vigo  Street. 

.  Spring  in  Kensington 
Gardens. 

■Spring  in  Hyde  Park. 

Well  in  Camden  Town. 

Well  at  Messrs.  Barclay's 

Well  at  Messrs.  Coombe's 

Well  at  Messrs.  Meux. 

Well  at  Messrs.  Whit- 
bread's. 

Well  at  Messrs.  Calvert's 

Well  at  Messrs.  Reid's. 

Well  at  St.  Bartholo- 
mew's Hospital. 

Well  at  Tottenham. 

"Well  at  Tooting. 

'Spring  at  V\'atford. 

Surface  water  at  Farn- 
ham. 

The  same  from  tap,  Farn- 
ham. 

Spring  at  Weddon,  near 
Bellington. 

Well  at  Messrs.  Bass'. 

Well  at  Messrs.  Allsopp's. 

Well  at  Messrs.  Allsopp's, 

Well  at  Messrs.  Bass'. 

From  Well  belonging  to 
the  Woolwich,  Plum- 
stead,  and  Charlton 
Water  Company. 

From  covered  Reservoir 
belonging  to  the  same 
Company. 

From  House  of  Mr.  Rick- 
son,  supplied  by  the 
same  Company, 


General  Results  of  Examination. 


The  results  of  the  microscopical  examina- 
tion of  these  waters  are  satisfactory  in 
the  highest  degree.  It  appears,  as  might 
have  been  anticipated,  that  the  deeper  Avell 
and  spring  waters,  when  not  exposed  to 
special  sources  of  contamination,  and  they 
rarely  are  so,  are  absolutely  free  from 
living  organic  productions  of  every  kind 
and  form.  Thus  there  exist  in  nature 
waters  in  abundance,  and  easily  procur- 
able, which  are  not  open  to  the  serious 
sanitary  objections  which  attach  to  nearly 
all  the  Avaters  by  which  the  Metropolis  is 
at  present  supplied. 

Further,  the  case  of  the  Woohvich,  Plum- 
stead,  and  Charlton  Water  Company 
proves  that  these  waters  may  be  supplied 
to  the  consumer  iu  a  state  of  almost  abso- 
lute purity,  and  entirely  free  from  even 
the  smaller  arid  simpler  living  forms  of 
organic  matter. 

For  further  particulars,  see  page  267. 

For  general  conclusions,  see  page  269. 
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No.  IX. 

Observations  on  the  Filth  of  the  Thames,  contained  in  a  Letter 
addressed  to  the  Editor  of  "The  Times"  Newspaper,  by- 
Professor  Faraday. 

Sir, 

I  TRAVERSED  this  by  steam-boat  the  space  between 
London  and  Hungerfbrd  Bridges  between  half-past  one  and  two 
o'clock ;  it  was  low  water,  and  I  think  the  tide  must  have  been  near 
the  turn.  The  appearance  and  the  smell  of  the  water  forced  them- 
selves at  once  on  my  attention.  The  whole  of  the  river  was  an  opaque 
pale  brown  fluid.  In  order  to  test  the  degree  of  opacity,  I  tore  up 
some  white  cards  into  pieces,  moistened  them  so  as  to  make  them  sink 
easily  below  the  surface,  and  then  dropped  some  of  these  pieces  into 
the  water  at  every  pier  the  boat  came  to  ;  before  they  had  sunk  an  inch 
below  the  surface  they  were  indistinguishable,  though  the  sun  shone 
brightly  at  the  time  ;  and  when  the  pieces  fell  edgeways  the  lower  part 
was  hidden  from  sight  before  the  upper  part  was  under  water.  This 
happened  at  St,  Paul's  Wharf,  Blackfriars  Bridge,  Temple  Wharf, 
Southwark  Bridge,  and  Hungerford ;  and  I  have  no  doubt  would 
have  occurred  further  up  and  down  the  river.  Near  the  bridges  the 
feculence  rolled  up  in  clouds  so  dense  that  they  were  visible  at  the 
surface,  even  in  water  of  this  kind. 

The  smell  was  very  bad,  and  common  to  the  whole  of  the  water ; 
it  was  the  same  as  that  which  now  comes  up  from  the  gully-holes  in 
the  streets  ;  the  whole  river  was  for  the  time  a  real  sewer.  Having 
just  returned,  from  out  of  the  country  air,  I  was,  perhaps,  more 
affected  by  it  than  others  ;  but  I  do  not  think  I  could  have  gone  on 
to  Lambeth  or  Chelsea,  and  I  was  glad  to  enter  the  streets  for  an 
atmosphere  which,  except  near  the  sink-holes,  I  found  much  sweeter 
than  that  on  the  river. 

I  have  thought  it  a  duty  to  record  these  facts,  that  they  may  be 
brought  to  the  attention  of  those  who  exercise  power  or  have  respon- 
sibility in  relation  to  the  condition  of  our  river;  there  is  nothing 
figurative  in  the  words  I  have  employed,  or  any  approach  to  exag- 
geration ;  they  arc  the  simple  truth.  If  there  be  sutficient  authority 
to  remove  a  putrescent  pond  from  the  neighbourhood  of  a  few  simple 
dwellings,  surely  the  river  which  flows  for  so  many  miles  through 
London  ought  not  to  be  allowed  to  become  a  fermenting  sewer.  The 
condition  in  which  I  saw  the  Thames  may  perhaps  be  considered  as 
exceptional,  but  it  ought  to  be  an  impossible  state,  iustead  of  which 
I  fear  it  is  rapidly  becoming  the  general  condition.  If  we  neglect 
this  subject,  we  cannot  expect  to  do  so  with  impunity  ;  nor  ought  we 
to  be  surprised  if,  ere  many  years  are  ovei*,  a  hot  season  give  us  sad 
proof  of  the  folly  of  our  carelessness. 

I  am.  Sir, 

Your  obedient  servant, 

Boi/al  Institution,  July  7.  M.  Faraday. 
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No.  X. 

Report  on  the  Chemical  Examinations  of  Rice-water  Discharges. 

By  R.  D.  Thomson. 


Specific  gravity  of  rice-icater  jiuid. 

The  following  densities  were  derived  from  four  cases  in  St.  Tho- 
mas's^ hospital  on  the  16th  October  18,')4.  The  specimens  were 
examined  as  soon  after  expulsion  as  possible. 


Specific  Gravity. 

1  - 

-  1008 

2  - 

-  1009 

3  - 

-  1008 

4  - 

-  1010 

Mean 

-  1008 

.  Although  I  have  found  the  specific  gravity  of  this  fluid  in  occa- 
sional exceptional  cases  to  attain  a  higher  density  than  the  above, 
which  I  have  quoted  as  a  mean,  still  the  present  number  is  corrobo- 
rated bv  a  large  number  of  trials  made  during  the  preceding  and  late 
epidemic.  This  low  density,  which  corresponds  with  that  of  the 
urine  m  its  most  dilute  conditions,  is  sufficient  to  distinguish  the  rice- 
water  evacuations  from  the  category  of  blood  serums,  which  attains 
a  very  high  specific  gravity  in  cholera;  for  while  the  serum  of  a 
healthy  individual  at  the  same  period  I  have  found  1028,  that  of 
cholera  patients  amounted  to  1058  in  one  case,  and  in  another  to  1042. 

Diffused  matter  in  rice-water  excretion. 

The  amount  of  matter  mechanically  diffused  through  the  rice-water 
evacuations  vanes  very  considerably  in  quantity  in  different  cases, 
and  great  difficulty  is  experienced  in  estimating  with  any  degree  of 
accuracy  the  amount,  from  the  obstruction  opposed  by  a  filter  to  the 
passage  of  the  fluid  through  its  pores.  The  most  abundant  matters 
present  are  the  flocculent  bodies  which  impart  the  characteristic  aspect 
to  the  fluid,  which  have  been  in  their  turn  viewed  as  coagulated 
albumen,  epithelial  scales,  and  corpuscles.  The  amount  of  silica 
present  in  the  fluids  when  these  contain  much  organic  matter,  is  in 
favour  of  the  idea  of  the  epithelial  scales  entering  into  the  constitu- 
tion of  the  nce-water  evacuations.  From  analogy  I  think  it  probable 
that  when  this  fluid  , s  first  exuded  into  the  intestinal  canal,  it  con- 
tains fibrinein  solution,  as  is  found  to  be  the  case  with  similarly  con- 
stituted fluids,  deposited  in  the  serous  cavities,  from  which  fibrine  can 

wnSr^K  •  ^  i  f,  ''^^^^^^  °f  ^^^"y  ^oli*^  ^ot^ies,  such  as 

washed  fibrine  of  blood,  and  by  intermixture  with  blood  serum. 
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Whether  the  flocky  deposit  be.  in  any  measure  referable  to  such  a 
source  is  difficult  of  decision,  since  tiie  deposit  would  occur  by  contact 
with  the  contents  of  the  intestine  before  the  fluid  could  be  subjected 
to  microscopical  or  chemical  investigation.  The  substances  present 
in  smaller  quantities  are  triple  phosphate  of  ammonia  and  magnesia 
when  the  secretion  is  in  its  naturally  alkaline  condition ;  this  salt 
likewise  forms  after  death  in  apparently  all  the  mucous  fluids,  when 
decomposition  takes  place  and  ammonia  is  evolved.  Fat  globules 
are  likewise  sometimes  visible  in  the  rice-water  fluid,  together  with 
blood  corpuscules,  which  may  probably  be  derived  from  the  abraded 
surface  of  the  mucous  membrane.  I  have  also  noticed  vibriones,  but 
these  are  not  peculiar  to  this  secretion,  since  I  have  observed  them  in 
the  intestinal  contents  of  other  patients  in  St.  Thomas's  hospital. 

Solid  matters  in  solution  in  rice-water  excretion. 

A  number  of  analyses  of  this  fluid  Avas  made  during  the  prevalence 
of  the  epidemic.  The  following  table,  however,  which  contains  a 
selection,  will  be  sufficient  to  exhibit  the  stable  condition  of  this 
excretion  at  various  periods  : 

I.  II.  III.  IV. 

3d  August.    29th  September.    9th  October.    16th  October. 

Water  987-55         991-39        937-05  990-67 

Organic  Matter  5-06  -97  57-99  2-60 

Salts  7-39  7-64  4-96  6  73 


1000-  1000-  1000-  1000- 


The  first  two  experiments  and  the  last  correspond  closely  in  their 
results,  but  the  tliird  differs  in  having  a  larger  amount  of  organic 
matter  present.  This  fluid,  hoAvever,  Avas  not  obtained  in  the  usual 
way,  but  was  taken  at  a  -post  mortem  examination  on  the  9th  at  1  p.m. 
from  the  duodenum  and  ilium  of  a  nurse  who  had  died  the  precediDo- 
evening  at  6  p.m.  It  contained  flakes,  vibriones,  and  ammonia-pho£ 
phate  of  magnesia. 

Chemical  characters  of  the  rice-water  fluid. 

On  filtration  the  fluid,  in  a  majority  of  instances",  on  the  addition  of 
nitric  acid  yielded  slight  flocks  resembling  albumen ;  a  precipitate  like- 
Avise  ensued  on  the  addition  of  acetic  acid  and  fcrrocyanide  of  potas- 
sium;  and  generally  on  the  application  of  heat,  particularly  after  a 
certain  amount  of  evaporation,  slight  coagulation  occurred  or  a  scum 
formed  on  the  surface.  These  characters  correspond  Avith  those  of 
albumen,  or  at  least  that  form  of  it  Avhich  is  found  in  serous  fluids. 
Nitric  acid  yielded  Avith  the  fluid  a  fine  pink  colour,  and  in  some  cases 
with  sulphuric  acid  a  similar  change  in  tint,  from  which  it  may  be 
inferred  that  probably  some  of  the  acids  of  the  bile  Avere  present  in 
minute  quantities.  I  have  likcAvise  detected  sugar  in  some  instances, 
and  urea  has  likcAvise  been  observed.  No  doubt  all  the  constituents 
of  the  blood  might  be  sought  for  successfully  by  Avorking  on  suffici- 
ently large  quantities  of  the  excretion.    The  chemical  composition  of 
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tlie  residue  from  the  fluid  is  represented  in  the  following,  table ;  the 
substance  was  derived  from  mixed  cases  by  evaporation  after  filtration. 

Composition  of^fice-ioater  fluid  in  20  grains,  and  in  100  grains. 


Per  Cent. 

Organic  Matter 

6'40 

32-000 

biiica  - 

•4o0 

2300 

1  nospnate  ot  L.une 

lot* 

•7oO 

JLDbOlUUic  J-iUlltJ  " 

•1  on 

OUU 

Tn^^olnVilp  lYTficmpmn, 

Soluble  Magnesia  - 

•171 

•855 

Potassium 

-  2-230 

\  1  •]  .^0 

Sodium 

-  4-370 

21-850 

Ohlorine       -  - 

-  3-180 

X 

Sulphuric  A.cid 

-  2-441 

12-205 

Phosphoric  Acid  - 

•310 

1-550 

da.rbnuic  Arid  - 

•380 

1  -900 

X  er  Lrraiiis. 

1  ei'  (Jent- 

•  TIT 

Organic  Matter 
Silica  - 

-  6^400 

32-000 

-  ^460 

2-300 

Phosphate  of  Lime 

•150 

-750 

Carbonate  of  Lime 

-  'ISO 

-900 

Sulphate  of  Potash 

-  4-980 

24-900 

Triphosphate  of  Soda 

-  -710 

3-550 

Carbonate  of  Soda 

-  -920 

4-600 

Sulphate  of  Soda  - 

-  -270 

1-350 

Chloride  of  Sodium 

-  -040 

30-200 

20-110  100-550 

As  far  as  microscopical  and  chemical  evidence  can  throw  light  on 
the  subject,  there  seems  no  reason  to  suppose  that  any  substance  or 
organized  matter  exists  in  the  rice-water  capable  of  communicating  the 
disease  from  one  individual  to  another  or  from  one  animal  to  another ; 
but  as  experiments  are  said  to  have  been  instituted  on  the  Continent 
which  support  the  view  that  a  similar  disease  can  be  produced  by  the 
administration  of  human  rice-water  fluids  to  small  animals,  some  ex- 
periments were  instituted  for  the  purpose  of  elucidating  this  pomt. 
Before  intelligence  of  the  German  experiments  reached  this  country, 
the  epidemic  had  left  London,  and  it  was  necessary,  therefore,  to  ob- 
tain the  excretion  from  some  other  locality  affected  with  the  disease. 
The  fluid  had  all  the  usual  characters,  and  had  been  vomited  recently  ; 
it  was  allowed  to  evaporate  slowly  and  spontaneously  without  the 
appHcation  of  heat.  During  the  escape  of  the  aqueous  portion,  the 
organic  matter  in  solution  began  to  putrefy  and  to  evolve  the  odors  of 
decomposition,  in  accordance  with  the  Continental  experiments.  The 
whole  of  the  putrefying  residue,  amounting  to  a  grain  or  two,  was 
administered  to  a  healthy  mouse.  The  animal,  having  been  previously 
starved  for  some  hours,  greedily  swallowed  the  bread,  which  had  been 
soaked  m  the  cholera  matter,  and  continued  to  feed  at  intervals  on 
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bread  supplied  to  it,  without  apparently  being  in  the  slightest  degree 
influenced  by  the  putrid  diet.  The  same  mouse  had  been  previously 
subjected  to  a  similar  experiment  with  the  putrid  contents  of  the  in- 
testines of  another  patient,  who  died  from  some  other  disease,  without 
suffering  apparently  any  inconvenience.  The  result  of  these  experi- 
ments I  do  not  consider  sufficient  to  refute  the  statements  of  the 
German  physiological  chemists ;  but  perhaps  it  may  be  admitted 
that  they  tend  to  show  that  experiments  bearing  in  such  a  striking 
manner  on  the  essential  character  of  the  disease,  require  repetition 
before  we  can  with  certainty  conclude  that  the  intestinal  fluids  iu 
cholera  are  possessed  of  contagious  powers. 

Egbert  Dundas  Thomson,  M.D.,  F.RS. 


St.  Thomas'  Hospital, 
March  1855. 
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No.  XI. 

Eeport  on  tlie  Microscopical  Examination  of  the  Blood  and 
Excretions  of  Cholera  Patients.    By  Dr.  Hassall. 


The  outward  and  physical  characters  of  the  rice-water  evacuations 
of  cholera  vary  considerably  in  different  samples  and  in  different 
cases ;  they  vai'y  in  colour,  consistence,  and  composition ;  ordinarily 
they  resemble  thin  gruel  rather  than  rice  water,  being  thicker  and 
less  white  and  transparent,  and  sometimes  they  are  of  a  brown  tinge. 
After  being  set  aside  for  some  time  they  usually  let  fall  a  deposit, 
the  amount  of  which  is  subject  to  great  variation,  but  generally  it 
is  considerable,  forming  in  some  cases  as  much  as  a  fourth  or  a  sixth 
of  the  entire  bulk. 

When  submitted  to  examination  with  the  microscope  there  are 
detected  in  most  samples  molecules  and  aggregations  of  molecules, 
innumerable  mucous  corpuscles,  single  and  aggregated,  of  irregular 
size  and  form,  and  which  are  frequently  imbedded  in  a  mucous  base, 
presenting  sometimes  a  fibrous  structure,  and  molecules  and  globules 
of  oil ;  it  is  of  these  elements,  and  especially  of  the  granular  cor- 
puscles and  mucous  base,  that  the  deposit  which  subsides  in  most 
samples  is  principally  composed. 

In  addition  to  the  above,  myriads  of  vibriones  were  detected  in 
every  drop  of  every  sample  of  rice-water  discharge  hitherto  subjected 
to  examination.  Of  these  vibriones  many  formed  threads  more  or 
less  twisted,  while  others  were  aggregated  into  masses,  which  under 
the  microscope  presented  a  clotted  appearance. 

But  some  of  the  specimens  possessed  characters  very  different  from 
the  above. 

In  one  sample  examined  there  were  no  granular  or  mucous  cor- 
puscles, or  mucous  base  to  be  discovered,  but  in  place  of  them  a  great 
number  of  globules  of  oil  and  innumerable  minute  acicular  crystals, 
some  of  which  were  free,  but  mostly  they  were  aggregated  in  bundles 
in  the  form  of  rosettes  and  dumb-bells.  The  vibriones  were  present 
as  usual. 

The  same  crystals  occurred  in  another  specimen  in  great  numbers. 
In  this  case  they  were  mostly  single  and  but  seldom  aggregated,  and 
there  were  no  large  globules  of  oil,  although  a  good  deal  of  oil 
was  present  in  the  form  of  molecules  and  small  droplets. 

In  addition,  numerous  fragments  of  muscular  fibre,  cells  of  potato, 
a  few  starch  corpuscles,  and  fragments  of  the  husk  of  wheat,  Avere 
not  unfrequently  detected  in  specimens  of  the  rice-water  discharge, 
and  in  cases  in  which  food  had  not  been  partaken  of  for  a  considerable 
time. 

The  same  acicular  crystals  were  likewise  seen  in  small  numbers 
in  two  or  three  other  samples,  and  in  several  prismatic  crystals  of 
triple  phosphate. 
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In  none  of  the  samples  Avere  si)orules  or  threads  of  any  species  of 
fungus  present,  or  a  peculiar  body  of  any  kind  noticed  other  than 
the  vibrioncs  mentioned,  and  in  none  were  well-formed  cells  of 
cyUnder  epithelium,  that  which  coats  the  surface  of  tlie  villi  of  the 
intestines,  discovered. 

Such  is  an  enumeration  of  the  different  elements  and  constituents 
detected  by  means  of  the  microscope  in  the  specimens  of  rice-water 
discharge,  about  twenty -five  in  number,  subjected  to  examination,  and 
many  of  which  were  obtained  from  different  cases.    Fig.  26. 

The  presence  of  vibriones  in  the  rice-water  discharge  being,  so  far 
as  my  experience  goes,  constant,  it  became  of  importance  to  deter- 
mine the  circumstances  under  which  they  make  their  appearance, 
and  especially  to  ascertain  whether  they  were  present  in  the  evacua- 
tions when  first  passed.  In  order  to  determine  this  point  I  made 
arrangements  to  obtain  specimens  as  quickly  as  possible  after  being 
voided.  .,.1  had  a  microscope  ready  for  use  placed  in  the  Abernethy 
Ward  of  St,  Bartholomew's  Hospital,  so  that  the  discharge  might  be 
examined  immediately  that  it  was  passed.  In  this  way  I  succeeded 
in  examining  several  samples  within  two  hours  of  their  being  voided, 
and  two  others  from  separate  eases  immediately  they  were  evacuated. 
In  all  of  these  the  vibriones  were  present  in  large  numbers.  In  one 
case  I  examined,  in  conjunction  with  Mr.  Raiuey,  some  of  the  rice- 
water  discharge  taken  direct  from  the  small  intestines  about  twelve 
hours  after  death,  a,nd  in  this  case  also  the  vibriones  equally  abounded. 
In  all  cases  the  species  was  the  same. 

It  thus  appears  that  vibriones  are  constantly  present  in  the  rice- 
water  discharge  of  cholera,  and  that  they  are  developed  in  it  during 
life,  and  while  still  retained  in  the  small  intestines. 
•  From  observations  which  have  been  else\vhere  recorded*  it  appears 
that  two  of  the  circumistances  necessary  to  the  development  of 
vibriones  are  a  feebly  ,  acid,  or  more  usually  an  alkaline,  fluid  and 
organic  matter,  especially  animal,  in  a  state  of  decomposition  more 
or  less  advanced. 

ISIow,  in  the  rice-water  discharge  of  cholera  both  of  these  conditions 
are  fulfilled.  In  the  first  place  it  is  always  offensive,  sometimes  ex- 
ceedingly so,  resulting  from  decomposition ;  and  in  the  second  it  is 
always,  so  far  as  my  observations  extend,  highly  alkaline. 

We  have  next  to  inquire  what  is  the  origin  or  source  of  these 
vibriones,  and  what  their  relation  to  cholera  ? 

.  With  respect  to  the  first  point,  there  is  no  doubt  but  that  there  is 
inore  than  one  source  for  them,  setting  aside  the  idea  of  their  spon- 
taneous generation  in  decomposing  organic  fluids.  It  is  possible 
that  they  may  obtain  entrance  into  the  stomach  and  bowels  by  means 
of  the  atmosphere,  and  it  is  perfectly  certain  that  they  do  frequently 
gain  admission  through  some  of  the  impure  waters  consumed,  in 
which  I  have  not  unfrequently  detected  the  presence  of  vibriones, 
sometimes  in  considerable  numbers. 

Once  introduced  into  the  alimentary  canal,  they  are  brought  into 
relation  with  conditions  highly  favourable  to  their  development  and 
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propagation,  botli  of  which  take  place  with  almost  inconceivable 
rapidity;  thus  they  are  brought  into  contact  with  abundance  of 
organic  matter,  mostly  in  a  fluid  or  greatly  divided  state,  and  more 
or  less  altered  by  decomposition,  and  the  fluid  in  which  this  animal 
matter  is  contained  is  highly  alkaline,  and  its  temperature  being 
raised  many  degrees  above  that  of  the  external  air  also  promotes 
greatly  the  development  of  the  vibriones.  Once  admitted  into  the 
alimentary  canal,  it  is  not,  therefore,  surprising  that  they  should .  be 
developed  in  inconceivable  numbers,  and  with  amazing  rapidity. 

I  have  made  two  or  three  examinations  of  healthy  and  natural 
f«cal  evacuations  at  the  time  of  their  being  passed,  and  in  these  I 
have  detected  the  presence  of  comparatively  a  very  small  number  of 
vibriones.  It  is  most  probable  that  the  development  of  these  in 
such  cases  takes  place  in  the  lower  part  of  the  intestinal  canal,  as  it 
IS  there  that  in  healthy  digestion  incipient  decomposition  first  takes 
place,  but  further  observations  on  this  point,  especially  in  cases  of 
ordinary  diarrhoea,  are  still  required. 

That  they  should  not  be  present,  or  if  present,  only  in  small 
numbers,  m  healthy  intestinal  evacuations,  is  satisfactorily  explained 
by  the  fact  that  the  circumstances  favourable  to  their  development 
do  not  exist  in  the  same  degree  as  in  cholera.  The  disposition  to 
decomposition  does  not  exist  to  the  same  extent,  neither  are  the 
matters  discharged  equally  alkaline. 

Without,  however,  at  all  supposing  that  there  is  any  essential  or 
primary  connexion  between  these  vibriones  and  cholera,  their  occur- 
rence m  such  vast  numbers  in  the  rice-water  discharges  of  that 
disease  is  not  without  interest,  and  possiblv  is  of  importance  ;  thus, 
their  presence  seems  to  indicate  that  the  fluid  thrown  out  into  the 
mtestmal  canal  m  cholera,  and  especially  into  the  small  intestines,  is  in 
a  state  more  than  ordinarily  prone  to  pass  into  decomposition,  and  that 
the  fluid  Itself  IS  more  than  usually  alkaline.  A  condition  of  the 
intestmal  discharges  more  than  usually  alkaline  would  assuredly  act 
as  a  source  of  irritation  to  the  mucous  membrane  of  the  intestines,  as 
aikahne  urine  does  to  that  of  the  bladder. 

The  existence  of  these  vibriones  in  the  evacuations  may  also  pos- 
sibly explain  m  some  degree  the  success  of  sulphuric  acid  in  checkincr 
the  diarrhoea.  Thus,  that  acid  when  freely  administered  destroys 
the  conditions  essential  to  the  development  of  the  vibriones,  and  so 
destroys  the_  yibnones  themselves.  Thus,  it  checks  the  tendency 
to  decomposition  and  lessens  or  neutralizes  the  alkalinity  of  the 
fluid  poured  out  by  the  intestines. 

The  mere  presence  of  such  a  large  amount  of  decomposing  organic 
matter  m  the  alimentary  canal  so  high  up  as  the  small  intestines^  the 
principal  seat  of  absorption  of  the  chyle,  must  exert  a  seriously 
depressing  influence  upon  the  system.  ^ 

The  next  point  for  consideration  in  relation  to  the  rice-water 
noS  occurrence  in  it  of  the  acicular  crystals 

These  crystals  were  present  in  large  quantities  in  two  only  of  the 
ambles  exammed,  but  a  few  were  detected  in  two  or  three  other 
specimens.     Ihey  therefore  do  not  form  a  constant  clement  of  the 
nce-water  discharge,  but  possibly  the  material  or  substance  from 
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which  they  are  formed  may  exist  in  all  the  samples,  although  not  in 
the  crystallized  state.  One  of  the  specimens  in  which  they  were 
detected  in  great  abundance  was  examined  within  two  hours  of  its 
being  passed. 

These  crystals  bear  a  considerable  resemblance  in  form,  size,  and 
arrangement,  to  those  which  are  so  often  met  with  in  connexion  Avith 
decomposing  oily  and  Mty  matters,  and  they  probably  consist 
of  some  fatty  acid.  In  the  two  cases  in  which  they  occurred  in 
the  greatest  abundance  no  castor  oil  or  oleaginous  article  of  food  had 
been  given. 

In  connexion  with  the  occurrence  of  fatty  matter  in  the  rice-water 
evacuations  of  cholera,  the  following  particulars  appear  to  be  pos- 
sessed of  interest. 

A  few  days  since  I  received  from  Dr.  Brown,  of  Hans  Place, 
Chelsea,  a  bottle  containing  some  rice-water  discharge,  on  the  surface 
of  which  there  were  floating  some  16  or  17  masses  of  an  intense 
verdigris  green  colour ;  some  of  these  were  of  about  the  size  and 
form  a  kidney  bean,  but  others  were  smaller  and  rounder ;  they  were 
of  a  soft  waxy  consistence,  and  on  viewing  them  with  the  microscope 
it  was  ascertained  that  they  were  entirely  composed  of  globules  of 
oil ;  these  globules  were  large,  very  soft,  and  easily  made  to  alter 
their  shape  by  the  slightest  pressure,  and  even  by  their  own  weight. 
The  fluid  in  which  these  masses  floated  resembled  the  ordinary  rice- 
water  discharge ;  there  were  dispersed  throughout  it  innumerable 
spherules  of  oil,  having  all  the  characters  of  those  of  which  the  green 
masses  were  formed,  and  from  the  breaking  down  of  some  of  which 
masses  these  spherules  of  oil  were  derived.  Around  some  of  the 
globules,  especially  the  free  ones,  a  membrane  precisely  like  that  of 
ordinary  fat  vesicles  was  pei'ceived.  Lying  loose  amongst  the  oil 
globules,  and  in  some  cases  formed  apparently  out  of  their  investing 
membranes,  Avere  a  few  crystals,  resembling  those  already  described 
as  occurring  in  certain  of  the  specimens  of  rice-water  evacuations 
examined ;  frequently  the  appearance  of  crystals  on  the  largest 
globules  Avas  fallacious,  and  was  produced  by  certain  creases  or  folds 
in  the  membranous  covering  of  the  globules. 

Wishing  to  obtain  as  much  information  as  possible  respecting  these 
masses,  I  gave  some  of  them  to  Dr.  Letheby  for  chemical  analysis, 
whose  report  concludes  Avith  the  folloAving  remarks  : 

"  It  is  manifest  from  the  preceding,  that  the  fatty  masses  consist 
chiefly  of  margarin  and  olein,  Avith  a  portion  of  stearin,  cholesterin, 
and  bile.  It  is  probable  that  the  green  colour  is  dependent  on  the 
last-named  substance,  though  from  the  fugitive  character  of  the  tint 
I  am  disposed  to  think  that  it  might  have  beenowliig  to  that  peculiar 
kind  of  refraction  Avhich  Professor  Stokes  has  nnmed  Jluorcscejice." 

Most  of  the  specimens  of  rice-Avater  discharge  after  examination 
were  set  aside  in  my  laboratory,  and  exposed  to  the  air  in  open 
vessels,  some  of  them  for  many  days ;  a  scum  of  A^ibriones  fonned 
on  the  surface  of  nearly  all,  and  most  of  the  samples  became  of 
a  light  pea  green  colour.  Although  thus  exposed,  and  persons 
Avere  constantly  engaged  in  the  laboratory,  no  ill  effects  resulted. 

In  one  fatal  case  of  cholera  a  portion  of  the  mucous  membrane  of 
the  duodenum  Avas  submitted  to  microscopical  examination.  Contrary 
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to  what  miglit  have  been  anticipated,  the  villi  Avere  found  to  be  coated 
witli  a  well-fonned  layer  of  cylinder  epithelium  ;  this  appears  to  show 
that  the  gi-anuhu*  corpuscles  contained  in  the  rice-water  evacuations 
proceed  principally,  if  not  entirely,  from  the  mucous  follicles.  No 
alteration  was  detected  in  the  villi  themselves  denuded  of  their 
epithelial  covering. 


Results  of  the  Microscopical  and  Chemical  Examination 
of  Seventy-two  Samples  of  the  Urine  of  Cholera 
Patients. 

As  the  details  of  the  various  observations  made  would  be  tedious, 
I  have  classified  the  principal  results  derived  from  the  examination  of 
the  different  urines  separately  in  each  case,  as  follows  : 

Thomas  Kichardson,  St.  Thomas'  Hospital. 

In  all,  twenty- nine  samples  of  this  urine  were  subjected  to  obser- 
vation and  examination,  commencing  from  October  15th,  this  being 
the  first  urine  passed  after  twenty-nine  hours'  suppression,  and  ending 
November  IHth. 

Albumen  was  ascertained  to  be  present  in  fourteen  samples,  viz.,  in 
those  passed  from  October  15th  to  October  28th  Inclusive,  traces 
only  being  found  in  the  urine  passed  on  the  last  date. 

Fibrinous  casts  of  the  renal  tubules  were  detected  In  ten  samples, 
from  October  15th  to  November  4th.  The  casts  discovered  in  the 
samples  of  October  27th  were  tinged  with  bile. 

Oxalate  of  lime  In  dumb-bell  crystals  was  also  present,  as  well  as  a 
few  octahedra  of  the  same  in  three  specimens,  those  of  October  15th 
and  16th  and  November  4th. 

Uric  acid  In  crystals  occurred  in  the  sample  of  October  19th,  and 
urates  in  those  of  October  15th  and  16th. 

Indigo  was  developed  in  eighteen  samples,  from  October  19th  to 
November  13th.  The  largest  quantity  found  was  in  those  of 
October  19th,  24th,  and  27th,  there  being  sufficient  on  these  to  form 
a  scum  of  deep  blue  over  the  surface  of  the  urine  plainly  visible  to 
the  naked  eye.  In  some  of  the  other  specimens  the  Indltro  formed 
only  a  thin  ring  of  blue  round  the  edge  of  the  fluid,  while°in  others 
the  quantity  was  less  considerable,  and  required  the  aid  of  the 
microscope  for  Its  detection.  The  blue  which  had  collected  on  the 
surface  of  the  sample  passed  October  19th  was  removed,  and  the 
urine  again  left  exposed  ;  In  a  few  days  a  second  pellicle  of  the  blue 
pigment  had  formed  on  the  surface  and  around  the  edge  of  the  vessel, 
descnbmg  a  bright  blue  ring  or  circle. 

Indigo  was  not  detected  in  the  samples  passed  on  certain  inter- 
mediate dates. 

The  sugar  fungus  was  found  in  five  of  the  specimens,  in  those 
passed  October  15th,  16th,  19th,  and  November  3d  and  4th. 
Monads  were  contained  in  ten  samples. 
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The  specific  qtavity  of  the  above  samples  of  urine  varied  from 
1004  to  lOil,  tlie  average  gravities  being  lOOG,  1007,  and  1009. 
The  sp.  gr.  of  three  of  the  five  urines  which  were  found  to  contaiu 
sugar  were  as  follows  :  October  19th,  1011;  November  3d,  1007; 
November  4th,  1009. 

The  reaction  of  most  of  these  urines  was  decidedly  acid  ;  in  seven 
of  the  otlier  samples  the  acidity  was  but  feeble ;  while  in  those  passed 
on  October  26th  and  27th,  and  November  1st,  2d,  4th,  and  6th,  it 
was  neutral. 

William  Stevens,  St.  Thomas'  Hospital. 

Fifteen  samples  of  the  urine  in  this  case  were  received  and 
examined,  viz.,  from  October  28tb  to  November  13th. 

Albuvien  was  found  in  six  samples,  those  from  October  28th  to 
November  4th,  after  which  it  disappeared. 

Fibrinous  casts,  none  were  seen  in  any  of  the  above  samples.  ^ 

Oxalate  of  lime  in  octahedral  crystals  was  seen  in  two  specimens 
in  large  amount,  in  that  of  November  Stii,  and  in  smaller  quantity  in 
that  of  November  10th.  The  sugar  fungus  being  present  in  one,  if 
not  both,  of  these  specimens. 

Uric  acid  in  crystals,  single  and  aggregated  into  stellfe,  were  pre- 
sent in  two  of  the  urines,  those  of  October  28th  and  31st,  and  urates 
in  globules  or  spherules  in  those  of  November  4th  and  9th.  * 

Indigo  was  developed  in  seven  of  the  specimens ;  in  those  passed 
from  October  28th  to  November  13th;  in  six  of  the  urines  the 
indio-o  formed  a  blue  rins:  round  the  edsre  of  the  vessel,  in  the  others 
the  microscope  was  necessary  for  its  detection. 

Indigo  was  not  found  in  the  samples  passed  on  certain  interme- 
diate dates. 

The  sugar  f  ungus  was  developed  in  seven  of  the  urines,  viz.,  from 
October  28th  to  November  8th. 

Monads  abounded  in  seven  samples. 

The  specific  graoity  ranged  from  1009  to  1019,  but  was  generally 
1011.  The  sp.  gr.  of  the  urines,  in  which  sugar  was  found,  was  as 
follows:  1010,  1011,  1009,  1012. 

The  reactions  of  the  samples  were  as  follow : — Ten  were  decidedly 
acid,  two  feebl}-  acid,  and  three  were  neutral. 

James  Madden,  St.  Thomas'  Hospital. 

Nine  samples  of  this  urine  altogether  were  examined,  the  first 
being  that  of  October  19th,  which  was  passed  after  twenty-four  hours' 
suppression;  and  the  last,  October  27th. 

Albumen  was  present  in  seven  specimens,  from  October  19th  to 
27th,  and  was  no  doubt  also  present  on  the  intermediate  and  some  of 
the  following  days. 

Fibrinous  casts  vfere  seen  in  three  of  the  urines — Oct.  19th,  22d, 
and  26th,  and  were  also,  no  doubt,  for  the  most  part  present  on  the 
intermediate  days. 
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Urates,  in  the  form  of  dumb-bell  crystals,  were  present  in  tAvo 
samiiles,  October  19th  and  23d ;  in  the  first  of  these  some  of  the  urate 
was  deposited  in  the  renal  casts. 

•  l7idir/o  appeared  in  eight  samples,  from  October  19th  to  27th.  The 
lai-gest  quantity  was  in  those  of  October  19th  and  20th,  in  which  it 
formed  a  perfect  scum  over  the  surface;  a  good  deal  of  the  pigment  was 
also  deposited  with  the  sediment.  In  the  remaining  specimens  the 
indigo  formed  a  ring  of  blue  round  the  edge  of  the  fluid,  plainly 
visible  to  the  naked  eye.  The  indigo  of  two  of  these  samples  was 
collected,  and  after  exposure,  the  urine  deposited  a  further  quantity 
of  indigo. 

The  sugar  fungus  was  not  observed  in  any  of  these  samples,  nor 
any  dumb-bell  crystals  of  oxalate  of  lime. 

The  specific  gravity  ranged  from  1010  to  1014,  the  usual  o-ravity 
being  1011  and  1012.  t=  ^ 

The  reaction  of  these  urines  was  more  or  less  acid,  with  the  ex- 
ception of  those  of  October  25th  and  26  th,  when  it  was-  neutral. 

This  patient  quitted  the  hospital,  October  28th,  apparently' well, 
although,  as  we  have  seen,  the  urine  had  not  entirely  ceased  to  be 
albuminous. 

Robert  Quarrell,  St.  Thomas'  Hospital. 

Two  samples  of  this  urine  were  examined,  passed  October  12th. 
Albumen  was  found  in  large  quantity  in  both  specimens. 
Fibrinous  casts,  in  great  numbers,  also  occurred  in  both. 
Dumb-bell  oxalate  of  lime,  in  fine  large  crystals,  was  found  in  the 
second  sample. 

Uric  acid  occurred  in  both,  and  was  very  abundant  in  the  second 
specmien,  while  urates  were  found  only  in  the  fi)'st  sample. 

Indigo  became  developed  in  both  the  urines,  more  particularly  in 
the  second;  but  at  first,  in  neither  case  was  the  quantity  laro-e  the 
microscope  being  required  for  its  detection.    In  the  second ''sample 
the  mdigo  was  deposited  partly  in  the  thallus  both  of  the  su^ar 
lungus  and  of  penicilium  glaucum.    Although  at  first  no  blue  visible 
to  the  naked  eye  was  developed  on  the  surface  of  either  of  the  urines 
yet  after  the  removal  of  the  scum  of  fungus  which  had  formed  over 
the  surface  of  the  second  sample,  and  on  well  agitating  the  urine  in 
the  course  of  a  few  days  a  dense  blue  scum  became  developed  all  over 
It.    Ihe  blue  colour  was  probably  not  developed  at  first,  in  conse- 
quence of  the  contact  of  the  air  with  the  surface  of  the  urine  being 
impeded  by  the  pellicle  of  fungus  which  had  grown  over  it 
sample  fructification,  appeared  in  the  second 

The  specific  gravity  of  the  sample  containing  the  sugar  was  1018 
Heaction  of  both  specimens  very  acid. 

James  Palmer,  St.  Thomas'  Hospital. 

Oc?o'bcr'3?'^^  """^^  ^^""^  examined,  which  was  passed 

Albumen  was  detected  in  this  urine. 
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Renal  casts,  a  few  only  were  seen. 

Oxalate  of  lime  in  dumb-bells  occurred,  also  a  few  large  octohedral 
crystals  of  the  same  salt. 

Indino  appeared  in  sufficient  quantity  to  form  a  thm  blue  scum  over 
the  surface  ;  this  was  collected  and  the  urine  again  exposed,  when 
after  some  days  a  thin  ring  of  pale  blue  formed  round  the  edge  of  the 

Specijic  gravitij,  1017.    Reaction,  decidedly  acid. 

John  Brandon,  St.  Thomas'  Hospital. 

Only  one  sample  of  urine  in  this  case  was  examined,  this  being 

passed  October  5th. 

Albuminous,  but  no  renal  casts  were  seen,  nor  was  any  indigo  de- 
posited. In  the  sediment  there  was  found  a  few  large  sporules,  which 
had  more  the  appearance  of  those  of  the  sugar  fungus  than  of  penici- 
lium  glaucum,  but  yet  were  scarcely  so  large  as  those  of  the  yeast 
plant. 

Uric  acid  was  rather  abundant. 

The  quantity  of  this  urine  obtained  was  too  small^  to  allow  of  its 
specific  gravity  being  taken.    Reaction,  decidedly  acid. 

From  St.  Thomas'  Hospital. 

This  specimen  of  urine  was  passed  October  5th. 
Albumen  was  present  in  small  quantity  only. 

Oxalate  of  lime  in  dumb-bells  was  deposited  in  very  large  amount. 
Urates  were  likewise  contained  in  this  urine. 
The  sugar  fungus  was  met  with  in  small  quantity. 
Specijic  gravity  1014.    Reaction,  decidedly  acid. 

From  St.  Thomas'  Hospital. 

This  sample  of  urine  was  passed  September  29th. 
Albumen  was  present  in  small  amount. 
Fibrinous  casts,  only  a  few  fragments  detected. 
Neither  Oxalate  of  lime,  sugar  fungus,  or  indigo,  were  developed  in 
this  instance. 

Urates  of  a  pink  colour  were  deposited  in  considerable  amount. 
Specijic  gravity  of  the  urine,  1024.    Reaction  very  acid. 

From  St.  Thomas'  Hospital. 

One  sample  only  of  this  urine  was  obtained. 

Albumen  was  found  in  large  quantity. 

Renal  casts  in  large  numbers  were  likewise  present. 

Oxalate  of  lime,  in  dumb-bell  crystals,  occurred  in  considerable 

quantity.  _ 

Indigo  appeared  on  the  surface,  forming  a  dense  reddish  blue  scum 
all  over,  which  was  collected;  some  also  was  deposited  at  the  bottom  of 
the  glass.  After  the  removal  of  the  pellicle  first  formed,  and  further 
exposure  of  the  urine  a  second  thin  blue  scum  was  developed  on  the 
surface. 
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The  spec'ific  gravity  of  the  urine  was  1016. 

The  reaction,  as  evidenced  by  the  growth  of  fungus,  was  acid. 

From  St.  Thomas'  Hospital. 

The  sample  of  urine  examined  in  tliis  case  was  passed  October  7th. 
Albumen  occurred  in  this  ux-ine. 

Uric  acid  in  tablets,  and  also  in  long  straight  threads,  made  up  of 
aggregations  of  small  crystals  of  the  same  form,  occurred  in  large 
quantity.  It  was  particularly  observed  that  the  threads  of  crystals 
were  formed  independent  of  fibres  or  nuclei. 

Indigo  was  formed  in  small  quantity,  which  was  visible  to  the 
naked  eye,  and  many  pieces  and  fragments  of  it  were  discovered  by 
means  of  the  microscope. 

Bile  in  small  quantity  was  also  present  in  this  specimen,  as  shown 
by  the  manner  in  which  the  epithelial  cells  were  coloured  or  stained 
with  that  substance. 

Mo7iads  occurred  in  large  numbers. 

The  specific  gravity  was  1010.    Reaction  decidedly  acid. 

From  St.  Thomas'  Hospital. 

This  sample  of  urine  was  passed  October  5th. 

Albumen  was  found  in  large  quantity. 

Renal  casts,  a  great  number  were  seen. 

Oxalate  of  lime  in  dumb-bells,  and  octohedra  a  good  deal. 

Indigo,  a  few  fragments  only  discovered  with  the  microscope  ;  some 
of  the  indigo  had  also  become  deposited  in  the  threads  of  penicilium 
glaucum. 

The  sugar  fungus  in  perfect  fructification  was  rather  abundant. 
Specific  gravity,  1017.    Reaction  very  acid. 

Chaeles  Barber. 

The  specimen  of  this  urine  examined  was  passed  October  3d. 
Albumen  was  present  in  this  sample  in  large  quantity. 
Renal  casts  were  discovered  also,  but  not  many. 
Oxalate  of  lime  in  dumb-bells  occurred,  but  the  number  of  crystals 
was  but  small. 

A  small  quantity  of  the  sugar  fungus  was  likewise  deveh)ped. 

Indigo  was  deposited  in  sufficient  amount  to  form  a  blue  scum  over 
the  whole  surface  of  the  urine ;  this  was  removed,  and  the  urine  agam 
left  exposed  to  the  air ;  in  a  few  days  a  second  deposit  of  blue  took 
place,  forming  a  thin  ring  round  the  edge  of  the  vessel ;  a  great  many 
fragments  of  the  same  were  likewise  discovered  with  the  microscope. 

The  specific  gravity  was  1012.    Reaction  very  acid. 

Thomas  Bates. 

This  sample  of  urine  was  passed  forty-eight  hours  after  collapse. 
Albumen  was  present  in  rather  large  amount. 
Renal  casts  abounded  in  this  specimen. 
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Oxalate  of  lime,  cliiefly  in  dumb-bells,  was  deposited  in  large  quan- 
tity, some  of  the  crystals  being  formed  in  the  casts  of  the  renal 
tubules. 

Uric  acid  was  present  in  considerable  amount,  as  also  much  urate ;  a 
good  deal  of  the  latter  was  deposited  in  the  fibrinous  casts,  and  in  the 
epethelial  scales  which  were  contained  in  the  urine.    Fig.  27. 

Indigo  did  not  appear  in  this  urine. 

Specific  (jravitij,  1018.    Reaction,  acid. 

From  Charing  Cross  Hospital. 

The  first  sample  was  passed  October  4th. 
Albumen  was  found  in  rather  large  quantity. 
Renal  casts  were  seen  in  great  numbers. 

Oxalate  of  lime  in  dumb-bells  occurred  very  abundantly,  as  well 
as  many  octohedral  crystals  of  the  same. 

Urates  also  were  met  with,  some  of  which  were  deposited  in  the 
renal  casts. 

Indigo  appeared,  forming  a  reddish  blue  scum  over  the  whole 
surface. 

Patrick  Eeilly,  St.  Bartholomew's  Hospital. 

Two  samples  of  this  urine  were  examined,  being  the  first  two 
passed  on  the  subsidence  of  collapse. 
Albumen  was  present  in  both  urines. 
Renal  casts  also  in  both,  but  not  in  large  number. 
Uric  acid  was  found  in  the  first  urine  passed. 

Oxalate  of  lime,  in  the  form  of  octohedral  crystals,  was  discovered 
in  the  second  sample. 

The  sugar  fungus  likewise  occurred  in  the  second  sample. 

Indigo  was  developed  in  both  samples,  but  in  largest  amount  in 
that  first  passed,  in  which  it  formed  a  decided  blue  scum  all  over  the 
surface.  In  the  second  specimen  the  indigo  at  first  only  formed  a 
well-defined  border  round  the  edge  of  the  glass,  but  after  agitation, 
in  the  course  of  a  few  days  a  slaty-blue  scum  appeared  over  the  whole 
surface  of  the  liquid. 

Monads  in  large  numbers  appeared  in  both  urines. 

The  specific  gravity  of  the  two  samples  was  1014  and  1015. 

The  reaction  of  both  decidedly  acid. 

 Fitzgerald,  St.  Bartholomew's  Hospital 

Two  samples  of  the  urine  in  this  case  wei*e  examined. 
Albumen  was  found  in  both  the  specimens. 

Renal  casts  occurred  in  both,  and  in  very  large  numbers  in  that 
passed  October  4th. 

Oxalate  of  lime  in  dumb-bells  was  deposited  in  the  sample  of 
October  4th. 

Uric  acid  in  tubular  crystals  Avas  found  in  both  specimens,  toge- 
ther with  much  urate. 

Indigo  was  not  formed  in  cither  of  the  urines.. 
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The  svgar  fungus  was  seen  in  only  one  of  the  samples,  viz.,  that 
passed  October  5th. 

The  specific  gravity  of  the  nriues  was  1017  and  1018. 
The  reaction  of  both  decidedly  acid. 

From  St.  Bartholomew's  Hospital. 

A  drachm  only  of  each  of  the  two  following  samples  of  urine  was 
forwarded  for  examination : 

Albumen  was  detected  in  both  samples. 

Fibrinous  casts  of  the  renal  tubules  were  likewise  present  in  both 
the  urines. 

Oxalate  of  lime  in  dumb-bell  crystals  occurred  in  the  two  spe- 
cimens. 

The  S2igar  fungus  likewise  became  developed  in  both  and  at- 
tained its  perfect  fructification,  particularly  in  the  second  sample, 
the  fungus  forming  a  perfect  scum  over  the  entire  surface  of  the 
urine  as  it  was  exposed  to  the  air  in  a  test-tube. 

Ellen  Godfrey. 

This  was  said  to  be  the  first  urine  passed  on  recovery  from  the 
attack. 

Albumen  was  found  in  large  quantity. 
Renal  casts  were  not  observed. 

Dumb-bell  crystals  of  oxalate  of  lime  occurred  in  rather  large 
number. 

Uric  acid  in  crystals  a  few,  as  well  as  much  granular  urate. 
^  Indigo  appeared  in  small  amount  only,  the  microscope  being  requi- 
site foi- its  discovery.    Some  of  the  blue  pigment  Avas  deposited  in 
the  epithelial  scales  contained  in  the  lu'ine. 

The  quantity  of  urine  sent  was  too  small  to  allow  of  its  specific 
gravity  being  ascertained.    Its  reaction  was  neutral. 


It  is  obvious  that  there  is  much  in  the  above  results  of  the  ex- 
amination of  the  urine  of  cholera  of  interest  and  importance. 

^  The  first  particular  of  importance  relates  to  the  albuminous  con- 
dition of  the  urine.  That  the  urine  in  cholera  is  frequently  albu- 
minous has  long  been  known ;  but  it  now  appears  that  it  is  almost 
constantly  so,  and  that  this  condition  of  the  urine  persists  for  a  con- 
sid^srable  period  after  the  attack  has  passed  away,  facts  particularly 
worthy  of  notice.  I  have  not  met  with  a  single  undoubted  instance 
of  the  absence  of  albumen  from  the  early  samples  of  urine  passed  in 
cases  of  cholera;  while  in  one  or  two  of  the  cases  here  recorded  the 
patients  were  actually  dismissed  from  the  hospital  as  well,  and 
apparently  they  were  so,  although  the  urine  still  continued  to  be 
albuminous. 

The  next  particular  for  consideration  is  the  occurrence  in  the 
urine  of  fibrinous  casts  of  the  renal  tubules.  These  are  almost  in- 
variably present  in  the  early  samples  of  urine  passed  on  recovery 
from  the  attack  of  cholera,  and  sometimes  they  are  to  be  detected  for 
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a  considerable  time,  occasionally  not  altogether  disappearing  until 
after  the  urine  has  ceased  to  be  distinctly  albuminous.  The  urine  of 
cholera  presents  the  best  and  most  perfect  examples  of  this  form  of 
renal  casts  which  I  have  ever  met  with,  the  casts  being  so  avcU  de- 
fined, abundant,  and  often  containing  imbedded  in  their  substance 
different  forms  of  urinary  deposits,  as  urates,  dumb-bell  crystals  of 
oxalate  of  lime,  &c.    Fig.  27. 

Not  unfrequently  the  casts  are  shaded  of  a  dark  colour,  in  conse- 
quence of  the  quantity  of  urate  imbedded  in  them.  Very  commonly, 
also,  dumb-bell  crystals  of  oxalate  of  lime  are  met  with  similarly 
imbedded,  a  fact  which  shows  that  this  salt  crystallizes  in  these  cases 
immediately  after  the  urine  is  secreted,  and  while  within  the  renal 
tubules.  Nearly  the  whole  of  these  particulars  are  shown  in  the 
figure  above  referred  to. 

Another  important  particular  is  the  occurrence  of  deposits  in  the 
early  samples  of  cholera  urine  voided.  These  are  noticed  especially 
in  the  first  two  or  three  samples  passed.  They  consist  of  uric  acid, 
urates,  and  particularly  dumb-bell  crystals  of  oxalate  of  lime. 

That  the  oxalate  of  lime  should  be  deposited  so  commonly  in 
the  form  of  dumb-bells,  and  not  in  the  usual  octohedral  ci-ystals,  is  a 
remarkable  fact,  and  one  which  seems  to  show  that  a  very  essential 
distinction  exists  between  these  two  crystalline  fonns  of  what  is 
usually  considered  to  be  the  same  salt. 

After  the  urines  have  been  kept  for  some  days  numerous  changes 
are  observed  to  occur  in  them.  The  quantity  of  deposits,  especially 
those  of  uric  acid,  urates,  and  oxalate  of  lime,  often  becomes  increased, 
the  urines  become  turbid,  alter  in  colour,  fungi  are  gradually  deve- 
loped in  them,  and  lastly,  iu  many  instances,  a  scum  or  pellicle  of 
pigment  of  a  blue  colour,  more  or  less  marked,  forms  upon  their 
surface. 

The  formation  of  a  blue  pigmentary  substance  on  the  urine  in 
cases  of  cholera  has  been  before  noticed,  and  principally  by  Heller. 
That  observer  bestowed  upon  it  the  name  of  Uroglauciu,  and  consi- 
dered it  to  be  a  modification  of  urine  pigment. 

I  have  elsewhere  shown  that  indigo  is  of  frequent  occurrence  in 
human  urine,*  and  in  the  communication  referred  to  I  advanced  cer- 
tain reasons  to  prove  that  the  uroglavfcin  of  Heller  is  really  indigo. 
Of  this  fact  no  doubt  now  whatever  remains,  as  I  have  succeeded  in 
obtaining  from  several  of  the  samples  of  blue  pigment  procured  from 
cholera  urines  all  the  reactions  so  well  marked  which  characterize 
indigo.  This  may  be  considered  to  be  an  important  result,  and  I  am 
now  fully  convinced  that  only  one  blue  pigmentary  substance  is 
ever  formed  naturally  in  the  urine,  and  that  this  is  in  all  cases 
indigo;  the  uroglaucin  of  Heller  and  the  cyanourin  of  Schcrer  being 
merely  impure  states  or  conditions  of  indigo. 

It  will  be  observed,  that  the  yeast-plant  or  sugar  fungus  was  met 
with  in  different  samples  of  the  urine  in  nearly  every  case.  This  is 
another  very  interesting  fact  in  connexion  with  the  urine  of  cholera. 


•  "  On  the  frequent  occurrence  of  indigo  in  human  urine,  and  on  its  chemical,  physio- 
logical, and  pathological  relations."— 7ra7Jsac<jo/w  of  the  Royal  Society,  1854,  p.  297. 
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Of  the  value  of  this  fungoid  test  for  sugar  I  have  elsewhere  adduced 
evidence,*  but  additional  proof  is  now  furnished  of  its  great  utility. 
The  yeast-plant  was  met  Avith  in  different  stages  of  growth  in  at  least 
fourteen  samples,  while  evidences  of  its  existence  were  observed  in 
several  other  specimens.  The  specific  gravity  of  the  urines  in  which 
it  was  actually  detected  ranged  from  1007  to  1018,  the  average  gravi- 
ties being  1009  and  1011;  by  no  other  single  and  direct  test  could  sugar, 
when  present  in  urine  in  amount  comparatively  so  small,  be  detected. 
In  all  probability  sugar  was  present  in  some  of  the  other  samples 
of  urine,  in  which  the  sugar  fungus  had  not  become  developed. 
Some  of  these  specimens  were  either  neutral  or  alkaline,  and  as  it  is 
essential  for  the  growth  of  this  fungus  that  they  should  have  an  acid 
reaction,  the  fungus  therefore  did  not  make  its  appearance  in  these 
samples. 

No  organic  production  was  present  in  any  of  the  urines  av hen  first 
passed,  neither  was  any  subsequently  developed  in  them  which  could 
be  supposed  to  be  associated  in  any  Avay  with  cholei'a. 


Report  stating  the  Results  of  the  Microscopical  Examina- 
tion of  numerous  Specimens  of  Blood  obtained  from 
the  Bodies  of  Persons  who  had  died  of  Cholera. 

In  all,  eighteen  specimens  of  blood  were  subjected  to  microscopical 
observation. 

These  specimens  were  in  all  cases  examined  a  few  hours  after  death, 
and  in  some  instances  almost  immediately  after  dissolution. 

The  results  of  the  observations  made  may  be  thus  briefly  stated  : — 

First, — That  in  none  of  the  specimens  were  any  organic  productions 
present,  animalculaj  or  fungi,  either  living  or  dead. 

Second, — That  in  those  specimens  Avhich  were  examined  very  shortly 
after  death,  the  blood  presented  its  usual  structural  characters  and 
peculiarities.  The  red  and  white  corpuscles  were  of  the  usual  form 
and  size,  and  presented  their  ordinary  appearances.  Occasionally,  the 
red  corpuscles  were  seen  to  be  aggregated  into  the  well-known  piles, 
or  rolls,  Avhile  the  white  corpuscles  were  sometimes  free  and  some- 
times aggregated,  and  entangled  in  meshes  of  fibrin.  This  last 
appearance  Avas  presented  when  the  blood  had  become  coagulated,  and 
was  attributable  to  the  separation  of  the  fibrin  and  Avhite  corpuscles 
from  the  red  corpuscles.  The  same  separation  occurs  in  blood  after 
death  from  other  causes  than  cholera. 

Third, — Tiiat  in  some  of  those  specimens  of  blood  Avhich  were  not 
examined  until  some  hours  after  death,  changes  Avere  observed  to  have 
taken  place  in  both  the  red  and  Avhite  corpuscles.  The  red  corpuscles 
had  become  smaller,  of  unequal  size,  more  globular,  and  some  of  them 
appeared  as  though  they  had  been  in  some  degree  melted  down  and 


*  "  On  the  development  of  torulfE  in  the  urine,  and  on  the  relation  of  these  funm 
albuminous  and  saccharine  uvme"—Medico-chiriirijiccil  TnmsncUons,  vol.  xxxvi.  1853. 
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dissolved  away.  The  white  corpuscles,  at  the  same  time,  were  not  so 
uniform  in  size,  and  were  less  granular  than  natural,  and  there  was 
frequently  visible  in  them  one  or  two  sliining  droplets  of  fatty  matter, 
a  considerable  number  of  free  oil  globules  and  a  few  fibrinous  granules 
were  likewise  seen  floating  in  the  serum.  These  changes  in  the  con- 
dition of  the  red  and  white  corpuscles  were  entirely  the  result  of 
incipient  decomposition,  and  they  Avere  not  observed  in  the  very 
recent  specimens  of  the  blood,  with  the  exception  of  a  few  molecules, 
and  an  occasional  spherule  of  oily  matter  suspended  in  the  serum. 

Of  the  specimens  of  blood  examined,  some  were  obtained  from  the 
median  cephaUc  vein,  others  from  the  larger  internal  blood  v  essels, 
and  some  from  the  cavities  of  the  heart  itself.  Fibrinous  clots  or 
coagula  were  not  unfrequently  met  with  in  the  latter  situation.  These 
exhibited  under  the  microscope  all  the  usual  chai-acters  of  ordinary 
fibrinous  clots,  and  consisted  of  fibrilte  of  fibrin  intennixed  with 
granular  matter  and  the  white  corpuscles  of  the  blood. 

The  genei-al  result  or  conclusion  to  be  deduced  from  these  exami- 
nations is,  that  the  blood,  in  cases  of  death  from  cholera,  does  not 
present  any  peculiarities  discoverable  by  means  of  the  microscope,  its 
structure  being  uninjured,  and  it  being  entirely  free  from  parasitic 
developments  of  every  kind. 

These  observations  appear  sufficient  to  disprove  two  theories  which 
have  been  entertained  with  respect  to  the  condition  of  the  blood  as 
a  cause  of  cholera.  Thus  it  has  been  alleged  that  the  symptoms  of 
cholera  were  referable  to  a  disintegration  or  breaking  down  of  the 
blood  corpuscles,  and  this  is  one  of  the  theories ;  while  the  other 
theory  supposes  that  cholera  arises  from  the  presence  of  some  para- 
sitic production  developed  in  the  blood  itself,  either  an  animalcule  or 
a  fungus. 

-  It  is  of  consequence  that  these  theories,  inasmuch  as  they  are  in- 
correct, should  be  disproved,  since  the  treatment  of  cholera*^  has  not 
unfrequently  been  based  upon  the  assumption  that  one  or  other  of 
the  theories  referred  to  was  founded  on  fact.  In  proof  of  this  remark, 
the  circumstance  of  the  treatment  of  cholera  by  sidphur  with  the 
view  of  destroying  any  fungus  or  animalcule  which  might  be  present 
in  the  blood,  may  be  adduced. 


Report  stating  the  Results  of  the  Microscopical  Examina- 
tion of  the  Skin  and  Clothes  of  Cholera  Patients. 

So  many  cases  having  been  reported  from  time  to  time  of  nurses 
who  had  been  engaged  in  washing  the  clothes  of  cholera  patients 
becoming  themselves  the  subjects  of  cholera,  it  was  of  importance  to 
determine  whether  the  presence  of  any  l)ody  or  substance  could  be 
discovered  in  the  clothes  worn  during  cholera  which  could  explain  the 
communication  of  the  disease. 

AVith  this  view  the  following  examinations  were  made  : 
Portions  of  the  epidermis  or  skin  of  six  persons  who  had  died  of 
cholera  were  submitted  to  the  microscope,  as  well  as  twelve  pieces  of 
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the  clothes  worn  by  cholera-patients  at  the  time  of  decease ;  some 
of  these  being  selected  in  consequence  of  their  being  stained  with  the 
rice-water  evacuations. 

Nothing  of  importance  was  discovered  from  the  examination  of  the 
six  portions  of  epidermis,  neither  animalcules  as  vibriones,  or  sporules 
or  threads  of  fungi  were  present  in  any  case. 

The  pieces  of  clothes  were  carefully  Avashed  in  a  little  distilled 
water,  and  the  water  itself,  as  Avell  as  any  sediment  Avhich  subsided 
from  it  after  it  had  stood  for  some  time,  were  examined  microsco- 
pically. 

In  some  cases  no  solid  matter  of  any  kind  was  to  be  detected.  In 
other  instances  vibriones  abounded,  and  were  alive  and  in  active 
motion.  The  presence  of  vibriones  was  sufficiently  explained  by  the 
fact,  that  the  portions  of  clothes  in  these  cases  were  stained  with  the 
rice-water  discharge,  which  I  have  shown  in  a  former  report  invari- 
ably swarms  with  living  vibriones. 

In  two  instances,  (and  particularly  in  one  case,)  in  addition  to  the 
vibriones,  sporules,  some  of  which  were  germinating,  of  a  species  of 
fungus,  were  observed.  Lastly,  in  some  instances,  epithelial  scales, 
derived  from  the  breaking  down  of  the  epidermis,  were  noticed,  as  also 
fragments  of  muscular  fibre  and  vegetable  tissue,  starchy  matter, 
corpuscles  of  wheat,  together  Avith  bright  blue  particles,  probably 
indigo.  The  starch  and  blue  discovered  was  no  doubt  a  portion  of 
that  used  in  the  starching  and  blueing  of  the  clothes  examined,  Avhile 
the  fragments  of  striped  muscular  fibre  proceeded  from  the  remnants 
of  food  contained  in  the  rice-water  discharge. 

The  only  organic  productions  met  with  in  the  examination  of  the 
several  pieces  of  linen  to  which  any  degree  of  suspicion  is  attached 
are  the  vibriones,  npon  which  I  have  already  remarked  in  the  report 
containing  the  results  of  observations  on  the  rice-water  evacuations 
of  cholera. 

If  these  vibriones  possess  any  influence  in  the  production  of  cholera, 
or  if  the  rice-water  discharges  contain  any  substance  or  principle 
capable  of  producing  that  disease,  Ave  can  readily  understand  how  the 
washing  of  the  clothes  might,  in  some  cases,  give  rise  to  cholera  in 
those  engaged  in  Avashing  them. 


Report  embracing  certain  Facts  relating  to  tlie  Diffusion 
of  Animalcules  and  Fungi  through  the  Medium  of  the 
Atmosphere,  with  Remarks  concerning  the  Relation  of 
such  Diffusion  with  the  Origin  and  Propagation  of 
Cholera. 

The  reproduction  of  all  the  smaller  and  parasitical  sjiecies  of  fungi 
is  aerial :  that  is,  they  are  propagated  in  contact  Avith  the  air,  and 
the  germs  or  sporules  are  so  exceedingly  small,  and  are  of  such 
extreme  lightness,  that  thoy  are  readily  and  rapidily  diflfused  through- 
out the  atmosphere  on  the  slightest  agitation  or  disturbance;  the 
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atmosphere  constitutes,  in  fiict,  the  natural  and  ordinary  means  by 
which  the  sporules  of  this  class  of  productions  are  diffused,  and  the 
propagation  of  the  species  ensured. 

In  the  mere  fact  of  the  presence  in  the  atmosphere  of  the  sporules 
of  different  fungi  there  is  nothing  very  remarkable,  and  in  establishing 
the  fact  of  such  presence  no  connexion  whatever  is  proved  to  exist 
between  these  fungi  and  cholera ;  indeed,  the  direct  results  of  all  the 
observations  which  have  been  made  by  means  of  the  microscope  into 
the  condition  of  the  solids  and  fluids  of  the  body  in  cholera  is  wholly 
opposed  to  the  notion  that  the  development  of  fungi  has  anything  to 
do  with  the  disease. 

It  is  not  only  sporules  of  fungi  which  are  conveyed  about  in  the 
atmosphere,  but  many  other  bodies  of  great  minuteness  and  trifling 
weight,  as  for  example,  fibres  of  wool,  the  starch  corpuscles  of 
Avheat  and  other  plants ;  and  so  commonly  are  these  contained  in  the 
atmosphere,  that  if  any  fluid  be  exposed  to  it  for  two  or  three  days, 
these  substances  will  very  frequently  be  found  in  it  on  examination 
with  the  microscope. 

From  the  fact  that  the  sporules  of  fungi  have  been  obtamed  from 
the  emanations  of  sewers  it  has  been  concluded  that  these  sporules 
were  generated  in  the  organic  matters  contained  in  them,  and  that 
they  afterwards  became  liberated  and  set  free  into  the  air  This  is, 
no  doubt,  the  case  in  some  instances ;  but  what  I  now  desire  to  point 
out  is,  that  the  sporules  of  fungi  thoroughly  immersed  in  fluid  cannot 
be  conveyed  into  the  atmosphere  by  the  mere  evaporation  of  the  fluid 
holding  them ;  thus,  when  the  contents  of  the  sewer  are  fluid  and 
in  motion,  no  diffusion  of  the  sporules  can  take  place;  should  any 
sporules,  however,  float  on  the  surface  of  the  liquid,  a  few  of  these 
might  become  diffused  in  the  air,  carried  up  by  the  vapour  resulting 
from  evaporation.  The  accuracy  of  this  statement  was  proved  as 
follows : — 

A  sample  of  urine  containing  myriads  of  sporules  of  the  well-known 
fungus  Penicilium  glaucum  was  subjected  to  slow  evaporation  or 
distillation.  The  urine  before  distillation  was  deeply  coloured  and 
turbid  from  the  quantity  of  fungus  present,  while  the  distilled  liquid 
was  as  clear  and  as  bright  as  water ;  and  on  examination  of  it  with 
the  microscope  a  very  few  sporules  of  the  fungus  were  met  with  only 
after  careful  scrutiny.  It  was  apparent  to  the  eye  alone  that  the 
great  bulk  of  the  sporules  had  been  left  behind.  The  very  few  which 
passed  over  were  those  which  rested  only  on  the  surface  of  the  urine, 
and  which  had  not  been  fairly  immersed  in  it. 

The  sporules  of  some  species  of  fungi  at  a  certain  stage  of  their 
growth  repel  water  and  other  fluids,  so  that  although  they  may  I'est 
upon  it  they  do  not  imbibe  it,  and  are  really  aeriel,  resting  only  on 
the  surface. 

We  will  next  bestow  a  few  observations  upon  vibriones. 

First.  Vibriones  are  developed  and  are  to  be  found  in  nearly  all 
animal  and  vegetable  infusions  which  are  not  too  acid  (including 
impure  watei*)  at  all  seasons,  and  are  not  peculiar  to  a  period  of 
cholera.  This  one  fact  is  in  itself  almost  suflRcient  to  prove  that  there 
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is^  no  very  close  or  essential  connexion  between  vibriones  and  cholera. 
Nevertheless,  the  invariable  presence  of  vibriones  in  the  rice-water 
discharges  of  cholera,  even  while  retained  in  the  system,  occasions 
considerable  interest  to  be  attached  to  these  animalcules  in  relation 
to  cholera.  Although  not  the  cause,  they  may  still  possibly  possess 
some  influence  in  explaining  and  ap:gravating  the  symptoms. 

IN'ext,  as  to  the  diffusion  of  vibriones  through  the  medium  of  the 
atmosphere. 

Vibriones  are  true  aquatic  productions,  unlike  fungi,  which  are 
for  the  most  part  aerial,  fluids  being  the  media  in  which,  as  far  as 
I  am  aware,  they  are  always  developed,  and  to  which  they  are  usually 
confined ;  neither  can  they  escape  from  those  fluids  and  become 
carried  into  the  atmosphere  through  the  evaporation  of  the  liquids  in 
which  they  are  present.  Their  incapability  of  being  conveyed  into 
the  atmosphere  in  this  way  Avas  shown  by  carefully  distilling  at  a 
low  temperature  a  portion  of  rice-water  discharge  which  absolutely 
teemed  with  vibriones,  and  which  was  opake  from  the  numbers  pre- 
sent in  it.  The  fluid  distilled  off  was  as  clear  and  transparent  as 
Avater,  and  no  vibriones  were  discovered  in  it  on  the  strictest  scrutiny 
with  the  microscope  ;  it  follows,  therefore,  that  if  vibriones  are  really 
ever  present  in  the  atmosphere  they  are  actually  developed  in  it,  and 
since  they  require  moisture  for  their  development,  it  must  be  in  some 
humid  condition  of  the  atmosphere  that  they  are  thus  generated. 

J  urther,  the  presence  of  vibriones  in  the  atmosphere  implies  also 
the  presence  of  some  nltrogenized  substance  capable  of  affordin^r 
nutriment  for  their  support.  ° 
It  is,  therefore,  extremely  desirable  that  the  fact  shoidd  be  asccr- 
tamed  beyond  the  possibility  of  dispute  whether  vibriones  ever 
float  freely  m  the  atmosphere,  and,  if  so,  whether  their  presence  is 
confined  to  the  period  of  the  prevalence  of  cholera. 

Vibriones  are  so  abundantly  diffused  throughout  a  great  variety 
of  fluids,  and  they  are  generated  with  such  extreme  rapidity  and  in 
such.mcalcuiable  numbers,  that  the  greatest  care  is  requisite  iu 
makmg  observations  of  this  nature. 

I  will  now  state  the  results  of  an  experiment  made  for  the  purpose 
of  determmuig  whether  anything  could  be  detected  in  the  breath  of 
persons  attacked  with  cholera. 

With  this  view  a  Wolfe's  apparatus  was  carefully  prepared  and 
charged  with  recently  distilled  water.  Into  this  several  patients 
labourmg  under  cholera  were  made  to  breathe  repeatedly  for  two 
or  three  days  at  the  end  of  which  time  the  water  was  observed  to 
be  slightly  dulled,  and  m  it,  after  it  had  been  allowed  to  stand  at  rest 
m  a  conical  glass  for  some  hours,  numerous  sporules  of  funo-i  and 
vibriones  were  seen,  (the  vibriones  for  the  most  part  being  developed 
around  fibres  of  cotton,  of  which  many  were  present,)  a  few  monads 
and  starch  coipnscles  of  wheat. 

On  subjecting  another  portion  of  the  same  distilled  water,  and 
which  had  not  been  previously  used  in  any  way,  to  examination, 
sporules  of  the  same  fungus,  and  the  same  species  of  vibrio  and 
monad  were  met  with,  although  not  in  nearly  such  large  numbera' 
as  m  the  water  which  had  been  breathed  through  by  cholera  patients  : 
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fibres  of  cotton  were  also  present,  as  well  as  starch  corpuscles,  but 
the  number  of  these  was  likewise  less. 

No  production,  therefore,  was  present  in  the  water  through  which 
several  patients  suffering  from  cholera  had  been  made  to  respire 
repeatedly  for  a  period  of  three  days,  which  was  not  originally  con- 
tained in  the  water  used  for  the  experiment.  The  only  apparent 
effect  of  the  respiration  was  to  hasten  and  increase  the  development 
of  the  organic  matters  which  were  at  first  contained  in  the  water.  ^ 

One  other  experiment,  which  was  made  with  the  hope  of  tlu-owmg 
further  light  upon  the  subject,  may  here  be  related.  Some  water 
obtained  from  the  artesian  well  in  Piccadilly  was  submitted  to  dis- 
tUlation  in  vessels  which  had  previously  been  prepared  for  the 
purpose,  and  which  had  been  well  washed  with  concentrated 
sulphuric  acid,  to  destroy  any  trace  of  organic  impurity  which 
might  accidentally  have  been  present. 

With  the  distilled  water  thus  obtained,  Avhich  was  of  very  unusual 
purity,  a  Wolfe's  apparatus,  cleansed  with  the  same  precautions,  was 
charged.  Into  this,  I  myself  breathed  from  time  to  time,  for  the 
space  of  three  days ;  on  the  second  day  the  water  was  observed  to 
have  become  somewhat  dull,  and  on  tbe  third  day  it  was  opalescent ; 
examined  with  the  microscope,  it  was  found  to  abound  in  large  and 
active  animalcules,  apparently  belonging  to  the  genus  Paramesium ; 
no  sporules  of  fungi  or  vibriones  were  noticed. 

The  presence  of  these  animalcules  in  such  large  numbers  can  only 
be  accounted  for  by  supposing  that  a  portion  of  saliva  containing 
animal  matter  had  made  its  way,  together  with  the  air,  down  the 
glass  tube  which  passed  into  the  water,  and  that  this  had  formed 
the  material  or  pabulum  out  of  which  the  animalcules  had  become 
developed  ;  but  from  what  source  the  germs  of  the  animalcules  pro- 
ceeded it  is  impossible  to  state. 

The  above  observations  on  the  conveyance  of  organic  productions 
by  means  of  the  atmosphere  in  connexion  with  cholera  are  obviously 
very  incomplete,  but  at  the  same  time  they  may  fvirnish  some  few 
hints  for  conducting  at  a  future  period  similar  experiments  and 
observations  on  a  more  extended  scale. 

The  general  result  of  these  observations,  so  far  as  they  go,  is  to 
prove  that  the  breath  of  patients  labouring  under  cholera  does  not 
contain  any  organic  production  which  can  account  for  either  the 
origin  or  propagation  of  cholera. 


Concluding  Observations. 

The  microscopical  investigations  instituted  by  me  have  embraced 
the  Rice-water  discharges  of  Cholera,  the  Blood,  the  Urine,  the  Epi- 
dermis or  Skin,  the  Clothes  of  cholera  patients,  as  well  as  the  Water 
drank  and  the  Air  respired. 

The  one  great  result  of  these  investigations  is  to  show  that  neither 
in  the  blood  or  urine,  or  on  the  skin  or  clothes,  or  in  the  water  drank, 
or  in  the  air  respired,  are  any  organic  productions,  either  animalcula? 
or  fungi,  present,  to  which  the  origin  or  propagation  of  cholera  could 
be  attributed. 
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_  The  only  fluid  examined  which  was  found  uniformly  to  contain 
living  organic  productions  was  the  rice-water  discharge,  which  even 
while  enclosed  in  the  small  intestines  swarmed  with  vibriones. 

The  presence  of  these  Yibriones  exhibits  at  least  a  remarkable 
proneness  of  the  contents  of  the  small  intestines  to  undergo  rapid 
decomposition. 

In  addition  to  the  fluids  and  articles  enumerated  above,  submitted 
to  raicroscopical  observation,  I  should  mention  that  I  examined 
portions  of  the  livers  and  kidneys  of  two  persons  Avho  had  died  of 
cholera,  ;the  mucous  membrane  of  the  bronchial  tubes,  the  bile,  and 
the  contents  of  the  bladder  each  in  one  case.  The  results  were  as 
follow : 

One  of  the  portions  of  liver  was  light-coloured  and  fatty-looking, 
Avhile  the  other  was  red  and  dark-(^oloured  ;  a  few  oil  globules  were 
found  in  some  of  the  hepatic  cells  in  both  cases,  but  in  larger  propor- 
tion in  the  light-coloured  piece  than  in  the  other;  but  neither  of  the 
livers  could  be  said  to  be  in  a  state  of  marked  fatty  degeneration,  and 
by  far  the  greater  number  of  the  secreting  cells  of  these  livers  were 
in  a  state  of  integrity. 

The  gall-bladder  of  one  of  the  livers  was  half  filled  with  bile  of  a 
deep  green  colour,  and  having  the  consistence  of  treacle;  this 
exammed  under  the  microscope  was  seen  to  abound  in  plates  of 
cholesterine. 

The  microscopical  examination  of  the  kidneys  did  not  furnish  any 
particular  result. 

^  The  epithelium  contained  in  the  inucus  of  the  bronchial  tubes  was 
in  a  state^  of  apparent  integrity,  but  the  fluid  part  of  the  mucus 
abounded  m  vibnones  ;  the  presence  of  these  was,  no  doubt,  due  to 
incipient  decomposition,  although  this  decomposition  was  not  appre- 
ciable either  by  the  appearance  presented  by  the  mucous  membrane 
or  by  Its  smell.  There  were  also  observed  a  considerable  number  of 
oil  globules  of  all  sizes,  and  large  round  corpuscular-looking  bodies, 
perfectly  free  from  granulation,  and  resembling  closely  the  vesicular 
corpuscles  of  the  white  substance  of  the  brain. 

The  bladder  examined  was  exceedingly  small  and  contracted,  and 
on  openmg  it  there  was  present  in  it  about  a  dessert-spoonful  of  a 
yelow  cream-hke,  and  purulent-looking  substance;  this  viewed 
under  the  microscope  was  found  to  consist  chiefly  of  mucus  and 
scales  of  vesical  epithelium,  no  vibriones  being  present ;  their  absence 
was  sufliciently  explained  by  the  strong  acid  reaction  exhibited  by 
the  mucus. 

Arthur  Hill  Hassall,  M.D. 
Bennett  Street,  22d  January  1855. 
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No.  XII. 

Tables  fi-om  a  Report  of  the  Middlesex  Hospital,  illustrating 
the  relation  of  Consecutive  Fever  to  the  Collapse  and  Dis- 
charges of  Cholera. 

Table  A. 

Table  of  those  Cases  in  wliicii  the  CoNSECuin^  Feyeu  was  slight 

01-  TRIVIAL. 


MALES. 


No. 

Hours 

Intensity 

Amount 

Result. 

in  Collapse. 

of  CoUapse. 

,  of  Purging. 

15 

30 

Extreme 

Profuse 

Death  from  collapse. 

23 

48 

5) 

Considerable  - 

Recovery. 

30 

15 

Profuse 

55 

32 

78 

Complete 

55 

41 

9 

Considerable  - 

5) 

50 

18 

» 

Profuse 

5J 

51 

83 

» 

JJ 

55 

Incomplete  - 

J) 

55 

58 

49 

Complete 

Considerable  - 

55 

60 

28 

Extreme 

Profuse 

55 

78 

28 

Complete 
Incomplete  - 

55 

55 

85 

19 

Moderate 

55 

98 

10 

J) 

Slight 

55 

101 

20 

Moderate 

55 

121 

27 

Complete 

Profuse 

55 

FEMALES. 


127 

47 

Extreme 

Considerable  - 

Recovery. 

130 

11 

Complete 

Profuse 

55 

132 

12(?) 

55 

55 

Death  from  maennia. 

137 

34 

55 

Moderate 

Recovery. 

148 

42 

55 

Considerable  - 

35 

151 

16 

Complete 

Slight 

55 

153 

28 

55 

Considerable  - 

Death  from  relapse. 

156 

13 

55 

55 

Recovery. 

158 

3 

55 

Profuse 

55 

161  . 

9 

Incomplete  - 

Considerable  - 

55 

168" 

12 

Complete 

Profuse 

>> 

170 

17 

Incomplete  - 

>5 

>5 

175 

28 

J5 

5> 

186 

25 

» 

Slight 

15 
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Table  A. — continued. 


FEMALES— con<m«erf. 


No. 

Hours 

Intensity 

Amount 

Result. 

111  V^UUtipbc, 

187 

32 

Incomplete  - 

Profuse 

Eecovery. 

196 

45 

Complete 

Considerable  - 



12 

Incomplete  - 

Slight 

203 

8 

Moderate 

204 

53 

Extreme 

Profuse 

55 

206 

46 

55 

Slight 

Death  from  relapse. 

214 

12 

Complete 

55 

Recovery. 

215 

IS 

Slight 

Considerable  - 

55 

217 

10 

Extreme 

Moderate 

55 

221 

24 

55 

Profuse 

55 

230 

12 

Complete 

Considerable  - 

55 

231 

6 

55 

Profuse 

55 

Table  B, 

Table  of  those  Cases  in  -which  the  Consecutive  Fevek  was  either 

WELL  MARKED  Or  SEVERE. 


MALES. 


Hours 
in  Collapse. 


26 

53 

36 

31 

39 

26 

47 

79 

62 

82 

63 

50 

69 

72 

70 

72 

74 

48 

77 

36 

31 

58 

95 

19 

97 

12 

112 

68 

116 

26 

Intensity 
of  Collapse. 


Extreme 

J5 

Considerable  • 

Extreme 

Complete 


55 

Extreme 

Complete 

Extreme 

Complete 

Incomplete 

Complete 

55 

Incomplete 


Amount 
of  Purging. 


Profuse 

Severe 

Profuse 

Moderate 

Profuse 


55 

Moderate 
Profuse 
Considerable 
Slight 

55 

Profuse 
Slight 


Eesult. 


Death. 

55 

Eecovery. 

55 
55 
55 
55 
55 

Death  from  epilepsy. 
Death  from  maennia. 
Recovery. 

Death  from  epilepsy. 

Death. 

Recovery. 
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Table  B. — continued. 


TEMAJLES. 


No. 

Hours 
in  Collapse. 

Intensity 
of  Collapse. 

Amount 
of  Purging. 

131 

48(.') 

Complete 

Profuse 

jjeatn. 

133 

30 

Extreme 

Xvcco  vcrjf . 

136 

39 

Complete 

Considerable  - 

139 

24 

Extreme 

Proiuse 

55 

154 

11 

» 

Considerable  - 

55 

1.00 

\  \ 

169 

60(?) 

Extreme 

Profuse 

173 

50 

Complete 

)> 

Death. 

177 

29 

J) 

Moderate 

Recovery. 

181 

72 

Extreme 

Severe 

Death. 

175 

30 

39 

Profuse 

Eecoverj. 
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No.  XIII. 


Account  of  Twelve  Post-mortem  Examinations,  made  at  St. 
Bartholomew's  Hospital.  By  G.  W.  Callender,  Eegistrar 
and  Demonstrator  of  Morbid  Anatomy  at  the  Hospital. 


Sex.  Age. 

Disease. 

Date  of 
Death. 

■VVhcu 
examined. 

1 

male,  48. 

Cholera,  collapse, 
IG  hours. 

1854. 
Sept.  15, 
4  a.m. 

Hours  after 
death,  29. 
Mean  temp. 
61-0. 

Residence,  Bishopsgate-,  in  destitute 
circumstances,  attacked  in  common 
with  the  other  inhabitants  of  the 
house.  Health  previously  good. 

2 

—  S. 
male,  56. 

Cholera,  collapse, 
about  20  hoiu-s. 

Sept.  17, 
7.30  p.m. 

Hours  after 
death,  164. 
Mean  temi:). 
C3-0. 

Picked  up  in  the  streets. 

3 

E.G. 

femiale,  104. 

Cholera,  collapse, 
23  hours.. 

Oct.  17, 
11.15  a.m. 

Hours  after 
death,  23i. 
Mean  temp. 
44-0 

Residence,  Milton  Street ;  cii'cum- 
stances,  ;good.  No  one  at  the  time 
affected  in  her  neighbourhood. 
Health  previously  unaffected. 

4 

M.  H. 

female,  39, 
married. 

Cholera,  collapse, 
32  houi-s. 

Oct.  8, 
7.20  a.m. 

Hours  after 
death,  28i. 
Mean  temp. 
54-4. 

Circumstances  comfortable.  Health, 
previously  good. 

5 

J.B. 

female,  25, 
married. 

Cholera,  collapse, 
4A  hours. 

Oct.  8, 
4  p.m. 

Hours  after 
death,  23. 
Mean  temp. 
54'4. 

Circumstances  comfortable.  Health, 
previously  good. 

6 

"W'.T. 
male,  34. 

Cholera,  collapse, 
gradual  sinking, 
72  hours. 

Sept.  26, 
9.30  a.m. 

Hours  after 
death,  18i. 
Mean  temp. 
53'0. 

Circumstances  good.  In  perfect  Tiealth 
before  this  attack,  the  night  preced- 
ing which  he  passed  in  his  barge 
opposite  the  debouchement  of  the 
Pleet  Ditch,  near  Blackfriars  Bridge. 

1 

M.  G. 

female,  62, 
spinster. 

Cholera,  collapse, 
gi-advial  sinking, 
87  hours. 

Sept.  26, 
10  p.m. 

Hours  after 
death,  14. 
Mean  temp. 
53-0. 

In  good  health,  and  easy  circumstances, 
prior  to  the  attack. 

8 

W.  K. 

male,  37. 

Cholera,  collapse, 
partial  reaction, 
gradual  sinking, 
128  hours. 

Sept.  28, 
8  p.m. 

Hours  after 
death,  16. 
Mean  temp. 
56-4. 

In  indigent  circumstances,  but  free 
from  actual  illness. 

9 

M.  A.  S. 

female,  41', 
married. 

Cholera,  collapse, 
reaction, 
rapid  sinking, 
144  hours. 

Sept.  9, 
7  a.m. 

Hours  after 

death,  8. 
Mean  tomp. 
54-2. 

In  indigent  circumstances;  had  been 
ailing  for  more  than  a  month  with 
diari-hoea,  and  occasional  vomiting. 

la 

I".  F. 

male,  4^. 

Cholera,  collapse, 
reaction, 
stupor, 
rapid  sinking, 
with  dyspnoea, 
102  houi-s. 

Sept.  12, 
11  a.m. 

Hours  after 

doatli,  25. 
Mean  tomp. 
G2-3. 

Brought  from  a  house  where  others 
wore  similarly  affected ;  previously  in 
good  health. 

C.  E. 
male,  32. 

viiuici  ti,  Luutipse, 

reaction, 
gradual  sinking, 
240  hours. 

feept.  11, 
2  a.m. 

Hours  after 
death,  13. 
Mean  temp. 
55-6. 

In  good  circumstances;  previously 
healthy. 

12 

"W.B. 

male,  21, 

Cholera,  collapse, 

reaction, 
stupor, 

dyspnoea, 
gradual  sinking, 

304  hours. 

Sept.  15, 
4  p.m. 

Hours  after 
death,  19i. 
Mean  temp. 
61-0. 

In  good  circumstances ;  previously- 
healthy,  but  au  inmate  of  a  lunatic 
asylum. 
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I  teat. 

General  Condition. 

JfiiKoular 
and  other 
Tissues. 

Eyes. 

Rigidity. 

1 

Absent 

InteRinnent  pale,  except  in  the 
(U'pciidi'nt  jiarts;  llnircrs  livid, 
slu'ivcllrd,  contnitti'd  upon  tlie 
piilnis ;  body  well  nounslicU. 

JIuscles 
natural ; 
adipose  tissue 
tcanty. 

Sunken  in 
their  sockets. 

Well  marked  in 
the  extremi- 
ties and  on  the 
left  side  of  the 
hciirt. 

2 

Absent 

Robust  J  integument  livid - 

JIuscles  dark ; 
adipose  tissue 
abundant. 

Sunken  in 
their  sockets. 

Marked  in  tho 
lowereitremi- 
ties  and  left 
side  of  the 
heart. 

S 

Suvfjicc  cool; 
thoriioic  and 
ahrlominal 
cavities  wai-m. 

Well  nourished ;  integument 
pale. 

Muscles 
natural. 

Sunken  in 
their  sockets. 

Marked  in  the 
lower  extremi- 
ties and  left 
side    of  the 

4 

Absent 

■\Voll  nourislied ;  integument 
pale. 

Muscles 
natural; 
adipose  tissue 
abundant. 

Sunken  in 
their  sockets. 

JIaj'ked  in  the 
lower  extremi- 
ties and  left 

heart. 

5 

Absent 

Emaciated ;  integument  .shrivel- 
led and  inelastic ;  fini?ers  livid, 
contracted  upon  the  ijalms. 

Muscles 
natural. 

Sunken  in 
their  sockets. 

Well  raai'ked, 
save  on  the 

the  heart. 

C 

Absent 

Well '  ''nourished ;  intcgnmont 
covered  with,  a  dusky  mottling ; 

llUgerS  COuLTtW-tviU. ,  lll-Ja  llViU.1 

Muscles  dark. 

Sunken  in 
their  sockets. 

Well  marked, 
save  on  the 

the  heart. 

7 

Absent 

AA'c'll  nom-islicd;  integmiient 
pale;  fingers  coutracted;  lips 

ilVICt. 

Muscles 
natiu-al ; 
adipose  tissue 
abundant. 

Sunken  in 
their  sockets. 

Marked  in  the 
extremities 

niifl    Ipft  *;t(''Jo 

of  the  heart. 

8 

Absent 

"W'ell  noiu'ishcd ;  intogiiment 
pale ;  fingers  shrivelled,  con- 

Muscles 
natural ; 
iH.ii[Juse  Lissuc 
abundant. 

Deeply 
sunken  in 

Well  marked, 
save  on  the 

rifrlit   siflf*  nf 

the  heart. 

9 

Absent 

Emaciated ;  integument  pale, 
inelastic,  pitting  on  pressure ; 
fingers  shrivelled,  contracted 
upon  the  palms. 

Muscles 
natural. 

Strongly  mark- 
ed, save  on  the 
right  side  of 
heart. 

10 

Absent 

Well  noui'iFhed ;  integument 
pale;  lips  livid;  prepuce  and 
glaus  penis  of  a  blade  colour, 
moist    and    foetid;  lingers 

cliiMVcllpil  pfMii"iVnptf'tl 

Mtiscles 
natural ; 
adipose  tissue 
abundant. 

Sunken  in 
their  sockets, 
siuTonnded 
by  a  dark 
areola,  seve- 
ral layers  of 
cornea,  with 
its  conjunc- 
tional cover- 
ing, absent 
from  both. 

Marked  in  the 
lower  extremi- 
ties and  left 
side  of  the 
heart. 

11 

Absent 

Well  nourished ;  integument 
mottled  about  the  chest  and 
abdomen ;  lips  livid ;  slioiddcrs 

spots  (caused  by  a  slight  eleva- 
tion of  the  epidermis  by  puru- 
lon''.  fluid)  suiTonnded  by  a 
livid  congestion  ;  yireijuce  and 
glans  ))enis  black,  fuetid,  ra- 
pidly dnc^micsing. 

Muscles  dark, 
dry,  and 
sticky. 

Sunken  in 
their  sockets, 

and  sur- 
romuled  by  a 
dark  areola.. 

Eemarkable 
thro\ighout 
the  b6d.v,  with 
the  exception 
of  the  heart, 
which  was 
ovemvhcre 
nabby. 

12 

Absent 

Jluch  emaciated ;  integument 
pale;  lips  livid;  prepuce  and 

rrloitu  I'lOitio  Ii1n/>lr  fVY>l  i/1  • 
f£l(lll9       JH.IIlt)       l.llli^K,  lIULKi; 

lingers  livid,  shrivelled,  con- 
traicted  on  the  pahus. 

Jfusclcs  dark ; 
adipose  tissue 
very  scanty. 

Sunken  in 
their  sockets; 
cornea  soften- 
ed, opaque, 
easilv  scraped 
off  with  the 
liandlc  of  the 
knife. 

Remarkable 
throughout 
the  body,  with 
the  exception 
of  the  right 
side    of  tho 
heart. 
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Tlie  Skull  and  its  Contents. 


'No.  Membranes. 


Sinuses. 


Not  examined. 


Not  examined. 


Not  examined. 


Natural 


Natvu-al 


Natural 


Natural 


Contained  small  se-  Natural 
paratcd  clots. 


Arteries. 


10 


11 


12 


Natural 


Vessels  remark- 
ably free  from 
blood.  Cho- 
roid plexuses 
pale. 


Contained  many 
small,  soft,  sepa- 
rated clots. 


Contained  small  se- 
parated clots. 


Contained  dark 
blood  with  soft 
coloured  clots. 


Contained  small  se- 
parated clots.. 


Contained  dark 
lluid  blood  with 
soft  colom-ud  clots. 


Ventricles. 


Natui'al  - 


Natm-al 


Occupied  by  ex- 
tensive athe- 
romatous de- 
posits. 


Natural 


Natm-al 


Not  examined. 


Natural 


Aracli  noid  opaque 
thick,  withclear 
fluid  in  excess 
inthcsubaracli- 
noid  spaces. 


Contained  dai'k 
fluid  blood. 


Contained  soft  sepa- 
rated clots  and 
lluid  blood. 


Natural 


Natural 


Contained  a  little 
clear  fluid. 


Contained  a  small 
duantity  of  clear 
fluid. 


Contained  a  little 
clear  fluid. 


Contained  a  very 
small  tiun,ntity  of 
clear  fluid. 


Contained  a  little 
clear  fluid. 


Contained  a  little 
clear  fluid. 


Brain,  &o. 


Contained  clear 
fluid. 


Contain  od  clear  fluid 
in  excess. 


Natural. 


Natural. 


Natural. 


Natural. 


Natural, 


Natural. 


Natural. 


Natural. 
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The  Hkaiit  and  Blood  Vessfxs. 


No. 


Contained  from  3jto  jij 
of  cloai-  serum. 


Moistened  by  the  usual 
serous  fliud ;  opaque 
and  thickened  in 
patches  over  tlio  riglit 
ventricle  anteriorly. 


3    Surface  slimy. 


Slight  opacity  and  thiek- 
eiiing  in  patches  ;  sur- 
face moist;  ecchymosts 
about  the  roots  of  the 
arteries,  and  on  the 
posterior  surface  of 
the  right  ventricle. 

Just  moistened  by  a  vis- 
cid fluid;  when  smeared 
over  the  Angers,  this 
drew  out  in  fine  threads 
on  separating  them 
from  one  another. 

Surface  slimy;  opaque, 
and  thickened  in 
patches  on  the  ante- 
rior surface  of  the 
right  ventricle. 


Contained  jnst  enough 
slimy  fluid  to  moisten 
its  surface. 


Contained  a  small  quan 
tity  of  yellowish  fluid 
not  particularly  viscid. 


Contained  about  3ss.  of 
slimy  fluid,  not  unlike 
ordinai-y  synovia. 


Contained  a  small  quan- 
tity of  clear  yellowish 
fluid. 


Surface  slimy,  contained 
about  3  ss.  of  a  viscid 
fluid. 


12 


Surface  natural,  contain- 
ed a  few  drops  of  yel- 
lowish fluid. 


Weight,  8  oz.  ,0  drs.  y.ight  side 
flaccid,  the  cavities  containing 
soft  seijarated  clots ;  left  side 
llrmly  contracted,  tlio  cavities 
containing  a  few  shreds  of  llbrine. 

Weight,  8  07..  3  drs.  Eight  side 
flaccid,  cavities  lllled  witli  dark- 
coloured  clots;  left  side  firmly 
coutraet(.'d  ;  extensive  cccliymo- 
ses  lieneatli  the  jiericardium, 
covering  tlio  right  ventricle  an- 
teriorly and  posteriorly. 

Uight  side  flaccid,  cavities  filled 
with  lirm  separated  clots;  left 
side  firmly  contracted ;  extensive 
ecchymoses  beneatli  the  peri- 
cardium, covering  the  right  ven- 
tricle posteriorly. 

Weight,  7  07,.  4  drs.  Right  side 
flaccid,  cavities  occupied  by  firm 
separated  clots ;  left  side  con- 
tracted. 


Weight,  7  oz.  3  drs.  Right  side 
flaccid,  cavities  filled  with  firm 
separated  clots ;  left  side  firmly 
contracted,  cavities  contained 
shi-eds  of  blood-stained  fibrine. 

AVeight  8  oz.  3  drs.  Right  side 
flaccid;  auricle  occupied  by  a 
tough  separated  clot,  which  ex- 
tended into  and  filled  the  ven- 
ti'icle  along  the  auricular  sur- 
face of  the  tricuspid  ;  left  side 
finally  contracted  ;  numerous  ec- 
chjTnoses  beneath  the  pericar- 
dium on  the  posterior  surface  of 
the  right  ventricle. 

Weight,  8  oz.  3  di-s.  Right  side 
flaccid,  am-icle  occupied  by  a 
clot  similar  to  tliait  in  case  6  ; 
left  side  firmly  contracted, 
an  opaque  thickened  patch  of 
pericardium  on  anterior  surface 
of  right  ventricle ;  numerous  ec- 
chymoses posteriorly. 

Weight,  7  oz.  6.  drs.  Right  side 
flabby,  erndties  occupied  by  nu- 
merous firm  separated  clots ; 
tenor  wall  of  right  ventricle 
pecially  along  the  track  of  the 

Weight,  7  oz.  Right  side  flaccid, 
cavities  filled  with  dark  coagu- 
lated blood  ;  left  side  firmly  con- 
tracted ;  endocardimn  lining  the 
auricle,  opaque,  thick,  and  rough. 


Weight,  2  oz.  2  drs.  Right  side 
flaccid,  cavities  contained  Arm 
sei)arated  clots;  left  side  con- 
tracted, cavities  contauicd  a  few 
shreds  of  fibrine.  Endocardium, 
pulinonai-y  artery,  and  aorta 
blood-stained. 

Weight,  8  oz.  2  drs.  Evcrj-whero 
solt  and  flabby;  right  ca\'ities 
contained  fluid  blood  and  soft 
clots. 

Weight,  9  oz.  Right  side  flaccid, 
cavities  contained  Ann  separated 
clots  ;  left  side  contracted,  auri- 
cle contained  a  large  Urm  sepa- 
rated clot. 


Vente  cava;  full  of  dark  fluid 
blood,  in  which  floated  a  few 
soft  coloured  clots.  Aorta  oc- 
cui)ied  by  a  Arm  fibrinous 
coagulum. 

Largo  venous  trunks  filled  with 
dark  thick  blood,  fluid,  or 
forming  soft  clots.  Vena 
azygos  similarly  distended. 
Veins  and  arteries  examined 
as  far  as  the  popliteal  and 
found  natural  in  appearance. 

Venai  cava;  contained  fluid 
blood.  Aorta  and  jmlmouary 
arteiy  occupied  by  firm  sepa- 
rated clots. 


/Vs  above. 


Vena;  cava;  and  pulmonary  veins 
occupied  bj*  dark  fluid  blood ; 
aorta  and  pulmonarj'  artery 
by  firm  separated  clots. 


Vense  cavse  full  of  dark  fluid 
blood.  Aorta  and  pulmonary 
arteiy  occupied  by  tough, 
separated  coagula. 


Vena;  cavae  occupied  by  dark 
fluid  blood.  Aorta  and  pul- 
monaiy  artery  by  firm  sepa- 
rated clots.  Atheromatous 
deposits  in  all  the  large  arte- 
rial trunks. 


left  side  firmly  contracted ;  pos- 
marked  by  many  ecchjrmoses,  es- 
blood  vessels.  


The  vena  cava  superior  and 
the  vessels  uniting  to  form  it 
were  occupied  by  a  continu- 
ous clot  of  separated  Abrine. 
The  pulmonarj'  veins  con- 
tainect  soft  dark  clots,  the 
aorta,  pulmonary  artory,  and 
cava  inferior  dark  fluid  blood. 
Arteries  atheromatous. 

The  vena  cava  superior  con- 
tained blood  coagulated  and 
separated.  The  inferior  c&va., 
the  aorta,  and  pulmonary  ar- 
tery contained  fluid  blood 
with  soft  clots. 

Veins  and  arteries  contained 
fluid  blood. 


Vena  cava  and  aorta  full  of  soft 
clots  and  fluid  blood. 


»  Weighed  empty  j  vessels  cut  short.  Valves  healthy  lu  every  case. 
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The  Blood. 


Colour,  fluidity,  osj-dising, 
and  coagula. 


Dark;  coagula  scanty,  soft,  coloured 


Dark ;  loss  fluid  than  natural ;  oxydising 
slowly ;  coagula  scanty,  soft,  coloured. 

Natural  in  appearance;  coagiila firm, se- 
parated. 

Natural  in  appearance ;  coagula  finn,  se- 
parated. 

Dark ;  less  fluid  than  natural ;  oxydising 

slowly;  coagula  tirni,  separate J.t 
Dark;  less  fluid  than  natiu'al;  coagula 

sopai-ated,  Arm. 
Natural ;  coagula  firm,  separated  - 
Natural ;  coagula  firm,  separated  - 
Oxydising  slowly ;  coagula  soft,  coloured ; 

separated  in  the  vena  cava  superior 

only. 

Natural;  coagula  soft,  coloured;  sepa- 
rated in  the  right  cavities  of  the  heart 
and  cava  superior  only. 

Fluid,  with  soft  coloured  coagula  - 

Natural ;  coagula  separated  ... 


Hours 
after 
Death. 


29 

IGi 

23i 

2S4 

23 

18i 

14 
16 

8 

25 
13 

m 


Right  cavities  of  the  heart,  pulmonary 
artery,  and  principal  venous  trunks'* 
gorged  with  blood.  Portal  veins  almost 
emi)ty.  Small  quantity  iu  aorta. 

As  above. 

As  above. 
As  above. 

As  above,  save  that  more  blood  was  present 

in  the  portal  veins.f 
As  above. 

As  above. 
As  above. 

As  above,  save  that  more  blood  was  pre- 
sent in  the  portal  veins. 

As  above. 


As  above,  save  that  the  portal  veins  were 

full  of  blood. 
As  above.t 


The  Capillaries. 


Bronchi  aud  lungs  congested ;  intestines, 
mucous  membrane  pale ;  liver  pale. 

Lungs  congested ;  punctate  congestion  of 
mucous  membrane  of  the  stomach ;  liver 
pale ;  kidneys  congested. 

Punctate  congestion  of  the  mucous  mem- 
braneof  the  stomach ;  congestion  around 
Peyer's  patches ;  stellate  congestion  of 
lai-ge  intestine ;  liver  pale ;  kidneys  pale. 

Punctate  congestion  of  mucous  membrane 
of  the  stomaiih,  elsewhere  mucous  mem- 
brane pale;  liver  pale;  kidneys  pale. 

Bronchi  congested ;  mucous  membrane  of 
small  intestine  congested ;  liver  pale. 

Bronchi  congested;  punctate  congestion 
of  the  small  intestine;  congestion  of 
mucous  membrane  of  large  intestine ; 
kidneys  pale. 


10 

11 
12 


Slight  congestion  of  mucous  membrane  of 
the  stomach;  punctate  congestion  of 
small,  congestion  and  ecchymosls  of 
large,  intestines ;  liver  pale. 

Trachea  aud  bronchi  congested;  Iddneys 
pale. 

Congestion  and  ecchymosis  of  mucous 
membrane  of  the  stomach;  ecchymosis 
and  congestion  of  small,  congestion  and 
ecchymosis  of  large,  intestine ;  liver  pale ; 
kidneys  pale. 

Bronchi  congested;  pneumonia;  ecchy- 
mosis of  mucous  membrane  of  the  sto- 
mach; mucous  membrane  of  intestine 
pale ;  liver  pale ;  kidneys  pale. 

Congestion  and  ecchymosis  of  mucous 
membrane  of  the  stomach  and  small  in- 
testine ;  kidneys  pale. 

All  the  respiratory  and  intestinal  tracts 
of  mucous  membrane  intensely  con- 
gested; pneumonia;  ecchymosis  about 
the  duodenum  on  its  mucous  surface. 


and  coftaTvSf**"'*''"'  5^°^^'^  ^ein^.  venaj  cavae,  and  principal  branches,  vena  azygcs, 

cTc'uli\^ri"afdSS^^^^^^^^^^^  '^'^^  confinertrtt-po^t! 

invariablffiufd.^'""""*  ^  "^"^  contained  almost  entirely  by  the  hepatic  vems.  Mid  was 

T^ho  Microscope  did  not  reveal  any  peculiarity  in  the  condition  of  the  blood  save  indeed  that  in 
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RESPinATonv  Organs. 


No. 

ricuric. 

Larynx,  Trachea,  Bronchi. 

Lungs. 

1 

Contained   abont    5  ss.  of 
brownish     liuid  (blood- 
stained) i  surfiu;o  natural 
to  the  touch. 

Tlio  nnicons  surface  of  the 
bronchi  slightly  reddened. 

Rather  oedcmatous  in  both 
lower  lobes. 

2 

Occupied  by  old  (IoukIi)  ad- 
hesions ;  costal  surfat'i's  con- 
siderably eccliyniosod,  the 
seat  ol'  the  extravasation 
being  the  subserous  tissue. 

Natural  in  appearance 

Of  a  bright  red  colour;  the 
lower  lobe  on  the  left  side 
floated  deeply  in  water,  M'as 
of  a  dark  red  colour,  scarcely 
any  air  issuing  from  its  cut 

3 

Surfaces  moistened  through  a 
scanty  viscid  secretion. 

The  mucous  surface  of  the 
bronchi  of  a  bright  red 
colour. 

Of  a  bright  red  colour  in  the 
lowerlobes. 

4 

fluid. 

Natural  in  appearance 

Natural  in  appearance. 

5 

Surfaces  just  moistened  by  a 
scanty  viscid  fluid,  costal 
surfaces  considerably  ecchy- 
moscd  posteriorly,  especi- 
nllv  hv  snip  of  the  ver- 
tebra!. 

The  mucous  membrane  lin- 
ing the  larjTO,  trachea, 
and  bronchi,  of  a  bright 
red  colour. 

Pale,  containing  apparently 
but  little  blood. 

6 

Occupied  by  old  (tough)  ad- 
hesions ;  surfaces,  where  free, 
just  moistened  by  a  viscid 
ilnifl    pncfijil  ^jiiTfnpo'i  miieli 

ccchiTnosed. 

The  mucous  membrane  lin- 
ing the  bronchi  sHghtly 
reddened. 

Natural. 

7 

Bightpleuraoecupiedby  many 
thick  layers  of  densj  fibro- 
ceUular  tissue  comin-  essing 
the  lung;   left  moistened 
by  a  little  slimy  fluid. 

Natm'al  in  appearance. 

Eight  camifled,  closely  bound 
down  by  the  false  mem- 
branes of  the  pleura;  left 
rather  oedematous. 

8 

Oontauieci  yeiiowisn  seiuiii, 
■with  old  adhesions  about 
either  apex. 

Mucous  membrane  lining 
the  trachea  of  deep  red 
colour,  that  lining  the 
bronchi  of  a  deeper  red, 
and  swollen. 

Slightly  oedematous. 

9 

Surfaces  slimy,  old  adhesions 
about  either  apex. 

Natural  in  appearance 

Lungs  occupied  by  a  few  cre- 
tified  tubercles;  otherwise 
naturaL 

10 

Surfaces  slimy  .     .     -  - 

Mucous  membrane  lining 
the  bronchi,  reddened, 
swollen,  covered  wtli 
an  abundance  of  viscid 
nuicus. 

Left  lung:  lower  lobe  of  a 
dee))  red  colour,  solid,  soft- 
ened, floating  deeply  in 
water:  upper  lobe  oedema- 
tous. Right  lung  of  a  deep 
red  colour,  here  and  there, 
solid,  such  portions  floating 
deeply ;  upper  lobe  naturaL 

11 

Surfaces  just  moistened  by  a 
viscid  fluid. 

Natural  in  appearance 

Emphysematous. 

12 

Surfaces  just  moistened  by  a 
viscid  fluid. 

[ 

Larynx  and  ti-achca  natural. 
Itronclii,  mucous  lining  of 
a  deep  red  colour, swollen, 
covered  with  a  copious 
mucopurulent  secretion, 
even  to  the  smallest 
branches. 

i\roic.— Bronchial  glands  na- 
tural in  every  case. 

Left  lung :  on  this  side  were  se- 
vei-al  lobules  solid,  softened, 
sinking  in  watcr,ofagre\-ish 
colour,  a  dirty  purulent 
fluid  exudinir  on  ])rcssurc 
Around  thein  the  pulmo- 
nary tissue  was  of  a  natiu^ 
appearance,  except  whero 
jms  escaped  from  the  di- 
vided bronchi.  The  right 
lung  resembled  the  loft. 
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Digestive  Organs,  &c. 


No. 

Peritoneum. 

iEsophagus. 

Stomach. 

1 

NaturnI,  its  sue  moisten- 
ed hy  clear  fluid. 

Cardiac  extremity  of  a  deep 
red  colour ;  niiicous  fol- 
licles cnlai'ged  and  of  a 
milk-white  colom*. 

Natm-al;  contents,  coagulated  milk, 
with  tenacious  mucus. 

2 

Katiu-al  -     -     .  . 

Natural    -      .      .  - 

Marked  iiTcgularly  over  its  mucous 
surface  with  patches  of  punctate  con- 
gestion.   Contents  thick  grumous 
fluid,  and  a  great  au.antity  of  gas. 

3 

Surface  slimy 

Natm-al  .... 

Contracted :  punctate  congestion  in 

kltULOllI^.?  iliiyjlll^     L'll\>    ULVjdlJ^I    U'.Ll  V  (XL  Lll  rja 

Mucous  membrane  softened.  Con- 
tents, gi'umous  gi'eenish.  black  fluid. 

i 

Siu'faco  slimy,  wliere 
covering  tlie  trans- 
verse colon  disco- 
loured in  spots  from 
extravasations  of  blood. 

Cardiac  extremity  of  a  deep 
red  colour. 

the  cardiao  cxti-emity,  and  the  great 
cul  de  sac. 

6 

Snrface  sticky,  eccliy- 
moses  over  tlio  colon 
in  all  its  divisions. 

Slight  roddoning  of  its 
cardiac  extremity. 

Natm-al. 

6 

Sixrface  sticlcy,  nume- 
rous ecchymoses  oppo- 
site to  the  mesentery. 

Mucous  membrane  pale  - 

Mucous  membrane  pale. 

7 

Natural  .      .      .  - 

Mucous  membrane  pale  - 

Moderately  distended  with  air  and 
tenacious  brownish  lluid.  Mucous 
membrane  pale,  covered  with  tenar 
cious  mucus. 

8 

Natural  -     -     .  . 

Mucous  membrane  pale  . 

Shghtly  congested  about  the  greater 
ciu'vature. 

9 

Surface  slimy 

Natural           -     -  - 

Voi-y  much  contracted,  its  mucous  sur- 
face thro^vn  into  folds,  and  congested 
about  the  greater  ciu'vature;  eon- 
tents,  frothy  tenacious  fluid,  mixed 
with  mucus,  and  stained  of  a  gi-een- 
ish  colour.  About  the  middle  of  the 
curvature  were  several  apparently 
iiTegularly  shaped  ecchymoses,  from 
the  size  of  a  millet  seed  doTOwards. 
The  blood  was  easily  removed,  and 
was  then  seen  to  be  lodged  in  a 
small  excavation  of  the  mucous 
membrane,  at  the  bottom  of  which 
the  submucous  tissue  was  exposed, 
a  small  vascular  point  occupjdng  the 
centre  of  the  shallow  ulcer. 

10 

Natural  .... 

Mucous  membrane  pale  - 

Mucous  membrane  pale,  thickly  covered 
with  tenacious  mucus  of  a  greenish 
colour.  A  few  ecchymosed  spots  were 
sprinkled  over  tho  greater  curvature. 

11 

Surface  sticky;  old  ad- 
hesions between  sove- 
raiof  the  convolutions. 

Natural  .... 

Mucous  surface  of  a  deep  red  colour, 
with  numerous  ecchymoses  towards 
its  cardiac  extremity.  Cavity  dis- 
tended with  gas  and  viscid  yellow 
mucus. 

12 

Covered  as  to  its  mucous 
surface,  with  shallow, 
ragged  ulcers    of  un- 
certain size,  arranged 
longitudinally,  pene- 
trating to  tlie  sul)nui- 
cous  tissue,  their  edges 
of  a  bright  red  colour. 

Mucous  surface  of  a  deep  chocolate 
colour,  the  membrane  being  soft  imd 
easily   torn    off.     Contents,  dark 
grumous  fluid,  mixed  with  iugosta. 

318 


SiLA.LL  Intestine. 


Contents. 


Gruel-liko  fluid  ami 
gns,  (Ustcnding 
thu  canal. 


GrueMiko fluid;  no 
ti-aco  of  oil,  this 
man  having  taken 
much,  and  rc- 
tainodsomeof  tlic 
oloiuu  riciui. 

Grucl-liko  fluid,  in 
wliichwere  many- 
dark  masses,  con- 
sisting almost  en- 
tirely of  blood 
disks. 

Gruel  or  rice-water- 
liko  fluid. 

Thin  gruel-like  fluid 


Grumous  blood- 
stained fluid. 


Thick  tenacious 
mucus. 


Greyisli  tenacious 
mucus. 

Gas,  and  a  brown- 
islired  fluidmixed 
■vvith  mucus. 


Bile-stained  - 


Bilc-stainod  tcnar 
cious  fluid. 


Below,  gnimons 
blood  -  stained 
fluid,  distending 
the  canal ;  bile- 
stained  feces 
above. 


Mucous  Membrane. 


Pale  soft,  easily  separated  from 
the  subjacent  tissue. 


Villi. 


Glands. 


Prominent,  and  in 
many  parts  raised 
with  the  mucous 
membrane  from  the  subjacent  tissue  by  gas. 
IJenuded  of  opitheliuni,  they  contained 
granular  and  fatty  matter,  which  gave 
Chem  the  greyish  colour  noticed  by  the 
unaided  eye. 


Soft,  and  all'ectcd  by  post- 
mortem changes.  Every- 
where deeply  stained  from 
the  escape  of  the  colouring 
matter  of  the  blood. 


Of  a  deep  red  colom'  around 
Peyer's  patches.* 


Palo,  dotted  over  with  opaque 
specks. 

Generally  pale,  but  hero  and 
there  the  seat  of  shght  punc- 
tate congestion. 


Mucous  membrane  eveiywhcre 
of  a  deep  red  colour  (espe- 
cially in  the  lower  part  of 
the  gut  surrovinding  Peyer's 
patches),  much  swollen,  and 
qiiite  overlapping  the  glands. 

Mucous  membrane  pale,  with 
patches  of  punctate  conges- 
tion. 


Mucous  membrane  pale  - 


Mucous  membrane  congested 
in  irresularlj'-seatod  patches 
with  numerous  small  ccchy- 
moses,  the  blood  bring  easily 
washed  away  with  water. 
About  3  feet  above  the  com- 
mencement of  the  jejunum 
several  excavations  resem- 
bling those  in  the  stomach 
wore  found  on  the  rugaj  ojipo- 
sitc  to  the  mesentery. 

Mucous  membrane  pale,  dot- 
ted over  with  wluto  specks. 
Canal  contracted,  witli  an 
intus-suscoi)tiou  5  feet  below 
the  duodenum,  the  tissue 
around  it  being  pallid. 

Mucous  membrane  of  a  deep 
red  colour,  here  and  there 
eccliy-moscd. 


Slnoons  menibrano  in  the  lower 
third  intensely  congested,  of 
a  dee])  choeolnte  colour. 
Above,  thocongcsli(m  was  less 
marked,  but  in  the  duodenum 
it  became  again  intense,  with 
slight  ecchyinoscs. 


Opaque  and  promi- 
nent. 


Opaque  and  promi- 
nent. 

Prominent,  opaque, 
deprived  of  the 
epithelium,  laden 
withnebulous  mat- 
ter consisting  of 
granules  and  fat. 

Of  a  deep  red  colour 


Prominent  &  opaque, 
devoid  of  epithe- 
limu,  with  the 
above  -  mentioned 
gi-anular  and  fatty 
contents;  vessels 
distended  with 
blood. 

Natural  - 


Natural  - 


I'eyer's  patchesand 
solitary  glands 
greallyeniarged, 
of  a  milk-white 
colour.espocially 
about  the  extre- 
mity of  the  ile- 
um ;  contents,  a 
fluid  laden  with 
granules  and  fat. 


*  See  before. 


Prominent,  opaque, 
denuded  of  epithe- 
lium, laden  with 
gr.anular  matter 
and  fat. 


Natural  - 


Congested 


Natural. 


Natural. 


Pale  as  contrasted 
with  the  sur- 
rounding mu- 
cus membrane. 


Natural. 


Natural. 


Natural. 


Natural. 


Solitary  glands 
enlarged,  of  a 
milky- white  co- 
lour. 

Natural. 
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Large  Intestine,  &c. 


3sro. 

Largo  Intestine. 

Mesentery. 

Absorbents. 

1 

Distonclotl  with  Rruel-like  fluid ;  muoovis 
incmbraue  soft,  pale ;  solitary  glands 
enlarged,  of  a  milky  white  colour. 

A''eins  full  of  dai-k  blood; 
glands  natural. 

Thoracic  duct 

KfiuiJi'^  ,  uti^yitj  III 

tlic  lacteals. 

2 

Contained  a  grmnous  fluid  of  a  greyish 
colour ;  mucous  mcmbrauo  palo  ; 
glands  natural. 

Glands  enlarged,  and  vascular 
in  excess ;  veins  full  of  dark 
blood. 

Thoracic  duct 

3 

Contents  as  in  the  small ;  mucous  mem- 
brane pale,  with  occasional  stellate 
congestion. 

Glands  enlarged  of  a  pale 
yellow  colour. 

4, 

Contents  as  in  the  small  Intestine; 
mucous  membrane  pale ;  glands  na- 
tural. 

Veins  full  of  dark  blood ; 
glands  natiu'al. 

5 

Contents  thin  gi-uel-like  fluid;  mucous 
membrane  natm-al. 

Veins  laden  with  daa-k  fluid 
blood. 

Thoracic  duct 
empty. 

6 

Contents  gi-umous  blood-stained  fluid ; 
mucous  membrane  congested ;  solitary 
glands  enlai-ged,  and  the  orifices  of  the 
tubuli  surrounding  them  unusually 
distinct. 

Glands  slightly  enlarged,  pale 
and  sodden;  veins  fidl  of 
dai'k  fluid  blood. 

7 

Contents  powdery  and  bile-stained ;  mu- 
cous membrane  of  the  sigmoid  flexure 
and  rectum  congested  with  numerous 
ecchjTnoses ;  glands  uatui-al. 

Laden  mth  a  superabundance 

Thoracic  duct 
empty. 

8 

Contents  bile-stained  feces  ;  mucous 
membrane  pale. 

Natural. 

9 

Contents  red-stained  giannous  fluid ; 
mucous  membrane  congested  about 
the  colon  with  many  small  ecchy- 
moses. 

Glands  occupied  by  calcareous 
deposits ;  veins  full  of  dai'k 
ihiid  blood. 

10 

Contents  bile-stained  feces;  mucous 
membrane  natural. 

Glands  slightly  enlarged  ; 
vcms  full  of  dai-k  fluid 
blood. 

Thoracic  duct 
empty. 

11 

Distended  with  a  reddish  grumous 
fluid;  mucous  membrane  deeply  con- 
gested, and  marked  along  the  muscidar 
band  opposite  to  tlie  attached  surface 
by  num(;rous  shallow  excavations  of 
the  nuicons  Tiiembrane,  iri'cgular  a.s  to 
siiapc,  ioiio«mg  a  longituduial  dn-ec- 
tion. 

Veins  full  of  dai-k  fluid  blood. 

Thoracic  duct 
empty. 

12 

Contents  flatus  and  bile-stained  feces  • 
mucous  membrane  congested,  espe- 
cially in  the  rectum. 

Glands  large,  and  vascular 
in  excess ;  veins  full  of  dark 
fluid  blood. 

Thoracic  duct 
empty;  the  lac- 
teals  contained 
some  chyle. 
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Glands,  &c. 


No. 

Livor. 

Gall  Bladder. 

Pancreas. 

Spleen. 

1 

■\Voight,  30  oz.  G  (Irs. ;  pale,  no 
biiu  ill  the  ducts. 

"\\"ftight,  with  contents,  7  drs.; 
lilied  witli  dark  brownish 
liilc,  easily  pressed  into  the 
diiodciiuiii. 

(Tn  every  case 
tlie  jjancreas 
])reseiited  a 

natural 
appearance.) 

AVeiglit, 
3  oz.  ti  dj-s. 
Natural. 

2 

AVoi^M,  45  oz.  Odrs. ;  palo  and 
Koddon;  no  iiilo  in  the  dncts, 
and  scarcely  any  blood  to  bo 
Iircssed  fi'om  its  cut  siirlaco. 

Weight,  with  contents,  1  oz. 
5drs. ;  filled  with  dark  green 
ropy  bile. 

Natiu-al. 

3 

AToight,  *  *  •  »  palo 

Distended  with  dark  greenish 
bile. 

Small,  firm. 

4 

AVeiglit,  4-2  oz.  7  drs.;  palo, 
scarcely  any  blood  escaping 
from  its  cut  sm'iaco. 

Contracted ;  contents  tliick 
grecu-eolom-ed  bile. 

- 

Weight, 
5  oz.  U  drs. 
Firm  and 
dai-k. 

5 

"Weight,  38  oz.  Gdi'S. ;  palo  and 
sodden ;  no  bile  exuding  from 
the  ducts  on  its  cut  surface. 
Blood  in  the  portal  veins  dark, 
with  small  Hakes,  like  wino 
dregs,  floating  in  it.  These  con- 
sisted of  closely  packed  blood 
disks  adhering  by  their  edges. 

Contained  2  oz.  of  thick,  ropy, 
gi'ccnish  bile. 

AVeieht, 
4  oz.  3  drs. 
Fij-m  and 
dark. 

6 

Weight,  53  oz.  Blood  flov.'cd 
freely  IVoni  the  cut  surface,  and 
a  little  thick  bile  occupied  the 
larger  bile  ducts. 

Distended  with  dark  ropy 
lining  membrane. 

Large,  soft. 

7 

"Weight,  33  oz;  pale,  a  little 
blood  escaping  from  the  hepatic 
veins  on  its  cut  siu'face. 

Contained  2  ozs.  of  thick 
greenish  bilo,  deeply  stainiug 
its  mucous  lining. 

Small  and 
firm. 

8 

"Weight,  46  oz.  3  drs. ;  natural  - 

Distended,  with  tcuaeioits 
greenish  bile. 

Small  and 
firm,  of  a  deep 
red  colour. 

9 

"Weight,  29  oz. ;  pale,  the  portal 
veins  contained  a  little  dai'k 
fluid  blood. 

Contained  1  oz.  4  drs.  of  dark 
(not  thick)  gi-eenish  bile, 
which  passed  readily,  on  pres- 
sure, into  the  duodenum. 

AVeight, 
3  oz.  6  drs. 
Dai'k,  limi. 

10 

Weight,  16  oz.  G  drs. ;  nale  and 
sodden.  Hepatic  cells  laden 
■with  granidar  fat  and  oil  glo- 
bules. 

Contained  rather  more  than 
1  oz.  of  thin  limpid  fluid, 
in  which  ilo.nted  numerous 
yellowish  ll.-ikes.  Mucous 
nicinbrane  pale. 

Natimil. 

11 

"WcMght,  48  oz. ;  natural.  Portal 
veil  IS  laden  with  dark  thick 
blood. 

Contained  3  oz.  of  black  bile, 
the  consistence  of  pitch, 
deeply  staining  the  mucous 
walls;  it  however  re.idily 
passed,  on  pressure,  into  thb 

fliini^ntiiiiii 

- 

Natural. 

12 

"SVcight,  54  oz.  4  drs.  j  natural  - 

Contained  a  very  small  quan- 
tity of  thic;k  yellowish  bile, 
which  passed  readily  into  the 
duodeiiiun. 

Natural. 
A\oi,eht. 
Goz.  4  drs. 
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Urinaky  Organs,  &c. 


No. 

Kidneys. 

Ureters. 

Bladder, 

Uterus,  &c. 

1 

Natural  in  appearance ;  weigllt— 
left,  50Z.;  right,  4oz.  Oclrs. 

(Natural 
in  every 
case). 

Contracted,  empty, 
mucous  lining  na- 
tural. 

2 

Slightly  congested,  flabby ;  weight 
— left,  *loz,  4  drs, ;  right,  4oz. 
2drs. 

Contracted,  emptj% 
mucous  lining  na-_ 
tural. 

3 

Palo  with  patches,  on  their  sur- 
face, of  stellate  congestion ;  the 
caliees  contained  inspissated 
urine. 

Contracted,  empty, 
mucous  linmg  nor 
tural. 

Ovaries,  covered  with 
a  thick  and  opaque 
capsule,  contained 
numerous  Graaffian 
vesicles ;  uterus  na- 
tural. 

4 

Pale;  weight  — left,  4oz.  6 drs.; 
4oz.  Sdi's. 

- 

Contracted,  empty  - 

Uterus  and  its  ap. 
pondages  natui-al. 

6 

Pale,  otherwise  natural;  the 
caliees  contained  thick  urine. 

Contracted,  empty, 
mucous  lining  na- 
tural. 

Uterus  and  its  ap- 
pendages natural. 

6 

Natural  .... 

Contracted,  empty, 
tm-al. 

7 

Capsule  on  the  right  side  thick- 
ened, and  small  cysts  present  in 
the  cortical  layer ;  left  natural ; 
weight— left,  4oz.  6 drs.;  right, 
3  oz.  2  drs. 

Contracted,  empty, 

JliLLI,'LtLlb  iliilLtg  liar 

tural. 

Uterus  and  its  ap- 
pendages natural. 

8 

Pale  

Contracted,  empty, 
mucous  lining  na- 
tural. 

9 

Left  pale;  capsule  adherent;  right 
less  pale,  with  a  small  cyst  in  its 
cortical  layer;  weigh t— left,  4oz. 
6  drs. ;  right,  4oz.  5  drs. 

- 

Contained  3  iv.  of 
clear  alkaline 
urine  microscopic 
apjiearance  intlu- 
enced  by  decom- 
position. 

Uterus  natural ;  Fal- 
lopian tubes  sm- 
rounded  by  nume- 
rous small  cysts 
containing  a  clear 
albuminous  fluid. 

10 

Left  palc;  ripht  less  so;  caliees 
contained  inspissated  urine ; 
weight  —  left,  2oz. ;  right  loz. 
7dr». 

Distended  with  clear 
urine ;  mucous 
lining  natural,  mi- 
croscopic exami- 
nation influenced 
as  above. 

11 

Pale,  otherwise  natural 

Contracted,  empty, 
mucous  lining  na- 
tural. 

12 

Natural  .... 

Contracted,  empty, 
mucous  lining  na- 
tural. 

X 


No.  XIV. 


The  following  Schedules  are  the  result  of  inquiries  made  on  the 
spot  and  at  the  six  nearest  hospitals,  and  the  \vorkhouses  of  St.  J ames's 
and  St.  Anne's,  beginning  with  the  5th  September.    Many  of  the 
results  must  necessarily  be  only  proximately  correct ;  amongst  other 
reasons,  from  the  great  difficulty  of  obtaining  accurate  information  from 
the  inmates,  a  difficulty  which  went  on  increasing  in  proportion  as  the 
date  of  the  actual  outbreak  receded.    This  was  sometimes  the  effect  of 
unavoidable  physical  causes,  such  as  the  removal  from  the  premises  of 
every  person  qualified  to  supply  the  requisite  facts  ;  in  other  cases,  no 
doubt  of  the  unskilfulness  of  the  questioner ;  in  very  naany,  from  a 
:  reluctance  of  the  parties  questioned  to  tell  all  the  truth,  either  from  a 
jjp.ersonai  interest  as  landlords  leading  them  to  fear  any  depreciation  in 
yf''^  value  of  their  property,  or  from  the  like  personal  interest  as 
i|-iMnants  leading  them  to  shrink  from  offending  their  landlords ;  and 
^vjMtly,  from  an  almost  general  inability  on  the  part  of  the  residents  to 
■"Attach  any  importance  to  deaths  occurring  off  the  premises.  Thus, 
although  latterly  we  invariably  explained  in  inquiring  as  to  the 
number  of  cases  and  deaths  that  our  inquiries  applied  as  weU  to  those 
of  persons  who  were  subsequently  removed  to  hospitals  or  elsewhere 
as  to  those  persons^who  were  taken  ill  and  died  in  the  house,  we  have 
^9  Vlioubt  whatever  that  in  many  instances  hospital  cases,  as  we  may 
■i^ii^'|hem,  escaped  our  inquiries. 

'"  One  of  our  number  (Mr.  Ludlow)  is  also  afraid  that  his  earlier 
BChedlilfes  in  particular  do  not  sufficiently  distinguish  between  water- 
closets  and  privies  with  water  laid  on. 

David  Feasee. 
J.  M.  Ludlow. 
T.  Hughes. 


Note. — As  there  is  an  apparent  discrepancy  between  the  number  of  deaths  shewn  by 
the  plan- of  parts  of  St.  James's  and  St.  Anne's,  Soho,  and  those  enumerated  in  the 
Schedules,  it  is  proper  to  remember  that  the  information  contained  in  the  Schedules  was 
obtained  at  an  earlier  period,  while  the  plan  shews  all  the  deaths,  ascertained  by 
subsequent  inquiries,  to  have  occurred  during  the  continuance  of  the  epidemic.  It  is 
believed  that  the  record  on  the  map  is  as  accurate  as  it  is  possible  to  make  it,  having  been 
prepared  with  the  greatest  care  from  the  Registrar  General's  Returns,  from  personal 
inquiries  on  the  spot,  subsequently  verified  by  comparing  the  result  of  such  inquiries  with 
that  of  investigations  made  under  the  direction  of  the  parochial  authorities.  Since  the 
accompanying  report  has  been  printed,  Mr.  Marshall  has  discovered,  at  the  Craven  Estate 
Office,  the  exact  position  of  the  pest  field.  It  is  delineated  on  the  map,  as  well  as  the  spot 
where  the  Commissioners  of  SewerspwoaeftMly  represented  it  to  have  been  situated. 
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Nc.  XlV.~-(Co7iti?iued.) 
IIOUSIM  ;-l[OUSE  YISlTATlOxX. 

Mt'idai/,  llth  Seplember  18o4. 
PATilSII  OF  ST.  JAMES,  WESTSnySTER.— GUEAT  PULTEXEY  STREET. 


II.  IsnABITASTS. 


SItunlliiti 
mill 
No,  01  IImikk 


Hauree  of  Jfujij'ly. 


Wli-'in-oili'milt. 


Rniiio  Xo,, 

iniiiil. 


niiJ  cfllnm. 

mil  Uiiohcii*. 

InoTuillniE  Mliop. 
U. 

null  klii'lictiK. 


i-Noif  ItlverCo. 


Noiv  lllver  Vo.  \ 


OiMiil.Iiuioi:imCo.{ 


{iriiri'l  .hinclloii  Co.  i 


Hull  mill  el'lcrn 


I'lirng)  in  Itrnn  1  Slircl 


l'urii|i  in  lli'iillo  Lnno 


C'lftorri,  waltr  flllcrcl 


CNlcrii,  linllGil:  l>ut 
from  Itrlillo  l.niio 
|>iitn|i  during  lOiu- 


llriHil  SIr.:L'l  iiiiiii]! 

IJrunJ  St.-oct  iiuiiip 

j)po"n"0,l  ilrnnh  frniii 
llnmil  Hliunt  |iiiiii|i 
on  \\  ii^iu-iKltiy,  lliu 
iliiy  IhiJoiu  llltiULii. 

C'loloni  nanonilly 

ClKlorii  . 
Do.  . 


GennrJ  StAie  of 


CompIalnU  ot" 
outward  NnUascei- 


No.  of 


EnipIoyniFDU  and 


ilriiiii 


lllk>ll 

Wntcri'lii-ict  , 


Wnterelo-cl  . 


lfr..ii(iil  nnil  llrnt 


CIcJin;  UFimllr  lin 
iiulilii!>i;ur. 


Oonil:  liut  rntl.cr  liml 


i-lioIcB  nt  liolh 
lr«  <.f  atreol  Very 
■uiiva  n  rurluii^lit 


Cnrpcntcr*.  lirick- 
In.ycf-.  lailor,  tliM- 


:jill!m.m,  tnilor,  &e. 


nifkclninkcr.',  Kc. 


Frill  go  nianurncturcr. 


Modclltr 
Tiiilor  . 


III.  DtSK.VSE. 


Dent  hi.  CfL/ti 


rorticulari 
J  to  Rooms  nltacknl. 


PurtleulMS  I 
0  Tcrsoiu  aUntiktf  ■ 


work. 


lioom  on  S<1  floor,  wiUiout 
chimney  or  ninUuiv,  \eM\- 
Inieil  only  from  ilour,  and 
ligbi 


.V  gnnr-linn;  dison«  •itii- 
liiile.l  to  rntiguo  intocl'Uico 
ordkitica. 


OliSLlIV.VTIOXS. 


pump  in  UronA  Strc<l.  linK 


Bnck  iinrluur,  grciuml  ilonr 


DcccnfCil  a  dninkanl 


One  or  Iho  clocnnscd  'Irn 
"  iin  llrurul  Slrcot  imii 
diiy  of  ilcntli,  bui  111) 


Tlip  Iioint*  tn  ihU  tircel  nt*  cincmlly  tLMcd  l>y  tlio  iidiiibllniitu 
tn  dmlii  into  llio  »lre«i  »entr,lml  it  i*  »u»i>o<lod  tlint  nmiij" 
of  Uicni  tinvc  only  cvmiiooU. 

ThMe  tlir^fhonw.nnd  N'o.  I,  ftiv  nt  (lie  »on.tli  cml  of  Iho  *traet, 
nnd  opixi'lto  lo  91,41),  41.  niiJ  4'J;  thcy  tinil  nil  been 

recently  ilrtUiioil  witli  ewo  Into  llio  w\v  »o>ver  Ih  tlio  mldillo  or 
the  >imt|  »"i^igHhiiB'>  jaccpti » ii  of  the  ciuo  of  dlnrrlm-n  nl 
Ko.  1,  nciidMUnlHBntli&l over  hnd  Inkon  pineo  In  nny  of 
thomt^^^^^^^^^^^BI  ftero  nut  newr  or  liotti-F  In  Any 
tvtpcv^J^^^^^^^H^no*  in  ihe  alnvl.  'I'ho  InlinUlnnU 
^Tora  Ifli^^^^^^^^^^B  tnUur",  buililer*!  Kc.,  I 


0  Ultceht 


Xolhina  i«  k 

Iho  pumii  I 
tlion  n  i-i 
bini'k  >\l<. 
otlior  mil.  I 
Itie  Mini  I 


Tlio  pcnon  nttackcd   

drink  from  Oroitdj  btroct 
during  illness. 


Tlio  dceciscl  fclelie  1  water 


from  Drond  Street 


Dinrrhnn  pntienla  dmnk  (Vom  Ilridlo  I.nin;  pninp. 


Tlio  donil  one  very  licflUhyi  ilrnnk  "onnrU"  of  llrnnd  Street 
wntor  liming  lIlnoM.  Tlio  oilier  elilld  hnprovinB  for  llio  ln»t 
livo  ilnyo.  (N.lt.  Tlio  pump  linil  Ita  linnillc  Inkoik uiraiillio 
Htli  Seplember.) 

Tlie  oeonpicr  iiippo«M  Ibnt  mnny  ilrnlnii  Iii  llio  clrecl  nro  not 
trnnpod.  ilo  RUBuiMts  tlint  a  two-lueh  pl|io  bo  cnrrled  lip  ontli 
bonun,  li-r  veiitlliiliuii,  nbovo  pnruiiet  Of  roof,  limleiid  ol  uiiy 
gully -holes. 


Maror  ilranli  from  Ilrond  Street. 


NoTor  ilrniik  from  ISrond  Street, 
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I.  House  and  Pbemises. 


Situation 
and 
Hfo,  of  Ilouse. 


Great  PuWnef 
Street. 


No,  of  Rooms. 


nod  ki  teller 


Grand  Junction  Co. 


Grand  Junction  Co. 


Grnud  Junction  Co. ; 
supply  only  once  a 
day,  find  notsuftici- 


Grand  Junction  Co. ; 
constant  supply. 


Grand  Junction  Co. 


Cistern  ecnernllyi 
Eeldoin  from  Brood 
Street. 


Cistern  generally; 
sometimes  from 
Broad  Street, 


Flcntirul  Bujinly: 
water  for  driiiKinc 
h  orn  pump  in  EronS 
Street. 


Jid  not  use  water 
from  Broad  Street 


1  privy,  ground  floor  ; 
1  privy,  bnacnieuc, 
nut  8wcct. 


1  privy  Oil  basement, 
loul;  1  wntcreloset, 
2d  floor. 


Drains  put  down  7 
ycara  ago,  and 
never  trapped ;  anid 
to  bo  no  smells. 


Ceacral  Statcof 
Tremi-cs, 


Bad;  tlie  smells  on 
basement  were  very 
oH'ensive. 


Conipliiiuts  as  to 
otlier  Kui 


Great  complaints  as 
to  tlio  smells  from 
a  HaIi  sho^  at  the 
back,  fronting  into 
Silver  Street  (No. 
41  in  tlint  street.) 


n.  Ikii^vbitakts. 


Employments  and 
Habits. 


Shirt-makers.  A  con- 
siderable number 
of  women  shirt- 
makers  there  daily. 


Shirt-makers.  25  daily 
workers  in  ist  floor 
until  outhrcJdi  of 
cliolcra. 


Ono  French  fanuly. 


Two  master  tailors  (ii 
pnrtnershiji). 


III.  Disease. 


No  disease. 
No  disease. 


Iiolern  pntn-nt  nursed  a 
who  did  „r  cholera  in 
c  Lane,  and  washed 

liinga. 


1  man,  age  40,  husband  of 
nils  r«3 ;  1  young  woman. 


u""  'I   ago  M,  ground 

mm  i  1  niiui,  ago  W,  sent 
toUisiuiiil. 


Wnm  in  age.1  2.7.  Wo  could 
not  Icnrn  wlicthor  sho  liiid 
reel  vcrcd. 


Both 
th  _ 

mid 


tbo  maslore,  and  Iho 
ifn  or  one  of  Hicni, 
Uic  ^vonmn  who  nnrfcd 


OjlSERVATlOKS, 


^m'V'^'f':*'''"''  '«'8l>l«)urs  to  Have  been  Liken  nway 

III ;  hut  this  may  have  been  citlier  Jmui  Ni>.  19.  Great  fultcncy 
.Street,  or  la,  bilvor  Street,  as  it  is  denied  by  the  inmiilcj 


ThnfO  Iionee«  wero  all  reported  to  lie  drained  into  llio  new  lewcrs, 
and  ti'a])[ied  throng h«ut.  They  rill  Hrrnied  in  n  ynml  and 
wliolciiomo  etiilc.  and  tbcio  had  lii^eu  nii  dl-en»o  in  tbuin,  escuiit 
nfew  tuxes  ol'iiidd  dian-lian  lindueed  l>y  IVight.) 


srtniii  wliellicr  lliU  houso  was  drained  into  new 


This  street  has  been  lately  diained  by  the  Commissioners  of  Sewers.    "VVe  may  state  as  a  rule  that  throughout 

the 


the  street  there  was  no  disease  in  those  houses  which  had  been  properly  drained  into  these  sewers.  Where  there  had  been  no  disease,  few  iiii|Hiries  were  made,  as  the  size  and  cliuractev  of  the  houses  are 
same  throughout,  and  unless  there  was  some  peculiarity,  no  ivinaik  has  been  made  ns  to  these  houses,  i 


MARLBOROrGII  ROW. 


J.  M.  Ludlow. 

TllOS,  IIUGULS. 


I.  House  ant»  Premises. 

11.  Inhabitants. 

IIL  Disease. 

Situntioa 
and 
THo,  of  House. 

No.  of  lioonia. 

Water ;  Source  of  Supply, 
and  whence  drank. 

N.' 

essnricfl. 

Ventilation. 

Dustbins. 

.General  State. 

No.  of  ■ 
Inmntos. 

Distriliution. 

Employments  and 
Habits. 

Deaths. 

Cases, 

Particulars 
as  to  Rooms 
attacked. 

Particulars  ns  to  Persons 
attacked. 

OlJSEEVATIOKS. 

1 

9 

Grand  Junction  Co. ;  good 
supiily  in  general ;  stone  cis- 
tern, covered. 

1  privy  in  back  ynnl  .  . 

Not  very  good. 

In  back  yard,  small,  r 
badly  kept. 

id  not 

2G  , 

M.    w.  CU. 
Kitchen    .      .     .  -    1  - 
Ground  floor  .  .11* 
let  ,,..115 
2d  ,,..323 
Attic  .      .      .  .113 

Charwoman. 
Geiierul  shopkeeper. 

Cabman  and  family. 
Tailor  and  family. 

3  (1  man,  2 
women). 

Several  of  diarrhtta,  but  all 
recovered. 

Small,  but  not 
unhealthy. 

Tailor  and  wife,  aged  GO  ami 
upwards,  in  front  atllc. 
Cabman's  wife,  ngcd  30,  2d 
floor. 

2 

8 

Grand  Junction  Co. ;  good 
Bupnly ;  old  'vvooden  clsteni, 
hndiy  coTercd, 

1  privy  ill  back  yard  . 

Fair 

In  hnek  yard,  small, 
full  oroflensive. 

ut  not 

10 

Kitchen    .      .      .  -    -  - 
Ground  floor  .  .211 
iBt  ,,,.112 

2iia      „    .  .11- 

Bricklayers, 

1  (n  ebild). 

:iiild  of  bricklayer,  aged  G,  a 
(.'irl  (said  to  have  eaten  brul 
{'ruitiil  the  street). 
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J,  HOU8B  AHh  PllEMIflBS, 


andwJioncodmnk. 


(iraad  Juni^tlon  Co. ;  plenty. 


OranJ  Junction  Co,  j  {ilcnly. 


Oran'l  Junction  Co.;  plonly. 


rirnnil  Junction  f '0, ;  gene 
rnlly  Honili  lint  hoiiiO' 
lima*  »loji|JC(I  i  ro  ruuioii 

QrnnJ  JuncUon  Co. ;  plenty. 


1  privy  ill  Iinok  jnril,  rntbrr 
foul :  ilrnlns  $ald  Ut  lio  nil 
trnpjKMl, 


1  privy  In  back  ynrJ,  rather 


1  priry  In  Imrk  ynnl  fivrrcttt- 
IHiur,  wliioli  Ininntei*  rny  tbcy 
cicnn  cunnlnntly. 


1  priry  In  htiek  ynril 


1  privy  In  buck  ynnl 


In  ?iMk  ynnl,  «nmll,  with 
«oino  Tcgclnlilo  rerou!. 


In  Ii.wk  ynrJ.re.-cntlycleanMd 


In  b.ick  ynrd,  not  badly  kept. 


In  bnck  ynrd,  not  bndly  kept. 


ComiiTnlneil  of  smrlU  from 
the  leuk,  orer  Uie  court  of 
Xo.  2. 


The  grneral  ilii'e  t>f  Ihit  houtc 
tra*  infamout.  The  tiuid' 
lonl  boa  bnd  notice  to 
dciuuc,  and  la  doin^  no. 


n.  ISILUIITASTS. 


m.  Disease. 


St- of 


2iid 


1 


Tho  rirticulars  we«  only  ob- 
ttm«il  fnr  rooms  ivhero  deatbs 
hrul  happened  ;  they  rrcro 
Itnck  pnrl..iir   .  .113 
Ist  floor  f(ont  .115 

Ko  particulars  obtained. 


Employments  and 
llnbit?. 


rut  icnlan  »s  to  PctK«a 
att«^> 


Observations. 


ne  yoan?  worann  of  18  hnd 
t«en  taken  to  bofpital. 


One 


„^   who  csmo  in  ill, 

from  nuninn  hor  ton  in 
Another  hou^.  Ground 
floor,  one  cliild  (ouiry  ns 
to  this  cofe  being  chulura  ?) 


No  deatbs  or  c.-ues. 


Sm.i1I,Imtnot 
unbcolthy. 


iViiman.  >eod  *-\  21  Coor. 
n'oTDim,  MS  I'-o  (Jiflrrh<M 
for  a  foTtiUshl)-  Hoy,  ap)  9. 


kIan,A8o4(Vl^<  1%  in  linek 
paAour.  cIiHd.S. 
in  IslflwfrOfl. 


Jiinn,  ago  T0|  laifroat  kitcbau. 


Afi  to  tliiR  VOW  \VQ  may  remark,  tliat  In  two  liouscs  (Nos.  5  nnd  7)  ivc  found  cesspools  at  tlie  hack  ;  and  wc  have  vei'y  Utile  doubt,  although  the  ininatts 
deny  it,  lliiit  tlicM'  cxinl  iit  ihc  liiiflt  of  vvvry  lioiisc,  and  lli;it  llie  ovci  llow  only  runs  through  the  drains  under  Carnahy  Street  into  the  great  eewers^ 
We  wcie  (old  lliat  a  pipe  Bewer  liiis  rccenlly  hcen  laid  u|)  tlic  row,  Imi  fonnd  no  evidence  of  any  liouse  draining  into  it.  | 
Thu  Iionscs  art  all  on  one  side,  facing  the  cast ;  the  ivcst  side  is  formed  hy  the  back  of  the  workhouse,  ! 


The  inhabitants  genei-ally  are  not  of  the  very  poorest,  and  seemed  to  be  temperate;  with  the  exception  of  one  shopkeeper,  tlicy  were  all  hand  liihoiirci'S. 
■\Vc  must  remark,  that  here  (as  well  as  in  all  the  other  localities  we  have  visited)  the  pre  nises  are  probably  in  a  far  cleaner  shite  thai\  conmion,  ou 
account  of  the  present  pestilence.  ! 

There  arc  small  courts  at  the  backs  of  all  tlie  bouses,  joining  the  courts  at  the  back  of  Camahy  Street. 

D.  F11A8EU. 
J.  M.  Luin.ow, 

TlIOS.  IIUOHKS. 


Kii;:\rr'S  court. 


Privy  nntrnpprrl,  old  pnn; 
drnlnii  under  tho  liouso  Into 
suivcr. 

Wflferclofct  trnppcd,  iviilcr 


l*rl>yfoul,uiitrnppod,  olil  pnn 
J'rlvy  foul,  tintrnppcd 

I'rlvy  foul,  untrnplicd 


A  (nittcr  running  from  tlio 
back  of  tin.  h7,  Itcrtvick 
.Street,  to  llio  back  of  tho 
privy  of  thcso  premiies  is 
very  ofTcnsivo. 


(U  inmnlcs.) 
.-11 


Lodging-Louso  keeper 


j[i  3nd  tlooFi  1 1n  parlour. 


TYLER'S  ICOURT  ("WARDOUR  STREET). 


Prky  foul,  nntmppcd 
Privy  foul,  unlrnppcd 

I'rlvy  foul,  iintrnppod 
Privy  foul,  untmppcd 


'hlH  caf=n  wail  a  ehllil  of  l!2,  nnd  occurred,  not  InUlio'  hoiinc, 
but  in  n  Binnll  two-roomed  tonoinont  norosa  Itio  yard, 
inlinbit«<l  by  b  pomona. 


1>.  FnABEIl. 

Tnoa.  Hcoaua. 
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I.  House  and  Pkesiises. 


Tuesday^  V2th  September  1854. 
CAKNABT  STREET. 


No.  of  Ilooms. 


and  ccllnra. 


Wntcr;  Source  of  Supply, 
and  whence  ilrnnk. 


ratfl,  ono  Rood-^izod  cistprn 
for  til  is  ami  ucxt.houGO,  No.  'i 


Sdmo  ctstcrn  as  Ho.  2, 


Grnnd  .TuncfioQ  Co. ;  plonti- 
fui  supply, 


Grnnd  Junction  Co. ;  plenti- 
ful supply. 


Grnnd  Junction  Co.;  plenty; 
old  lead  eiateni,  uncovered. 


Grnnd  Juuetion  Co. ;  plenty. 


1  vralcrcloset,  sweet 


1  privy  in  ynrd,  sweet 


1  privy  in  ynrd,  clean 


1  wntorcloset  . 


1  wnlerdoaet,  base- 
ment, and  1  wntor- 
closet ground  floor. 


1  wntcrcloset,  lately 
put  up. 


Close  ot  tlio  baek,thero 
iasv  smalt  ynrd,  but 
it  is  dirty  and  smells 
badly,  and  an  o^icn 
grnting  over  dram. 

Bad  . 


Close;  a  lenther-cut- 
tcr's  store  built  up 
at  the  back. 


ean ;  drnina  from 
walorcIoBot  and  sink 
nm  under  tho  eel- 


Bad;  no  deansing  for 
"  years  past. 


General  State  of 
PremtscB, 


llean,  but  smelling  of 
Bsh  strongly 


Compliiinta  of 
Outwnrd  Suisanccs. 


Open  crating  opposite 
tbo  door,  inucli  eom- 
plaiacd  of. 


Complaints  of  emclls 
from  gratins  in 
street. 


No.  of 
Inmates 


II.  Inhabitants. 


Employments  and 
Habits. 


Kitclion 
Ground  floor  1 
1st  floor  1 


Kitchen  1 
Ground  floor  1 
Lit  Hoor  2 


Kitchen 
Ground  lloor  - 
1st  floor  1 


Ivitchcn 
Ground  floor  - 
IstHoor  2 


Kitchen 
Gi-ound  and  ) 
lat  floor  - j 


Kitchen 
Ground  floor  - 
1st  tloor  1 


Pastry  conk. 
L'ndcrtiikcr. 
WtiijHniiiker. 


A  liutchor'a  slinp,  Idlla  II) 
sliccp  11  week  on  the 
premise*,  oilal  ic;ni)ved 
daily. 


China  shop 
Tnilora. 


Several  families 


Kitchen  1 
Ground  floor  1 
1st  fioor  1 


Uphold:  t  ere  r. 
Tailor. 
Fisli  monger 


Slilkmnn. 
Porter. 


Cases.  Deaths. 


No  case  or  symptom  of  discJiee. 


Parti  oulai  • 


IS  to  Persons  and 
antlnclicd. 


Tho  niistrces  of  llio  hou'o  n-o  "7  ■ 
her  Hstor,  Js-2fl;  housckccier'of 
&fi>cf  Street,  ngo  jii,  n 

finor,(denth  B.iidlobo 
ilomciii). 


^Vouian,  ago  I ),  a  eorvn'it  girl 


2d  floor ;  boy,  age  13, 


  -  ,  in  2.1  flnni' ;  (ho  tnilo; 

I  iho  ?A  Ho  ir  was  lying  ill  (intei 
p  era  to). 


Doy,  age  7, 3d|f!oor 


Observations. 


ill. 11  lima,  L-eiicrnlly 
liMiii  H.   Thorn  Iind 
;  liiitk  of  No,  12  in 


3  or  death  that  wc  could 


)  or  djalh  tlial  "ivo  could 


This  is  an  old  street,  I'linning  north  and  south,  of  good  width,  and  generally  healthy.    The  sewers  liavc 
almost  all  the  cases  occurred  at  the  ends  of  the  street  ■where  it  meets  Silver  Street  on  the  South  and 
had  been,  we  were  told,  lately  opened.   The  worst  cases  in  the  street  occurred  at  No.  1,  one  side  of  wliicli 
all  in  tlie  prime  of  life  and  in  good  circumstances,  died  in  the  course  of  four  days.    Perhaps  the  cause  of 
drain  under  No.  1  into  the  sewer  in  Silver  Street ;  the  ventilation,  too,  is  bad,  as  there  is  no  open  space  at  ti 


not  been  touched  lately,  and  it  is  remarkable  that 
Street  on  the  north,  in  both  of  which  the  sewers 
into  Silver  Street,   In  this  house  three  women, 
may  be  that  No.  2,  a  foul,  bad  house,  is  said  to 
e  back. 


locks 
ths 


It  is,  perhaps,  remarkable  that  so  few  cases  occurred  in  the  houses  on  the  east  of  this  street,  as  their  yards,  which  arc  small,  adjoin  the  IiiR'ks  of  the 
yards  belonging  to  Marlborough  Kow,  in  all  of  which  wc  have  reason  to  believe  thdre  are  cesspools  (sec  our  report  as  to  that  ro\v),  the  overflows  of  which  are 
said  to  ran  under  the  houses  in  Carnaby  Street  into  the  sewer,  ,1 

This  street,  on  tlie  whole,  shows  less  signs  of  modern  improvement  in  the  Rouses  tluin  any  of  a  like  description  which  we  have  visited.  The  few 
houses  wliich  are  not  noticed  in  the  table  were  free  from  disease,  and  offered  nothing  worthy  of  remark. 

Titos.  Hughes, 
D.  I'haseie. 


i 


BERWICK  STREET. 


f.  JIOLfiK 

A.V|>  PllEMISES. 

IL  I>-HAJBlTi>"TS. 

Kituatluri 
anil 
Ko.  of  IIoiuo. 

Ho.  of  noom* 

IVnwr;  Honree  of  Him-^r. 
and  wlionea  drank. 

Nci-0"nrir«.  VeatUation. 

DiMtbini.. 

fJeaeral  Stntc  of 
Premises. 

Cnnipliuntj  of 
Oiitwnnl  NniHuiccs. 

H 

i.of 

£tnp!oymGDt«  and 

I, 

3 

» 

Nniv  I!l»nf  Co. ;  ulnto  rittom 
core  red. 

Pfiry,  uiitrnjiped  Iron  pan 

Fool  drain  in  back  prenil- 
fca,  from  bouic  in  Peter 
Street. 

a 

(Hieesenionger 

a 

4 

H 

Id 

NewItlrcrUo.  J  "Isto  cl"t«m 

Now  Klvcr  Co. ;  woodon  bult^ 
rovcrpd. 

Wntorclonfl  tmpjicd 
^Vnlorcloiot  good 

On  \eiuhi,ovf.rbacli 
parlour,  good. 

Good 

Hack  prcniincs  foul  from 
open  gully,  very  offeii- 

7 

'J 



Butcher    .  . 

i: 

Nmv  llixer  Co.;  Icml  lUlorn 
t'orercd. 

I'rirj,  unlrnpiied  iron  pnn, 
roiil. 

In  boKkkilthtn  . 

OfTcnsive  (.'ully  oppo^to 
street  door. 

3 



Groecr 

0 

N«r  IlUpr  Co,  j  ivoodou  liutt 
uncovered. 

Do. 

In    pnsfnee,  nd- 
joining  kilcb':n. 

J 

11 

Now  TElter  Coi  t  nf'inc  (.datorii 

Privy,  untrnppcd  Iron  pnn 
(in  iinKlo  liotwcon  rruni 
kluhon  nnil  nrcn). 

Adjoining  privy  , 

Cbaudler  . 

H 

u 

Now  Ilitrr  (.'it. ;  liiluk  cJiilorn 
uiibofurud. 

I'rivy,  unlrnrpcd  Iron  pnn 
fin  back  ^nrd  t^ound 
lloor>, 

Next  to  privy 

Pipe  from  privj'  broken  In 
iiaek  iircu  closo  to  wnter 

a* 

out- 
nk. 

Cbccsemonger 

0 

a 

Now  Illver  Co,  J  wooden  Imtt 

I'rivf.  uiitrniipod  Iron  pnn 
(in  bni^k  ynid). 

Under  kitobun 

Egg  morolinnt 

10 

H 

New  IIItof^Co,  i  Mtono  clntcni 

WnlercloBOl  trnppcd,  but 
no  wntor  Inid  on. 

Butclier    •  • 

11 

II 

Now  ItlvorCo,  1  lojidoii  clHlem 
uocovcrcil. 

Privy  irnppedi    but  no 
wntor  Infd  on  (ground 
tloor  bnak). 

VJ 

y.i 

111 

Now  Itim  Oo.  1  QOrorcd  tank 
In  ;iird. 

Now  HImfCo,  I  GOTorodilono 
clfitoru. 

Wnhjrcloiot  trapped,  In 
yard, 

Wntoreloset,  wntcr  Inid  on 

Good 

0 
7 

Egg  merulinnt 
Baker 

11 

8 

Now   IHvor   Co, ;  covered 
wooden  bult. 

Do.  . 

■ 

0 

Bnubmnkcr 

III 

New  Hirer  Co<  i  eovcrod  ntono 
uliitoni. 

Privy,  nnlrnppcd  iron  pnii 

Greengrocer        .  . 

la 

I'J 

Now  Itlvor  Co,  J  liovored  lend 
olnlom, 

Wntorelo»otlrnp|Jed,wntcr 
Inid  on. 

G  slept  in  front  kitchen 

Cbaodler 

17 

]() 

Now   lllver  Co. ;  coveicil 
wooilon  liutt. 

Do.  . 

0 

Tea  ilcnlor 

IB 

8 

Now  nivor  Co. ;  bilck  clnlorn 

1  watcroIoiotontliogrDund 
Hour,  nnd  1  wnloroloxct 
on  kltuliun  Hour. 

Und 

8 

Kit  1 

Grt)und  ttoor  -    -  - 
Istfluor  12- 
2d    „  SSI 

Wig  ninkcr. 

lu 

7 

Now  Itivor  Co.;  Jnrgo  lirick 
Dlntora  uncuvuro'U 

1  jirlvy,  not  voi7  bwcdI 
now,  lliough  cnrcriilly 
kopt  or  Into, 

1)0.  . 

0 

Kiiehen       _    -  _ 
Uronnd  floor  11- 
1st  floor  11- 
2d    „          3  13 

Milkmnn  and  wife, 
2  helpers  (youinr  men). 
Policotnan  nnd  family  aniJ 
young  innn  lodger. 

•M 
El 

10 

New  Itlror  Co. ;  ninplo  supply 

3  privius :  nil  drniii.i  btldy 
trnpin'il. 

Do.  . 

Nl 

Tills  Ib  only  an  ftvornco ; 
beds  nro  let  by  the  uiglit 
to  men. 

Eat  io^'lio  11^0      •  > 

11) 

Now  Itlvor  Co. ;  Jiigli  eoirloo 

2  wntcroloBotc,  wnter  nl- 
wnya  on. 

Unit  nt  tlio  bnck, 
whore  the  homo 
in  mucb  con- 
fined, but  guod 
In  [botwolronia 
nnd  nt  tlio  top. 

Grtat  eomplainta  nf  iffta 
smdii  ari»ii\g  from  the 
orating*  in  tha  ttrett  op- 

.0 

Kite  ben        -    -  - 
Ground  floor  ~    -  - 
l9t  floor         2     3  2 

2d    ,  12- 

Piililicin,  his  fninily,  an< 

wife's  eiatcr, 
Scrvouts. 

IIL  Disease. 


Cases,    r  Death]. 


Putienlort  ai  to  Pervooi  and 
Itoonu  attacked. 


Cbcesenionger,  II  years  of  nge ;  9d 


Surgeon;  death  In  1st  floor  baok,. 
over  back  yard,  whero  gully  bols 
opens. 

4  adults  3d  floor ;  3  ndulu,  1st  floor  . 


2  children  In  !il  floor 


1  fulull,  2a  tloor. 
3  adults  on  Ist  floor. 


1  adult  in  bni'k  [inrlour. 


Observations. 


'fbo'i'  lionnM.upto  No.  y.'.arMreuerally  speaking, old, nuil  eon- 
flned  at  tlin  bnck  ;  thpre  Is  a  rlmo  niuiitj  ri-ollnfi  alwut  them, 
mill  It  h  only  nutoulshlng  tbnt  tliej  were  so  Hghlly  vUUcd. 


I  mnn  in  bt  floor 


Seo  vouiarks  nbovc. 
1  Seo  roninrk*  nbovo. 


Ikinao,  ngo  <!),  In  ground  floor; 
lilkmau,  ngod  18,  In  1st  floor  (two 
ays  ill;  snys  bo  eniight  it  from 
ursing  a  friond  who  died  In  llio 
oighbourhood.) 


This  U  ft  sinnlt  old  house  only  iubnldtcd  by  a  man  (a  brani 
worker)  and  bli  wife !  they  shut  it  up  nnd  wont  Inlo  tlia 
cnmitrv  on  the  flrst  ninnii  of  cholera  in  the  neighbourhood  i 
have  since  ruturned. 


iinjs  111  ;  iTiiu  E 

floor  (aitay), 


A  A 


";!J28 


I.  House  and  Puemises. 


"Wfltor ;  Source  of  Supply, 
and  wlicRCC  drank' 


New  River  Co. ;  ploiiliful 


Now  Kiver  Co.  ;  uncovered 
briok  cistern  in  back  ynrd ; 
lond  cistern  in  kitclion. 


Noiv  liiverCo.;  liutt  covered, 
supply  not  regulnr. 


New  River  Co. ;  good  supply 


New  ItiTcrCo,  j  brick  cistern 
uncovered,  good  supply. 


New  Kiver  Co. ;  good  supply 


New  River  Co.;  2wnter  butts, 
good  supply. 


Water  closet  trapped 


'\Vaf«rclo9et»  ground  floor, 
'    yard,  good. 


■Watercloaet,  in  I 
smells  badly. 


"Wtttereloset  good  . 


Privy  foul ;  but  said  to  bo 
trapped,  and  (jenerally 
ewect.  , 


■Wntercloaet  fair  . 


priry  under  frout'  arcn, 
trapped, 


Privy  in  back  yard 


'IPri\T  in  back  yard,  elcnn 


Privy  in  yard  awoet 


Dustholo  iu  baa 
yard,  foul, 


General  State  of 
Premises, 


Conii)liiints  of 
Outwftril  Nuisances 


\  largo  public-liouac,  oc- 
cupying 2  liDuses,  well 
kept  and  airy :  no 
lodgers  were  living 
tbero  at  the  time  of 
outbreak. 


A  Inree  workshop  in  back 
yard  ^  no  workmen  had 
been  ill. 


The  promises  seemed 
generally  very  well  at- 
tended to.  and  Iind  been 
recently  drained. 


Old  house  in  decent  repair 


Old  house  in  good  repair 


L  very  ofl'cnsivo  open 
grating  in  tlio  street  Do- 
tween  this  house  and 
No.  23. 


No.  of 
Inmates. 


1[.  tKUAUn 


Coniplnints  of  No,  34 


Great  compl.iints  of  No,  34 


Drain  from  back  yard  runs 
through  some  stables  at 
the  back,  and  smells 
badly. 


Kitchen  and )  , 
ground  floor  t 


Employmenis  and 
Habits. 


Saddletree  maker 


Tailor 

Young  men  lodgers, 

Loilgiug-house 

Lodgers. 

Sliocuinker 


Newamau, 
French  polislici 


Worker  in  leather. 


Cane  worker 
Shoemaker, 


Young  men  lodgers. 
Chemist. 


III.  Disease. 


No  diaeasB  reported. 


No  disease. 

..I 


P'^liouloraaa  to  Persons  and 
I     Rooms  attacked. 


Butcher,  ni-o  ai ;  sou,  a(to  18,  assistant 
to  a  pawnbroker  ;  butcher's  widow, 
ased48,ljmgill. 


This  ivks  the  case  ofthomasterprintor, 
nsodtiOj  ho  did  not  Hvo  in  tho  houso 
but  ( t  Camden  To\vn ;  a  tcmrcrnto 


1  man  seal  ougravor,  ago  45,  Ist  floor 
rnot  icmpomto)  j  l  woman,  ago  60, 
9r..  V  "  Hhirtmaker,  and  ddJcato 
(UlSdaj's), 

The  e  iso  of  cholera  was  a  man,  ado 
abot  1 4(1,  tailor,  it  had  lasted  lOdays ; 
ho  vyos  cured.  Tlio  children  had 
nadBinrrhu'n. 


Tho  wife  of  Iho  lnddnt;-houso  keeper, 
ngo  [to, on  grnuuil  floor;  a  delicate 
pers  m, 


Shoeciakcr,  ago  55,  in  2d  flaoi-  frout ; 
a  tempcrnto  man  (36  hours  ill). 


Grcon  frocer,  ngo  28,  in  Sd  floor ;  had 
nttciiiled  his  brother,  at  80,  who  died. 


1  woniaii.aec  60,  mother  of  tho  gi'cen- 
irrooer  at  ai,  ground  tioor,  11  hours 
ill  fdiid  to  have  fallen  ill  from  grief 
an  u  [nursing.) 


Carpeptcr,  ago  10,  2d  floor;  getting 
well;  laodlord,  illn-ith  cholera  for 
I'daye,  recovered. 


Observations. 


Wo  could  not  get  into  tins  houso :  the  master  (a  butcher)  and 
his  son,  had  died  there,  and  his  widow  was  lying  very 
dangerously  ill.  Wo  found,  however,  that  it  had  no  ventila- 
tion at  tho  bock,  being  a  corner  house,  qnilo  shut  in  by  iU 
neighbours,  and  there  were  two  ofl^onslvo  open  gratings  in  tho 
atrcot  almost  opposite  to  it. 


This  houflo  had  been  shut  up  for  some  time  and  had  become  a 
iicrfcct  pcst-houEO  ;  there  is  a  cesspool  quite  full  and  uncovered 
in  tho  front  area  under  a  privy  which  has  no  pan,  another 
apparently  under  the  back  yard  ;  tho  walls  ore  soaked  through. 
Notice  to  cicanso  has,  wo  believe,  been  given  by  the  parish 
authorities. 


1 

I 
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T.  IIoibE 

IL  Inhabitant  5. 

Bllufltlon 
•nil 
No.  of  Hotue 

N'o.  of  R«oni« 

fl'nUr;  Jjourro  nf  8oppIr, 
Biul  wliGiice  drank' 

Nrcciraricj. 

VgotfUlion- 

Duilbia*. 

General  Stole  of 

Complaint 9  of 
Ontword  Noif^nces. 

Dutribnlion. 

Cmp'oymcnu  and 
Uabtt5. 

40 

la 

New  niTcr  Co. ;  Kuod  lupplf. 

Watercloaet 

fair. 

AU  barrel  pipca,  trapped 
two  years  ago 

Kitcbcn  -  -  - 
Ground  Hoor  11- 
U\          „  12- 

3d  "lis 

Tailor?. 

41 

10 

Now  Blver  Co. ;  old  butt ; 
good  liupjtl)'. 

Privy  oM,  but  iwcet  now 

Do.  . 

KitcLm  -  -  - 
Ground  floor    -    -  - 

"?A           ,,        2     -  - 

Braf  s  founder,  men  work- 
ing but  not  sleeping  on 
preousei. 

4U 

Ki 

Now  Hirer  Co.;  old  mnUft 
bun. 

Privy     in    buck  ynrd, 
? trapped 

DO.  • 

i3 

JO 

Now  ItiTOr  Co. ;  brick  clulcni, 

Privy  in  bock  yard.'uld  pau 
pretty  clean. 

Do.  . 

Kitcbea  -  2  - 
Ground  floor    -    -  - 

H 

New  Itlvor  Co,  i  good  nupply ; 
'i  clKtcriin. 

U'atercIoAet  . 

Do.  • 

Good 

Comer  bonne      .  • 

Kitcbcn  -  -  - 
Grouuii  floor  •  —  — 
l..t  „  111 
:;d        „  11- 

Publicaa  .  . 

Serrnnta. 

4S 

Now  IHror  Co.  i  good  lupply. 

Doi,  . 

Fair 

Corner  lioiue      «  * 

street  ^Un  Smelling 
foul 

40 

B 

New  Hlvor  Co. ;  xupply  gt-iio- 
rnlly  twice  n  day. 

n'ntorcloeol,  wutcr  laid  on 
Jroni  oil)  torn. 

Hod 

Kiicben  -  -  - 
Ground  floor  111 

2d  "304 

Sboomakor. 

K 

0 

Now  Itlfor  Co.i  2  brick  cIb- 
tomi, 

Privy  untrappcd,  foul,  In 
backyard. 

Good  . 

Dirty 

Ground  floor  (  i  i  - 
lat  „  12  1 
2d          „  113 

Pointer  liTine  over  work- 
chop  at  bau. 
Milkman, 

OA 

New  Itlvor  Co. ;  lilgliaorvloo  t 
aoniUnt. 

Watoroloiot,syi>lion  pipe, 
oIcan> 

Do,  i 

Good  . 







SODTU  OP 

Noel  stueit. 

07 

Noir  Ttlror  Co. ;  wooden  butt 
oororod,  In  (hint  oron. 

Watereloaet  trnppud,  Id 
front  area. 

Do,  . 

In  area,  clean 

Kitchen  -  -  - 
ls""°  114 

Pawnbroker. 

tut 

Now  llivor  Co.  i  open  bHck 
olfltoro,  Jn  baok  kltvlion. 

Privy  In  back  yard,  ({round 
floor,  wiuto  plpo  I'roni 
cUtern. 

Do.  . 

In  back  yanl,  fair 

111 

2d           „       2     -  - 

Kitchen  _  -  - 
Ground  floor  11- 

2d  '„'  114 
3d          „       -    1  - 

Fancy  toy  maker. 

09 

Now  Hii'or  Co.  i  covered  lead 
cLiUiro,  In  buck  urcn. 

Privy,  in  back  nrcn.t nipped, 
waato  pipe  from  ciHtcrn, 

Do.  . 

Do, 

1^ 

Kitclicii  11- 

1st  „  11- 
2d  ,,111 
Sd  ,,110 

Coach  smith. 

TO 

Now  Itlvor  Co.;  wnlor  butt 
In  bnok  kitolion,  uuuorored. 

PrivyJlibnckyftrd,tTnppeiI, 
wnste  pipe  from  olaterii. 

Do.  . 

Do. 

Kitelion           -    -  - 

iBt  „  3  -  - 
2d  ,1  3  -  - 
3d           „       3     -  - 

drainer. 

71 

Now  Itlvor  Co.  1  brlekrlAlorn, 
ooTorad,  In  bnck  kltclion. 

Privy  iiiitrnpped,  foul. 

Do.  . 

In  back  yard 

7 

Ground  floor  2  -  - 
1st  „  2  -  - 
2d           „       3     -  - 

Dyer. 

Vi 

Now  ItlTorCo. ;  wiiloi  luitl, 
Inlinuk  kltoiion. 

Do.          .        ,  . 

Do,  t 

In  back  kilclica  . 

Kitclion  -  -  - 
Ground  floor    -    -  - 

l9t                „            C       -  - 

2d  „  fi  -  - 
3d           „       3     -  - 

TobaceoniBt. 

73 

Now  HlverCo.  i  Icud  oialorn, 
oovoroil,  iubnckkllobcn.  . 

Privy  trapped,  water  Inid 
on, 

Do.  . 

lu  bnck  yard 

18 

Ivituhcn  2  -  - 
Ground  Hoor  3  -  - 
Ifit  „  6  -  - 
2d          „       8    -  - 

Lodging  bonsc 

74 

Now  Itlvor  Co.;  wntcr  butt, 
In  ynrd, covered. 

Privy  trapped,  wnsto  pipe 
from  butt. 

Do.  , 

Do. 

V 

Ground  floor  3  -  - 
iBt  „  1  -  - 
2d  „  7  -  - 
3d          „       3    _  - 

Gold  laco  sliopman. 

nr.  Disease. 


  Part^culu^  u  lo  PcrMos  asd 

Df^tli,^  Room*  ittacked. 


Ko  diieue  nported. 


Ibe  landlord,  a  lailor.aced  40,  bad* 
Mvers  attx<k  of  dlarrhM ;  iccowr- 
ing :  KlwAyi  dellMic. 


Obskbyatioss. 


It  i«  rcuiATkalJe  that  no  cau  hapiwnctl  In  IliU  ittvot  lu  «ny 
botiH  north  of  Noel  Street,  which  cnuiiM  Herwlck  Stroct  at 
tliLi  iHiInt,  except  tlio  one  nt  N».  41),  nnd  thoro  the  luttlont  wa* 
tiriKiiiht  Into  tho  hutiiie  111 ;  out  of  llio  hou*o<  mirth  of  Noel 
S I nre I,  therefore  (!■*'■■  lV«ni  Nn.  44  lo  No.  ilT,  Ixilh  tiicluttvo), 
only  fuur  hou»w  Lavo  l*cn  ■elecled,  although  liiqutrle*  we» 
iiirula  at  all ;  the  cliaraeler  of  all  I*  much  tho  Mme ;  they  nra 
old.  but  III  fidr  condition,  and  occupied  gcucrally  by  i-ooplo  iyIio 
toeuicd  to  bo  well  olT. 


Doy  on  3il  floor  rccoTcring. 


Girl  lu  2d  floor  back. 


B  B 
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I.  House  and  Premises. 

IT,  Inhabitants. 

III.  Disease. 

Sitastion 

No.  of  Rooms. 

Water  ;  Source  of  Siipiily, 

NccosaarioSi 

YeulUation. 

Dustbins. .. 

Gene  ml  State  of 

Complaints  of 

No.  of 

Employments  and 

Cholora. 

Diarrha;a, 

Pir 

tioulars  as  to  Persons  nnd 

Observations. 

and 
No.  of  Honso. 

nnd  n  bciice  drank. 

Promises. 

Outward  Nuisances. 

Imnntes. 

Distributijn. 

Habits. 

Cases. 

Deaths. 

Cases. 

Dcntlis, 

Rooms  attacked. 

75 

New  KirerCo. ;  cororcd,  butts, 
in  bnck^r'nrd. 

Watcroloaet  trapped,  water 
laid  on. 

Good 

In  back  yard, fK 

r 

10 

Kitchen        -    -  - 
Ground  floor  I    1  3 
1st          _      1    3  - 
2d                 1    I  2 

UoUEC  painter. 

76 

New  Hiver  Co.;  wntcr  butt, 
in  l)nck  kitchen,  wncoTcred. 

Privy  in  yard,  trapped, 
water  from  waste  pipo. 

Do.  . 

Do. 

14 

3d  ,,323 

KItchou         3    -  - 
Ground  floor  3    -  - 
iBt           „      fi     -  - 

TVidow  who  lets  loilgings 

A  man 

77 

New  River  Co. ;  lend  cistern, 
covered,  in  bnck  kitchen. 

Waterclo=et  In  yard,  trap- 
ped, water  laid  on. 

Do.  . 

Do.  i 
In  back  yard  ^ 

- 

Complaints  of  continual 
stenches  from  Ush  oETnl 

7 

3d          \',     I    -  - 

Kitchen         -    -  - 
Groiuid  floor  -    -  - 
Ist         „     3    -  - 
2d          "      3    -  - 

Heraldic  choEcr  . 

1 

1 

\^'■omn 

n  iu  •>,]  Boor. 

78 

New  River  Co. ;  butt  in  back 
kitchen,  covered ;  brick  cis- 
tern in  front  urea,  covered. 

Privy  trapped,  in  back 
yard,  no  water  laid  on. 

Do.  . 

13 

Sd           „     3    -  - 

Kitchen         L    -  - 
Ground  floor  3    -  - 

l3t                    2     _  _ 

2.1          „     4    .  - 

Fishmonger 

Sfan  a, 

nd  child  in  a.1  ilimr. 

79 

New  Hiver  Co. ;  brick  cietero, 
covered, 

Do.  . 

Do,  . 

Do. 

10 

8d           „     3    _  . 

Kitchen         2    -  - 
Ground  floor  3    -  " 
let          „      5    _  - 
2d           ,      G    -  - 
8d          „      5    -  - 

Chair  manufacturer 

1 

Youni 

60 

Naw  River  Co. ;  brick  cistern, 
in  front  kitchen,  covered. 

Privy  in  back  yard,  foul, 
no  water  laid  on. 

Do,  . 

Do. 

5  (?) 

Kitchen        _    _  - 
Ground  floor  -    -  - 
iBt           „      5_?  _  - 

Kitchen        4    -  - 
Ground  floor  3    -  - 
l8t           „      0     -  - 
2d          „     7  - 
3a        „     c    -  - 

— 

81 

New  RirerCo. ;  2  lead  cisterns 
covered,  in  bnek  yard;  1, 
front  area 

Do.  . 

Do.  . 

In  front  area 

E5 

Conch  builder 

2 

2 

Boy  in  kitchen  (also  ono  dcnth  in  n 
emm  hoiue  across  the  yard). 

f 

82 

14 

New  River  Co. ;  water  butt 
and  cistern  in  kiteticn. 

Privy  trapped  C  years  .ago, 
back  ynril, 

Close  and  bad  . 

In  bnck  y-ird,  i 
good 

.t 

10 

Kitchen        -  - 
Ground  floor  112 
1st          „     _    _  _ 
2d           „     1     1  - 
3d  ,,121 

Bootmaker. 

Cabinet  maker. 
Tailor. 

3Iislv^s»  <tf  tioiuc  hntl  attemled  about 
tit'cm;/  cofcji  in  Ihe  nci'i/A6oiii7iDod, 
tiDO  jc/iiVrfrCH  qf  /ler  own. 

83 

14 

New  liiver  Co. ;  water  butt,  in 
bnck  ynnl,  badly  covered. 

Privy  not  trapped,  foiii  . 

Rather  close  at  the 
back. 

Drains  run  into  street 
under  kitchen,  .and 
smell 

84 

Kitchen  113 
Ground  floor  8    3  1 
l3t  ,,-14 

3d  "324 

Carpenter  . 

Tailors  &  French  polisher 
Widow  Indy, 
Pianoforte  makor. 

Wife  lif  French  polisher,  age  30,  living 
in  spinll  roam  on  erouad  floor  across 
the, yard;  wife  uf  mattrcis  maker, 
agc|57,  and  child,  ago  11, Ud  floor; 
soni  or  widow,  ngo  lU,  recovering, 
1st  floor  i  young  woman  lying  ill. 

84 

New  Hiver  Co. ;  lead  cistern 
in  back  yard,  stono  cistern 

Privy    in    back  ynnl, 
trapped. 

Good 

Fair 

Smells  from  street  grat- 
iiigs 

20 

Kitchen        _    -  - 
Ground  floor  -    -  - 

2(1  "88- 
3d          „     5    1  - 

— 

Shot  maker. 
Young  men  lodgers. 

85 

0 

New  River  Co.;  water-butt 
and  cistern. 

Privy  at  back  on  gi'oimd 
floor  foul. 

Close  at  the  bnck  , 

Clean  and  fresli 

Goniplninta  of  open  grat- 
ings in  the  street. 

0 

ICitchen        .    _  - 
Ground  floor  11- 
1st  floor  111 
2a    „  112 

Green  LTOccr  . 

G 

C 

4 

New  River  Co. ;  two  water- 
butts. 

Watercloset ;  Compnny 
had  lately  stopped  the 
wntcr. 

Close  i  only  1  win- 
dow at  bnck. 

Clenn 

Do.  . 

4 

Kitchen       -    -  - 
Ground  floor  -    -  - 
l3t  floor  111 
2d    „           1    -  - 

Cooked  provision  shop  . 
Workman, 

covered.  ' 

inbackyanf.    ^    *  ^ 

Street  nnd  Berwick 
Street, 

?)ut  no  complaint,     ^  ' 

Ground  floor  -    ~  - 
Ist  floor  13- 
2d    „  112 

87 
88 

4 

C 

New  River  Co. :  lirick  cistern 
covered. 

New  River  Co. ;  water-butt, 
bnck  ground  floor, 

Privy,  old   pan ;  drains 
Intely  trapped ;  no  smells 
since. 

Ilnd 

Very  old  nnddii 

ty 

3 
G 

1st  floor       12  — 

Kitchen       -   -  - 
Ground  floor  1    -  - 
Ist  floor  111 
2d    „           2    -  - 

News  vendor 
Tailors. 

89 

New  River  Co. ;  brick  tank 
in  bnck  kitchen  (very  hard 
to  clean  out  from  forma- 
tion}. 

Privy  old  and  foid  (pro- 
bnbly  a  cesspool),  under 
room  where  boy  died. 

Close  and  bad ; 
comer  house. 

Do,  . 

29 

Kitchen       1    -  - 
Ground  floor  1    1  C 
lat  ^oor       2    2  4 
2d    „           3    2  D 

Shoemaker 

Uarlicr  and  tailor. 
Shoemaker. 

3 

3 

90 

..  .. 

New  River  Co. ;  butt  ana 
tank. 

■Watercloeet   and  privy 
clean. 

Good 

New  nnd  good 

FAmllyftndscTrnnts 

Publican   .  . 

1 
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I.  HorjJiB  AJf»  PREMItSKS, 

11.  iNIIABlT.iSrS. 

ni.  Dl.vEASL. 

Hltimtfrjtl 
nnil 
Nu,  at  Homo, 

Si,,  or  W-nitii 

N'eccicirie*. 

VcuUlnlion. 

Diutliuu. 

Geaeral  SUtc  of 

Complaiula  of 
Out  word  Suiwmcts. 

» 

...f 

HinpIojIDCUts  and 

Cholera. 

r.vtirulju*  x»  to  Vmoas  nod 

Observations. 

nail  nhenco  dnuik. 

1MB 

DiilntiutiuD. 

Dettlif. 

til 

Now  niter  Co.;  IdjhicrrfMi 

montbs  riao. 

Had 

KftJr. 

in 

l-J 

Now  liiTBr  Co.  i  ciilern 

PriTy  (prtibftlly  lrrt|.[^) 
awc«i. 

Quod 

Kitcben        .    -  - 
Ground  floor  1     -  - 
1st  floor        3    2  3 
2d    „  11- 

■Jd    ,.           2  13 

Shoeioaken 

1 

V.i 

j'l 

«.-. 

II 

Now  lOvpfCu.  i  brink  vlnicta 
nnri  liiiH, 

Now  lllrur  Co.  • 

Now  Iti»or  V.o.;  two  lj)itl« 
(vrntor  fliifl  1)(!C(J  tfilch  of 
Into), 

I'rir^r;    now  ilriiiiu-,  nit 
tmi't'Cl  Sjenri!  u^^'i, 

^V^nt^rcloict;  «ntvi  liu'lon 

Good 
JJu. 

'.'leiin  and  yiod  . 
Uood 

Bt'jod  and  all  qgul  Kiit 
<hw'i  j!rain  ituo  main 

fihup  l-illid  on  prtinitU! 
all  blooil  nnij  qffhl  itnt 
down  drain  into  main 

» 

i 

b 

(ironnd  floor  112 
let  Boor        1    1  2 
2d    „  111 

aichen        -    -  - 
Ground  floor  -    -  - 
Jst  floor        -    -  - 
2d    „           3  2a 

KJtchou        1     1  2 
Gronnd  floor  1     1  1 
Isi  floor        1     -  - 
3d    „           3  11 

Butcher  . 

Rutch^^  fouulr  and  two 
GcruiAu  cfg-DicrchaQts 

1 

1 

- 

- 

1 

-- 
- 

One  "t  thu  hi:t[^ii<,  young  lu.ui.rc- 

M«.or  .i*nUi»rl,™0.r5lmm- 

very  fining  joung  mtui. 

Ttio  oliurcli  vw 

ioji  Imro  nii<l  i<ce 

Iiicn  nliout  llio  njineo  of  Tuiir  tiiii 

Now  fflrcr  t'o,  {    liult  nnd 
dilorii, 

I'rivjr 

Koteiod  . 

Open  gratinu;  in  atreet 
very  olTeueiTc. 

T 

Kilclien        -     -  - 
Ground  floor  -    -  - 
1st  floor        1     1  2 
2d    „  11- 

Publican. 

.101,  i09,  mill 
lOlt. 

lIotuc«  hOiulldliiK,  nbout  Jinlt,Uui^hudt 

101 

Nnw   llivor  Co.:    Ijlllt  iiiiil 
djitani. 

Wnlorolojiol  niiil  pri>y  , 

Fnlr 

l'*(ur 

B 

I'ubiifnn. 

! 

riiiB  Hlh'fl.  niiiH  iioi'lli  iin.I  Nimlli,  cmling  in  Oxford  Street  at  the  iioi'tli.  At  about  a  tliird  of  iIk-  way  (Io\ui,  it  Is  crossed  by  Noel  Siroet  at  right  aUgk^s, 
and  iiKaln,  lower  (li>wit,  iiliiml  livo  Ihiids  nl'  llie  Way,  it  meets  the  cast  end  of  iJroad  Hirt'et.  Jl  has  aheady  becu  stated  in  the  body  of  the  Table  that  tiiei'i  was 
ho  dlHfaHc  {.'xci'i)!  (tiif  CUM-)  iiiirlh  ol'  Niiel  Strcei;.  It  was  slated  by  Neveral  persons  as  a  reason  loi-  this,  (bat  the  pavement  had  not  been  removed  for  some 
liiiii-i  but  we  iht  imt  find  thai  lliei'e  liiLs  been  mucli  done  to  the  remainder  of  the  slreel,  except  sonlb  of  Broad  Street ;  this  lattei-  part  of  the  strcrfl  has 
certninly  been  nunc  Kcvercly  visiled  on  tbc  cant  side  than  any  other  part,  but  in  tbe  part  between  Noel  Street  and  Broad  Street  the  pavement  has  not'been 
touched,  luid  yet  thu  two  houses  which  Iiave  been;  most  sevtrcly  iiitaekcd,  Nos,  83  and  85,  are  in  that  part.    No.  85  is,  however,  only  three  doors  from  Eroad 


Street,  and  has  ils  haek  to  a  ueighlioarliood  where  tlie  disease  was  very  virnlenl.  There  is  also  mi  open  gnitins  h\  the  street,  smelling  very  badly,  lint  for 
these  reasons  tlie  Iiuuse  might  have  been  considered  ;is  healthy  as  any  mie  in  the  atreet,  for  thouglt  very  small,  it  is  remarkably  well  kept,  and  was  not  ovei"- 
crowdod.  We  have  reason  here  again  for  thinking  lliat  tlicro  has  been  e.)nsideiably  more  illness  tlum  has  been  ve|iorled  to  ns ;  in  some  eases  the  eoneealiiiunt 
arises  from  forgi  tl illness  in  oilier^  from  wilfnl  misrepPesOntation.  Weeaimot  hope,  at  tliisdislance  of  time,  to  do  more  than  iippixixiinale  to  the  numbers  living 
in  this  btreet  at  |li.-  time  of  tiie  imihivak  ;  the  lodgers  are  generally  iu  a  position  to  be  able  toiget  away,  and  very  many  bouses  arc  consdiueiitly  almost 
deserted.    Several  blanks  will  be  found  for  this  reasoQ  in  the  Table. 
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I.  JfuuSK  AND  ri;i;.insiiS. 


^Vn^cr ;  Holu  cc  of  Supiily, 
mill  wiicuco  (irnnU. 


Wntcr-liull  jji  Imtk  liitt-lic 


Zine -lined  uistem 


OIil  iroii  tislci'ii,  luicovcictl 


AValer-butt  iii  biitls  yaiil 


OKI  wiitcrliiitt  in  kid-hen 


WiUcr-butt,  bndly  covered 


Wiitcr-butt,  iiorercd  . 


OM  wilier -butt,  uinfffrcrc.l,  in 
yard. 


OM  w:itci'-bnll  in  Iiitcricu 


I'l  iv.v  on  1st  Uoor,  luiil 


Obi  iirivy,  foul,  over  coas- 


m-ivy,  B10HI1.1 
:10k,  iioL  trfi|ipc<l. 


LITTLE  WINDMILL  STREET. 


Clean,  nil  ilrauis 


Dusllinio  in  fU'on  fnll  an'i 
I'oul;  lionpsofl' lllinudor 
Bt«ir3,  on  groui  d-lloor. 


In  buck  ynrJ, 
\vindow,t'oul;]i 
of  old  ovat«r 
liltti. 


In  bnek  yard,  To  il 


Very  foul,  in  .itclici 


Comiiliiinta  of 
Oulwnrd  Kuieitucos. 


Coiiiiibiiula  ul' cowhouse 


I'lie  ilr.'tiiis  into  tlic  server 
lind  been  stopped  for 
acveriU  liny  9. 


OuUy  inttrcetsuiolls  foiill; 


No.  of 


II.  Inuaiutants. 


C.rounil  lloor  - 
1st  noor  .  1 


Jut^Iiou  .  -  - 
'irouiiJ  floor  I  1 
l«t  „      .     -  1 


Kildicn  ,  . 
nround  floor  ■ 
1st  lloor  .  1 


Kitohcn  . 
Groinul  floor  - 
l^-t  floor   .  - 


Kitehoii  , 
(irouiid  lloor  2 
1st  Hoof  .  -I 


Kitcbcn  .  1 
<_;roujiil  lioor  1 
iflt  floor   .  - 


Kitolien  . 
Ground  floor  1 
1  at  floor  . 


Kiteheii  . 
Groiin<l  floor  1 
1st  lloor   .  I 


Kitcbeii  . 
Ground  llni 
1st  floor  . 


Kilebcn  .  1 
Ground  floor  - 
lat  floor   .  1 


Kililicn  .  - 
Ground  floor  a 
Ist  floor  .  'J 


liu  I  ploy  men  Id  and 
llabita. 


Novcrlet  . 
I'lnkor'ssliop, 
H.ikor'a  fiiiuily. 
Unkt. 


Ulilliniau 
Tnilor'fl. 


Used  1^  ee 


Tailor. 
Cbanv'Oinftn 


Tnilor. 

Willi  and  liiinHy  of  private 


Caiiicnter. 


Waiter,  Jots  tl'io  rest  ol'  the 
houuc. 


Grinder  for  aiioi'miiker^. 
Sliocuinhcra. 


Sbi'eiiniker'H 
Conch  builder's. 


III.  Dlskasi:. 


Cases.  Dcittlifi. 


Caaea.  Deaths. 


Particubira  as  to  I'ei-soiis  and  Itoi  us  ntlnckcd. 


Itivkor,  H  strong  young  miin,  getthm  wgll. 


0BSKRVAT10N3. 


Tlio  pnidiunii,  ago  -li),  ^Lvong  man,  in  l^t  Ho 


Dailhs.-  lloy,at;o  1-1.  in  iil  llonr.  J 

Tailor,  iiifo  ;!'J,  in  M  lloor.  a  so'on^ 
Cn^cs.  -  Two  women  mid  it  ehild  ill  of  lUnv 


(!.H  In  ?d  floor)  - 
1.  Tailor,  ai;e  ilO  (died  in  hospll.il 
1.  Woman,  ai,-o  'Jl>,  in  budt  room. 
1.  i^Iun,  age  Ai. 
1.  ClilM,  ago ;!,  takon  lo  luiotuor  1  mm. 

/Jcd/ftf.- 1.  Slioemakor,  iigo  SI,  in  biiiit  pa 

1 .  Child,  nKo    In  trout  nttid^ 
f '{(scs.— Tlio  ivholo  lamiljr  ia  the  Mtcbgaa 


ir  front,  iH  hours, 
[■r  bads,  ill  1  day. 
nmd  floor,  1  :<:ovariii(;. 


Bcatlvt  (all  ta1<eii  to  hiifi])it.-il  and  ilieil  tlirrt)— 
I,  jMau,  (i«o  nil.  1st  llnor  bnolc,  2  Akyn. 
1   \Vniiirm,:ii.'i'      i-t  itoiir  baek.  il  iliij 

I.  Mi\ii.  .i'--i  '2 .,  ...I  il.M,i-  iVon1,il  dny.-. 


Di:(ilhs.~\.  \V  ,.1,  -,.|  lloor. 

CiKC'.— 2.  i\lan  aiid'wili',  under  'M,  2d  flooi, 
1.  Bootuloscr,  rceovcred, 


irini;,  hia  parcn^H  died 


1 .  Womun,  age  oO,  2d  lloor  back. 


Woinmi,  l3t  floor. 
Man,  Ist  lloor. 

Wan,  2il  floor.  I 

Vcallts.—l.  Wouinn,  ago  US,  eliolcni  2  liiyn,  eouEecntivc  fcvi'i 
li  dnyti.  i 


bttMO  \mihCA  woro  of  tho  sauio  ulmrncttir,  nqt  eo  crowded  as 
AO.  Ifi,  oM,  bnt  in  Tair  order.  Thero'bad  bean  no  difcasc  in 
any  of  tlicni,  uulo?u  nomc  eases  of  diarrlicrn,  which  wore  reco- 
vered. {Wo  find  it  very  hard  to  obtain  inibrmation  na  lo 
iliiiOJiao  whicli  lins  nut  boeu  very  Hafiotu,) 


333 


J.  IIot/«i:  AN-O  I'f 

n 

Ivn.iniTAsisi. 

nr.  l)lr-rv>K. 

flltuaflon 

H'Bler :  (fcrarw  r,t  fdipjirjr, 

'         n.i.l  HluM'f  'Ir/>nk. 

CouiiilainL*  of 
Outwnnl  Noifinoe*. 

yo,  of 

J 

KiiiploFiiuvit*  ruul 

Chokn. 

0  lis  K  U  VV  T I ONS . 

nnil 
Ho.  nr  Ifoiuo. 

1  No.nrrrwmi, 

VrnllldUon. 

Ditufl 

'-\ 

ntlon. 

Death?. 

Cues. 

 J. 

I-J 

III 

Wi\U-r  U\U,].<-  ,  "nRiWiml 

I'flry  In  ynrJ,  foul 

I>rMn«    iiniirr  liotue, 

iriiiifo-l. 

Bnd  (iTicIti  from  Ii3<'k 

Fl 

(ironnJ  M 
Kitchen  . 
lit  floor  . 

ai  ,.  . 

w.  w.  cn. 

1    -  I 
^    1  3 

/VaiA*.— Two  women.  Ni1e»,3t|M  Kl  amJ  r.7,  M  tlwr. 
Cof.— t.  niuiiui>l,ago:rr,  rcrarentl. 

U'lil^r  liiill,  I'ltfti-A,  ill  Fii'  lt 

I'rirr  oM  tnil  T'liiLin  . 

fnir 

III 

Kilch^n  . 
( imua<]  flofl 
iHt  Uoor  • 
3J   ..  . 

1    1  2 
1    I  1 
1    1  a 
2  1 
1    1  1 

Shoe  m  nicer. 

/AeoXA'.— 3.  Man  nnil  nifc.Tounff. 

0 

in 

llrink  clot^i  MTcrcil,  Inr 

Iln. 

50 

ICilcben  . 
fi  round  HhoT 
l»tl<iNir  . 

^1  \'. 

-    1  - 
1    1  ■:> 

1  3 

1 

Cat*.- 1.  Cap  mflVn-Vo  'li  ''■■vi  iliirtli'>v,  twiTrriiif. 

1>.  FllAMUR. 
Tn08.  llUQHKS. 


SOUTH  ROW. 


r.  Ilnrsi:  AWD  PJIKMISES. 


KIltmMiiii 
mill 
No,  ol'lloiiiio. 


IVnIorj  8onrccor8iipiily, 
nn<l  vv1iuiii<a  ilrniik.' 


J(i;riiilmlillr<1,lrlinp, 
3lin<i«iiii>iil  ii'r  ' 


CI;  flliilinl.l|ci1.l  ulinji 


[III:  f'liiliiililtiKl,  i-lmii 


'.17  ;  liilml.H,.<I, 


Mvirn  ti  i\ny,UiUifcnAm  ofX' 
tRni;  ulilorn  Imilly  cnrorcil 
ulHi  n  wooilon  oovor, 


s'liiv  Ulvcr  Co.  (?);  i 
livli'ii  ti  il.iy  ;  I  Nliji 
liini  lit  tlii>  liiick  :  1  » 
cUI'Tii  III  Iruiii,  iirrii ; 
I'hiiii'ii  liiiiiurli'i'll.v  I'll' 


N'ow  Itivcr  <"r>,  (?)  I  tiunply 
iwii'o  II  liny  :  I  ulil  woliV 
cIhIitii;  lonmi  svo'iilmi 
Ui  olxtui'ii.  > 


Ni!W  llivi'i;  ('''■j('i*|j|i  "I'l'l'ly 


Now  llivcr  I'",'  (?) : 


res 


Trivy  on  lin-dmont,  oloniufiil 
iiy  iMiiriiiLf  wnKt  domii 
iinioll*  liailly  ;  pnrr  ilmliu 
nwny  to  llin  linok,  mil  not 
Into  now  HrKirtrOOUIKKil}' 


rifltfuoiTiriil, 
,  linl  fiiK'llini; 
II'  ftoni  \ir\vy 


Privy  nt  Imi  k  of  tuupmr'nt, 
simillliiir  vi'i'v  linilly.  I'rivy 
i]i'iilii  riiii'i  Mnil(irklii'Iii'ii. 


,  'Toimil  lliiur; 
I'l.lM  llunr :  IkiIIi 


(!ijoi| ;  l/iiiiP  npi^n  '[incc  nt 


Air  v\o30,  liiit  wlnilowo  Inrgc 
mill  jilonty  ni"iii(>nii->  ul'vcii- 
lilnliii;.; ;  liiivit  'i|ii'ii  i  \m-e 


Arlniii'dliJi-;  n  Kiioil  Fliiircfuo 
I'rnni         lit  Imtloni,  will) 
Ini'so  fltyliidit  nt  llic  top  to 
;  oiH'n  at  ihc  liiitk. 


l)i]--llnili'  clcftn.  Vtr/  Imil 
npi'ii  KrjLllQc  over  ilrnin  in 
rriiiit  aiiMjiwt  umler  unlcr 


DiiRtliolo  liut  lint  oEToTi- 
Kivu.  Vory  liinl  smell  i  in 
tlic  kitclii'iis. 


Diistliolo  riill,  but  lint  olTrn- 
rivo;  oppiinilts  opi'ii  cully 
grnlc  In  the  street. 


Gene  ml  Stflte  of 
PreniinM. 


r.iitely  wliitc- 
w.-udltql,  nnil  In 
com  I  Ki-ncral 


Very  clcnn  nnil 
uirorully  hcpl 
on  tliQ  whole. 


N'o.  or 
Fini.ilej, 


ir.  iNnABITANTS. 


T  (  lodoers  alt 
i  \  trfl. 


Ijil  lloor 


TAn  Ivlal  !•/  Si  h  tnaile  up  lit/  3  men  irorJt- 
iiia  III  lailorinii,  ami  liviiiijfiut  noliilu-aya 
iltApiiig,  OH  the  Uljlooi: 

KiU-hons  .  ,112 
(tronml  lloor  .  -  M  - 
Isl  „  .11- 

ai  „  .11- 

:bl  „       -I  (ni;n  nnil  icomtn.lut 

nil  llir.  luJacr»nttfim  Ihf.  ground Jloorhnd 
Ir/l,  nml  ice  cmild  Jno(  ytt  aceuralc  in- 
formaiiiiit  an  lo  (Ann). 


1 


Knililiviucnt'  nml  llnl.iis. 


TftiUirnnil  wife. 
Wifo   mid    riinilly  or  IHiih 
Inlionrcr,  just  ilenil. 

3.  WorkiriK  iiilur'. 
1.  ScIIeroririiinniii'M,  nml  liis 
wife. 

Oeciiiiah'oiii  o/  '.i2  Iftmr  h»ltitn 
nut  dhcurercd. 


1.  Iliiinlro''  

2.  ^Vomoiittj rotors, 
Occujmlion/i  of  thi 

di'CQVertth 


r.nun<lro4«c^  . 
1.  r»tl>ourpr  mill  ^ 
cMliIrcii. 


Jfnn  and  irifi- ;  Irnile  ni-t 

rnV':rr--d. 
Sliooninkrr  nnil  »'iri', 

cIiiM. 

r.alinnrcr,  n  ifo,  mill  In  o 
dren,  Tradm  not  di'i^cvt 

.Sliocmnkcr,  wire,  inii 
eliililrcn,  r.nlK)uror:<>  w 
nml  eliililrcn. 


III.  DiSRASR. 


I'nrtlcubr*  n»  In  T)cnlli». 


1  Irinli  lalKinrrr  in  D-ont 
kllclioit,  nso  .'■Unmf  niiwnrvti. 

1  womAn,  M  liiU'T  (o[;f  un- 
I-iioiDii,    bill    II II I   It  1 1  old 


ilnr*  na  (o  AUnokn. 


Potato 

tad'      .  —  

hwp!  Ill  svllliulwttor. 


Strtra 
tiuln 


III,  III  IMIi-ltfM  Alt'! 


very  I  ul  illnrrl 
fhintk  ti'lipn. 
.fume  of'hr  Iwldfr*  nip' 

JK4td  I  I  ftiili-  left  fcfn 
itlUieb 


Onsi:uvAriONS. 


J>  D 
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I.  HonsE  AND  Premises. 


Situation 
nnd 
No.  of  House. 


No.  of  Rooms. 


10  ;  9  iiilinbitcd,  1  H)inp 


Wntor  :  Source  of  eiipply, 
iuiil  nlipnce  drnuk. 


Now  Itivor  Co.  (?)  ;  Supply 
(iiniile;  lursre  lirick  ciBteni, 
nppiimitly  in  good  coiiiti- 


I'rivy  nt  hnek  of  Uasemciif;, 
cnid  to  drain  under  tlic 
lioii3e,3raR)lin(;ratl]iT  iimlly. 


Trivy  it  Imek 
smulling  Mdly,  nnd  drnin 
running  under  house. 


Uooii ;  opfiii  spaco  at  Imck 


?.ooil  ^  open  nt  the  back,  wnh 
n  (.■oiirtyftril. 


I  smells  nt 


Dustlio!a  clean ;  bad  smell  in 
lliii  b.iscmcnt  (_cau.ial  jiro- 
hubly  by  a  lodger  who  icai 
}>ourin<j  water    doKn  the 


Gencrnl  Stale  of 
rromisc^fl. 


IT.  iMIAniTANTS. 


UTo.  01* 
Inmates. 


3.  T/,;s  is  oiity 
upproxmate'; 
two  families 
having  left,  nnd 
l/ie  mistress  lately 
dea<l,ueQollitll<: 
informa/ion. 


3J  „  .21- 

(.Tlii  olhif  11  livul  ill  the  upper  /iiu-t  if  the 
lioiuiB,  liU  no  particulars  given). 


Kmployincnts  and  Haliits. 


il.lren. 
,7,.r.). 


A  ymntf  foreigner,  and  man 

and  wife. 
TrntIc-1  of  yesi  not  rtiicoi)(iv<'. 


This  is  a  short  antl  rather  narrow  street,  nuiDinf^'  enst  and  M'est.  Nos.  1,2,3,  nnd  4  are  on  the  noi  th  side ;  Nos.  5,  G,  and  7  on  the  south.  A  new  sewer 
has  been  Uiid  down  the  middle  of  (lie  street,  into  which  all  the  houses  except  No.  1  drain.    {T/iis  is  (l^  assprlion  of  l/ie  inmates;  appUcalion  must  be  made  to 

the  Cninmissioncrs  of  Sarer.s  t/v  tn  Ihr  fart.    Mr.  BiiLi-lijettc  qnvstloiis  ivlicllur  am/  if  ihc  /loiisi^s  in  Ihl     ■       ■        '  -    -     -  -- 

refused  to  go  to  the  expen.se.    TlierL'  are  prubablj'  old  ce^^spools  under  sewral,  if  not  all,  of  the  back  pr 

The  occupants  of  the  houses  on  the  north  side  all  complained  of  very  had  smells  coming  over  froii  the  premises  at  the  back  of  the  houses. 


lir.  Dis|.;.\si; 



Odskrvations. 

Dcntbs. 

I'ai'ticulnva  iw  (o  l)onl|lip. 

.I'nrlieulara  ns  to  Atlacks. 

1 

1  woman,  :il  yoava  oU,  ai 

1  child.  2  yeai-a  old,  2d  tl"«i-. 
1  lioy,  7  yonrs  old,  3d  llooi'. 

Some  ciMes  of  diarrluca 
cured;  jmrticnliin  not 

I  noinan,  42  yoa>'a  old,  "lit-  of 
tobacconist,  elept  in  imrinur . 
I  woman  slept  in  Ist  lioor. 

No  illness  1-eiiorteil. 

N.B,— Entries  in  the  Table  in  italics  sliow  that  the  fac 


In  reporting  to  the  Board  the  results  of  two  days'  inspection  of  the  district  in  St.  James's,  Wes 
once  say  that  we  are  quite  unable  at  present  to  offer  any  opinion  as  to  the  causes  of  the  outbreak. 

The  first  day  (Friday)  was  occupied  by  us  in  inspecting  certain  shiughter-hnuscs  and  the  neigh 
and  several  liouses  in  Peter  Street,  Hopkins  Sireet,  Iliisbimd  Street,  Black  Lion  and  Tyler's  Courts,  Bipad 
inspection  will  be  hereafter  laid  before  the  Board  when  we  come  to  speak  in  detail  of  those  streets  and 

On  the  second  day  of  inspection  (Saturday),  after  making  some  preliminary  inquiries  at  the  Regis 
in  Carnahy  Street  and  Silver  Street  (the  results  of  which  inspection  will  be  given  hereafter),  we  resolve 
the  worst  of  those  t}iat  had  been  stricken,  and  selected  South  Bow  for  tiiis  purpose. 

The  results  of  our  inspection  are  given  in  the  ab(»ve  table  ;  it  only  remains  for  us  to  make  a  few 

"We  have  to  remark  in  the  first  place  that  the  general  cleanliness  of  the  liouses  in  this  street  is  quit? 
may  be  accounted  for  by  the  greater  attention  whieli  the  inmates  have  paid  to  cleanliness  since  the  o 
this  extra  attention,  aud  disregarding  the  statement  made  by  very  many  of  tlie  inmates,  "  that  things 
not  one  which  can  have  been  striel.en  on  account  of  the  filth  or  intemperate  habits  of  the  inmates,  n 
disease  was  induced  here  by  fou!  g  ises,  those  gases  were  probably  generated  by  causes  over  whicli  the 


V  gc  ne 
^uit  ?  i 
;  outbr 
i  er 


■/rcet  have  been  so  clraiiied.')    The  landlord  of  No.  1 

The  cause 

:s  are  only  stated  from  infeveflce,  or  on  partial  evidence. 


of  this  may  perhaps  appear  when  the  neighbourhood  bus  been  inspected,  but  we  could  guther  nothing  from  their  stalementa.  Many  of  the  occupants  of  the 
houses  on  the  south  side  complained  that  the  smells  had  been  worse  since  the  laying  down  of  the  new  sower,  particularly  a  shoemaker  on  the  ground  floor  of 
No.  5,  whose  open  window  is  just  over  an  open  grating,  which  he  had  covered  (ineffeetually)  wiih  ii  piece  of  oilcloth  and  stones. 

The  occupants  generally  appeared  to  be  pretty  well  off,  and  industrious.  We  heard  of  very  liitlc  drunkenness:  no  cusie  of  cholera  was  traceable  to  it. 
They  were  generally  sallow  and  unhealthy  looking. 

The  number  of  inmates  has  been  endeavoured  to  be  made  up  for  September  2d,  the  first  day  of  the  outbreak. 

D,  Fraser. 

I  Thos.  Hdqhes. 


REPORT. 

minster,  wliere  cholera  has  most  prevailed,  we  must  at 


louring  tenements  in  Marshall  Street  and  Silver  Street, 
lad  Street,  and  fttarlborough  Row.  U  he  results  of  that 
5 1  aces. 

ar  of  Deaths  for  the  district  and  Inspecting  two  houses 
I  to  insiiect,  In  detail,  house  by  house  one  street  amongst 


ral  remarks  upon  the  facts  therein  appearing, 
above  the  average  ;  no  doubt,  to  a  certain  extent,  this 
eak  of  the  disease  ;  but  making  all  fair  allowance  for 
e  as  well  before  the  outbreak,"  this  street  is  certainly 
n-  are  they,  generally  speaking,  overcrowded.  If  the 
umates  had  no  control,  e.  g.  privies  and  sewers. 


It  will  be  remarked  that  out  of  about  180  inmates,  more  than  one  fifth  live  in  the  kitchens  under  ground  and  close  to  the  privies,  whore  the  smells  both 
from  privies  and  .sewers  are  the  worst  ;  but  out  of  iit>een  deaths  in  the  street,  only  two  aavc  t;iken  place  in  the  kitchens,  \/hile  seven  have  taken  place  in  the 
."Sd  floors,  two  deaths  have  occurred  on  the  2d  floor,  three  in  the  1st  floor,  and  one  only  on  Ihe  ground  floor.  As  a  rule  the  occupier  of  the  house  lives  on  the 
ground  floor,  aud  his  family  are  in  better  circumstances  than  those  of  the  lodgers  ;  but  tie  lodgers  in  the  kitchens  and  the  floors  seemed  to  be  much  in  the 
same  condition  of  life, — if  anything,  the  3d  lloor  lodgers  seemed  to  be  s<imewhat  belter  otf  than  tlie  others.  There  seemed  lo  be  no  very  distressing  poverty  in 
the  street ;  the  only  person  who  complained  of  want  of  work  was  the  groom  in  Ihe  kilclmi  of  No.  3. 

Although  we  are  confident  of  the  general  accuracy  of  the  first  portion  of  the  above  T;ihle,  which  relates  to  the  houses,  we  must  warn  the  Board  that  the 
second  and  third  iiorlions  may  contain  errors.  Many  of  the  inmates  were  out  at  work,  ollicr.s  had  left  temporarily  from  lear,  and  the  minds  of  those  we  saw 
were  probably  affected  by  the  state  of  things  around  tbcm.  We  had  to  obtain  onr  infiiimalion  from  persons  whose  friends  aud  relations  wei-e  scarcely  yet 
buried  ;  the  time  which  we  could  give  to  each  house  was  also  limited,  so  that  wc  had  in  lake  our  chance  as  to  the  intelligence  of  those  of  the  iimiates  who 
hajipened  to  be  at  home  at  the  moment. 

There  appears  to  be  little  or  no  panic  amongst  those  who  are  left. 


(Signed) 


D.  Frabek, 
Thos.  Hughes. 
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IIOUSE-TO-HOrSE  VISITATION. 


Mondaijt  lUh  September  18o4. 
SILVER  STREET. 


I.  Uiwm:  Asi)  l'iii;in8E9- 


OrnnJ  Junellon  Co. 


Urnriil  Junellon  Co.; 
!1  olntoriiM,  1  IiIhIi 
norv^co. 


Urniiil  Jiinotlon  Co,  | 
:juli>[crji*jiliortiui>- 


IVhunco  driuilc. 


(Irniiil  Jiinulluii  Cii.  i 


I'Voin  Unmd  Strocl 
(lilrlna  iIImwi',  now 
from  Itroivor  (direct. 

KriJiii  Hroftil  SIrcot  . 


Ilron  J  Strfiol  formerly, 
Imt  nnl  for  ll  wufka 
l;ororo  ili^WO. 

CI"toni,  liut  from 
Jlroivor  Street  dur- 
ing illniins. 

Uronil  mrcot  pump  . 


.Int.- Wlniliiiill  S  reel 

Wnlofulofot,  •Irniinni 
into  Jilrcet  et 
<0  lriii.|.cd. 


Drnliifl  Into  C'nm- 
liriiiBo Street;  i-rirr 
and  n  nUreloacl. 


Wnlcrelo'cl ;  drniiis 
Into  aoivorCf'), 


Wtilorclnsct ;  drninj 
liilo  iii'W  60"er  (V). 


Ciiiiiliridtio  .Street. 


3  clo«''ta  ;  drnln  into  Qonl 
new    ^nwcr ;  i  " 
trnpiicd. 


InililTcrcnt.  smell 
ofdrnin  in  Uao- 
mcnt. 


Gcnoml  Stnlo  of 
Premises, 


Com  pint  nts  of 
lulwnrd  Suiianccs. 


GuHx-hoIca  in  Cnni- 
linilgo  Street  nnd 
Silver  Street. 


Formerly  enrtriilt'e 
ffielory  nt  b.iek,  Imt 
nut  for  lait  month. 


Smells    from  new 


U.  ISIIABITAXT3 


No.  of 
Inmates. 


Employmonla  and 
llabiu. 


Ooifcc-liOllso  . 
ftiiiers 


Stationers 

liibaccuniat 
iiblicnn 
jutehor 


improving. 


I*Artirulnn  m  to  Roonu 
nttnrXcil. 


rnrtietilnn  lu  tii  rersoni 
nltnclictl. 


Ucallt,  3.1  floor,  illness,  1st 


2d  nnd  3d  HiKir* 


Agoofdeccnsc'l,  73  . 


OUSKRVATIONS. 


Gentlcninn'8  Mrvnnt  out  of 
pliieo,  very  poor,  liikon  to 


'lie  fMhor  die.1  " 
drink  »vntfr 
TiiP.aa:f  ninrnli 


lliu  mollier  dloil 
II  urent  deal  tlruni 
■1  ob»ocvcd  to  bo 


or  tbe  two  porsniiP"  wlio  .lied,  one  drnnk  Ilrond  Stroet 


Was  nt  ICntlierliltliC  nliout  tlnio  of  outbronh.  Drunk 
"  gallons"  uf  Urviul  Street  ivtiior  duihiK  illiiOM. 

Dmok  n  irrent  dent  of  llrond  Rtroct  ivntor.  Tlio  Tnthor, 
who  \in»  rceovorliiuen  lliolltlMvlnodrniik  nrit.  Stiooii 
nr>>»lnniililcrc<lontnurmiiliie«|butOior3'tIiiiigU  carrlou 
awnj  dully,  nbout  tlx  n'otock. 

The  oceiiplcr  fiui.  no  other  hoii'o  nrom  Cnml)rldi;o  fltroot 
wentwnrd  drnlnn  Into  the  now  *owDr.  Ilo  oomplnmi  of 
the  removnl  oT  tho  iirnvcl  nt  lUo  making  of  tiio  tawor, 
and  il»  being  ropbued  by  rubblHli, 


]).  FilASEK. 

J.  M.  liUULOW. 
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ft,  Niimlior  of  tlio  H(ni=c. 
6,  NnmUer  of  Kiioms  in  ditto, 
c,  Xumbcr  of  Iiinmlea  in  ilitlo. 
<l,  KuiployincDt  of  the  Lnmlloril. 


ml  2  kiti:bcii3.  c,  3  inmntcs, 


a,  7.  ft,  9  nm\  2  kitclicoa. 
iimtc3.   d,  bnotiiinkcr. 


1,0.  6,11  find  2  Uitchens. 
mntc9.  (/(privAto, 


11  nnd  2  kitclions, 
I,  d,  bakor. 


1,  8  find  a  kitcbens. 
I,  (f,  surgeon. 


n,  IS  (?)  probably  in  ]\rar9hrill  Street ; 

a,  13.  6, 7  (ind  1  back  kitchen,  c,  10, 
rJ,  publican. 


2, 10.  t,  11  flnd  2  kitchens,  c,  15  in- 
mates, d,  butcher. 


n,  SulHcicntly  supplied. 

b,  Wbcro  kppt. 

c,  If  in  the  hiibit  ofdriuhins  from  the  Broad 
Street  pump. 


(I,  sufHciently.  &.  in  bnok  y.wl,  m  wooden 
butt.  c,al\  drnnk  fromBrond  Street  pump, 
but  none  cot  ill  from  so  doing ;  does  not 
know  anytliiiig  rcliitive  to  those  taken  ill. 


t,  BuBieionily.  6,  in  back  ynnl.  over  wjitcr- 
closet,  in  ci=torn.  c,  a  man  Hint  hml  diar- 
rhn>n;  drank  from  Broad  Street  pump, 
and  got  better  by  it. 

I,  BufHeicntly.  6,  in  iin  uncovered  wafcr- 
Initt  in  back  kitchen,  c,  one  drank  from 
Broad  Street  pump, 


the  houso  is  entirely  vricant. 


a,  BufBcicntly.  S,  water  in  back  ynrd,  in  water 
butts,  c,  one  drank  occasionally  from  Broad 
Street  pump. 

a,  sufliciontly.  6,  in  both  kitchfiii?,  in  covered 
leaden  cisterns,  c,  all  drank  Irom  Broad 
Street  pump. 


a,  Eufficiontly.  6,  in  water  butt,  in  hack  ynrd. 


1  back  yard,  in  a  covered 


a,  BUtHcIently.  b,  water  in  back  kitchen,  in 
Elate  cistern,  and  a  leaden  one  In  front 
kitchen. 

,  sutKciently,  6,  in  yard,  in  a  covered  butt  , 


t  yaid, 


6,  pan,  cleansed  ad 
b,  pan,  supplied  by 
h  tclien,    C,  pan,  from 
h,  pan,  occasionally 


nyard.  6,' 
n  yard.  6, :  an,  from  waste  pipo 


1,  in  yard.  6, 
pipe. 

I,  in  yard,  b, 

I,  in  yard,  b, 

E,  in  yard,  b, 

I,  in  ynrd.  6, 


,  in  yard,  b. 


Do. 


PABISH  OF  ST.  JAMES,  AVESTSHNSTER. -SILVER  STREET,  GOLDEN  SQUARE. 


pan,  cleansed  bypnils 


privy,  water  laid  on. 

pan,  cleansed  by  paila 

mn,  supplied  hyawaste 
pan  from  wasto  pipe  . 
pan,  water  laid  on 
a  pan,  water  laid  on  , 
jan,  water  laid  on 
back  yard.  6,  water- 
in  back  ynrjl.  6,  watercloaet  . 
atorclosot 


do. 


n,  IVhore  Rituatnd. 

6,  iriK-n"'nlty  emptied. 

c.  Whether  ollcuaivo. 


Do.  . 

I,  in  back  yard  . 


in  yard 

in  back  ynrd 


in  back  kitchen 


Do. 

in  back  yard  . 
between  coal  collar  and  tlio  kitchen 
in  yard 

dunt  sent  to  their  f.irni 


YCSTIL-VTIOS,  S:c. 

a,  Ventilation. 

6,  General  State  of  the  Promises. 

c,  Complumts  of  Eitcrnal  NuisancoB. 


I,  good.   6,  good         ,         •         .  . 

Do.      do.             .         .         .  . 

(,^ent,  good.  6,  good,  c,  had  Bmolls  from 
t,  very  good,  ft,  good          ,  . 


',  bad  smells  from  drains 


[,  good,  b,  good,  c,  no  complaints  of  any  sort 
I,  good.  6,  good  c,  no  complaints, 
Do.  do. 


Do. 
Do. 


do. 


ft,  mi  ore. 

c.  Occn  patio  n. 

d.  Number  sleeping  in  Room  at  the 
Urao  of  Attnek. 

0,  After  Death. 


a,  3  Mses.  6,  a  laundress,  3d  Boor 
front;  a  porter,  1st  tioor  back ;  and 
an  assistant  in  the  back  parlour. 

Tho  landlady  had  cholera 


(iilcase.  6,  in  back  attic.  c,nbutcbcr. 
d,  2  slept  in  room. 

Ot  1  case.  6, 2d  floor  back    ' . 


a,'l  caao.  6,  in  front  attic.  c,a  fonmlo. 


1, 1  case,  a  little  boy 


Died 
Died 


Tho  porter  and  laundress 
died  at  Middlesex  Hos- 
pital ;  assistant  reco- 
vered. 


Died 
Died 


A  mangle  man  in  fr<irit 
kitchen;  2  slept  In 
eame  room. 


General  Remarrs,  i;o. 


■ul.irly  surveyed  tho  neighbourhood,  and 
., ...  „i  „  very_  great  in  hmfca  facing 


Hand  15  Iiavo  been  previously  tabulated,  tho  tripo  dreasor  at  No.  H 
stales  that  noBniclls  havn  been  iiorcolvcd  since  Ibc  Imkehoui'o  oas 
established  noxtdonr;  lie  liii|uircd  all  over  London,  and alHrms  that 
no  tripo  drcaacr  ivas  attacked. 


No  deaths  westward  of  Camaby  Street. 


This  terminates  this  side  of  Silver  Street. 


• 

n,  NnmW  nf  tlin  \1.  u*o, 
If.  Sufiil'nr'if  Konnt"  in  AUli). 
NOMijrof  of  I»mnle»JrMllll«.^ 

^V'atcb, 
n,  SiiflWmU?  •Dpjilic^. 
c,  If  In  Uic  linfjK  of  ilrinkjng  rrorn  Ibeiiroiid 
direct  piinijt. 

iK-.-TBIS. 

«.  Where  »iIliJ»lci. 

h,  irrioiueDtiyrtnplicI. 

c.  Whether  oScaaiye. 

Vemilation,  ie. 

a.  VenliUUoo. 

b.  4;cnetnl  State  of  the  Frembej. 

c.  Cumpbiintt  uf  Hxtcnial  Nuisances. 

d,  Nanber  slCk-pinr  in  Itcora  at  the 

Time  of.^ttv*. 
<i  Alter  Deatti. 

Deatus,  Sc. 

DIABKI 

DK  kTU.s,  Ac, 

t'.ENCBAL  KCMiRKS,  &C. 

a.Wnn.\'a.  //,  l-f,  nm)  EkllcliGiu  And 
I  ocllnr.  e,  0.  f/,  prirAlc, 

fi,^iiiimelonl1y,  t,  In  Imck  Wlclini,  In  watcr- 

in  ynril  r,„j           b.  the  former 

a,jn  cplbir.    b,  frequently,    c,  not 

a,  ^'><^  ^  good,  e,  oeeaaionaQy  the  drain 

ThU  vritacs 

Mnflmicil  upontantviu.'ly  the  ovidence  of  tho  fofoiotnE  AH 
^  of  tliero  U'iiis  no  death*,  or  tevun  nttaokfi,  oastA-ard  of 

rj,30.  &, Onnil  I  Trrnit  kllclicn.  c,I3 
IflRlftlcf.  lliihiiiunKcr. 

«,  fnlHoInntlr.  6,  in  frrat  tatti,  In  a  cototciI 
Iciulcn  ci«[«rR. 

o,  In  fr'jnt,  (iren 

l^pUt  water  laid  on 

a,  in  area,  b,  do.  c,  do. 

o,  good,  b,  good         ■        .         .  . 

Ditto. 

a,Sl.  //,  Dnnil  ]  front  hiteltcn,  c,  )g 
JfimnU.'*.  i/,  pork  fmtiiltdr. 

M,  HafDcfcntly,     In  jmA,  In  B  covered  butt  . 

o,  on  blaim  6, 

a,  in  yard  .... 

Do.        do.  .... 

a,  01,  ^  fl  nnJ  3  klUrlicru,  c,6In. 
xnaitH.  it,  liicu^iiif). 

a,  Mumelnnllr,       In  boek  kilcbCD,  In  on 
nneovorol  butt. 

".In  yard.  ^,  w 

icRktfet 

Do  

a,  eood.    6.  good,   c,  imclla  from  drnin.':; 
compbuQd  of  the  drums  in  nejt  house,  No.  ai . 

;fi,^l  ftuw,  6,  IjI. floor,  c,  a  hook- 

Died  out  of  the  lionso  in 
KnowlM  Sitvet 

A  FCrtinl  in 
on  floor. 

,o„m 

W<v  ftill  unwi'll  nt  the 
tim.-  ihis  rv'iwrt  wn.< 
taken. 

a,  M.  I,  a  nnil  2  kitohnni.  e,  0  In 
mntoi.  </.  wljulninlu  Ironmonger. 

'in  a  corercd  butt. 

o. In  yard,  i,  p 
pipe. 

ai,njpplied  by  waste 

In  yard,    h,  froQuentiyp    c,  not 
otfen^iro. 

o,93,^6,  *^nnfl  2  k^t*bcnii,  e,  4  In- 

a,  niinidentl/.   b.  In  bock  kitoben,  in  aloto 
clitcni. 

a,  in  back  kitche 

1,  D^mlercloBct  . 

o,  in  bock  kitchen.    &,  do.  e,  do 

Do.  do  

0,31.        nrxl  111  kiklioru.  c,  Aln- 
nuiUii.  (f,  n  liukor. 

11,  nnfflclentlr.     h.  In  back  klklicn,  In  a 
covtircil  IcAdon  clitcm. 

n,  up  nt/liM.    1,,  wtlotlotct  . 

a.  In  the  coalhole-  &,  do.  c,  do. 

Do,        do.  .... 

0,  M,  A,  i  nnil  1  Imak  kltoticii,  c,  n 
Inmates.  (I,  grocer. 

n,  miHIcloiitty.  b,  Trntcr  In  a  kll«lion  up  tiairB, 
In  nil  Iron  clulcro. 

a,  down  Blalrg, 

l^wilerdOMt 

a,  in  area,  b,  do.  c,  do. 

Do.  do  

n,l 

W 

co^o.  6. 3.1  door  front,  r,  grocer's 
tc,  (J,  i  slept  in  ttic  room. 

Died        .  . 

StLisUlant>,  in 
nn  3J  floor 
rhmi. 

Toom 
bad  iliar- 

Ilotli  recovered. 

0,j(M.         i\nA  7  hftck^Itolion.  n,  r, 

<(,  Dtiniclantly.     In  back  ynr<l,  in  n  coverod 
butt. 

«,ln  ynrd.  f 
of  water. 

a  cleansed  by.'pnila 

The  dii-tia  partly  consumed,  tbc  over- 
plus is  aent  nway. 

Do.        do.  .... 

case.  &,  1st  floor  front,  r.  grcen- 
Jcer'a  wife,  t/,2  slept  in  the  room. 

Recovered . 

0,87.  fi, 7  ftfifl  no  klWwn.  a,.17,  h,\. 
0,  to  Uio  formor  J7  InmnUM,  to  tliu 
lutlfir  i  JnniAtOM.  cfirpontor. 

a,  BullK'Icntly.  £i,  on  sliilra,  iu  n  covered  butt 

a.  in  yard.  S.pnn 
lug  dgwn  pnilB 

olouued  by  tlirow- 
r  lAtor. 

a,  under  tlio  stAirs.    b,  fre<iuenlly. 
e,  not  ofFenflirc, 

a,  (rood,  b,  (;ood,  e,  complains  of  bod  gniells 
frnm  tlie  water  u?cd  In  boiling  preens,  &o., 
Iiv  n  p:irly  in  the  lower  part  of  llio  iioufio  ; 
liltciviro  (if  n  gutter  which  passes  under  his 
ttinilow  ;  also  bad  emclb  from  a  drain  in 
front  of  Uic  houiio. 

Thi*  hou'so 
contain  1 
eating  Im 
niii  nance 
Xo  38,  w 
who  occi 

nnorntli 
the  carpc 

■■■b-.v-'l  =,-Mr>1,.K-  ;  lh,-,-..,r  „M-  o,,,,|,j,     7  wbU-h 

'hi.-'^im'"'    i'-'i             '           V'.'i'.:'',',;;!|,','i,'i'  ,^r'd,ii[^ 

lo;  till'  -l.'ii.  M  >i                  ii...„   !,                 ,1  Uy 

lor  as  Iruh  u  i       u.  w  . .      ii  l.  iu'm  L, 

n.na?  nnd    Uppnr  Jnmm  fltrcot.  //, 
8  nnil  no  kftulionii.  c,  m  IninatOB.  tl, 
Kilvoritriiith. 

«,  niniclnntly.  b,  (n  Imckynnl  nnd  In  ttWnr ; 
IFiii  former  n  Hlnto  clNtcrn,  eovi-rud,  nnd  tlio 
bitter  n  butt,  itl«u  covered. 

",  in  yard.  6,  pru 

,  water  laid  on 

a,  in  backyard'  •         •         .  . 

a,  !Coo<i.  b,gaoA.  c,  complains  of  bod  emcUs 
from  tbc  dmina. 

w 

case.  6, 2d  floor,  c,  a  bookbinder's 

fe 

Died         .  . 

A  person  on  1, 

nceovcreJ  . 

The  htishai 
were  n  vc 

loftlio  WMWAa  n^WuWi  k.pl      du.«  til  tliv)  ro. nil,  whiell 
y  Ercnt  nuiuiuco. 

R,!W.  Ml  nn'l  1  rrniit  kildioii.  c,A 
iiimntoii.  (/,  jmljll(uiii. 

a,  luniclonlly.  b.  Inn  butt,  on  the  ground  floor 

1,  on  gronnd  (iooi 

,  b,  a  watercIOECt  . 

a,  in  cellar.    6,  frciiuently.    c,  not 

o.  Good.  6,  good,  c,  complains  of  bad  emclls 
from  the  gully-bolcs  iu  front  Of  Ibo  house. 

a,lc.v(i.    6, 1st  floor  front,    c,  ado- 
rn Btic, 

Died  at  Ciinring  Cross 
llospiul. 

a,  SO.  Jf,  10  nad  S  kltcljonn.  c,  0.  t/, 

(1,  «i[)l(  ioiitly.  fc.wnlor  In  "Inlo  cli.lcni,  intinrk 
kllolii'M,  uncororcd.oDdiun  covered  butt  on 
Uic  Ic/idH. 

o,  ill  tlic  renr  of 
lends).    6,  iiaii, 
water. 

!ic  lilt  floor  (on  the 
deauscd  by  pailn  of 

n.onleodfl.      do.  c,  do. 

a,  good,  b,  good  .... 

0,40,      6  nnd  S  hitcliojifl,  0,3.  tl, 
jinlnUr. 

«,  jiuinoioiitly.  6,  wiiLcr  in  kick  kilubon,  inn 
covered  butt. 

n,  In  ynrd.  h,  pju 

,byilu«liin;; 

n,  in  yanl  .... 

a,  good,  b, good,  chad  smcUs  from  drains. 

- 

- 

11,41.  fi,Miinil  SliKolmnn.      17,  (/, 
((Ipinor  iiiiiluT. 

1,  nillloloutlv.  b,  In  bftck  ynrd,  laacovorod 
loiidun  Uink. 

n,  in  yard.  6,  pan, 

eleanscd  by  flush  lug 

a,  in  cellar,  b,  dn.  c,  do. 

a,  good,  b,  good          .        >        >  . 

fl,4a,              1  I.,,,.].  J.ii.hcn.  ciin- 
oomiilcil,   i/,  liKicliiw. 

1.  lulMcIontly.  &,in  back  ynrdilannuncororcd 
butt 

a.injnjd.  6,  pat 

,  water  laid  ou 

n,  in  back  kitchen 

Do.        do.  .... 

(1,4:1,11,(111.1  ■l.l  . 

Had  been 
an  nttnd 
room,  to 

irevloiiJily  vlHitod.    Tho  elinnvoniftn,  who  «coverwl  from 
of  ebolera  at  So.  43,  kept  dog*,  ciils,  nml  rnlibllii,  In  tho 
Lbo  nmuiint  iif  about  17. 

The  inquiries  in  this  street  were  made,  and  the  table  prepared  by  a  medical  student  who  assisted  on  the  occasion, 
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Wednesday,  13iA  September  1854. 
PAKISH  OF  ST.  ANN'S,  SOHO.— ST.  ANN'S  CODET  AND  PLACE,  AND  SWAN  ALLEY. 


L  House  and  Jresuses. 


Situntioii 

cr. 

Nceeaaarlc 

Veiitilfition, 

Dustbiii.t. 

General  Stito  of 

Ctmiplnints  o 

No.  of  JItiuso. 

N'o.  oflEoonis. 

Soni'co  ofSujiiiI)-. 

Whence  lirniik. 

Premises.  | 

Ouhvnrii  Xuisnnces. 

inuIuUiiig  kitclicna, 


bcsldoi  sliop  and 
Icitthens.  , 


without  kitclicus. 


Now  River  Co. ; 
tern  not  eovi 
in  :  b.TSemcnt,  i 
ccilinL;  over,  iti 
condition. 


Cistern 
Do.  . 


New  River  Co. 


Cistern 
Do.  . 


From  Brand  Street, 
or,  during  epidemic, 
from  Noivmna  St. 


'  Don't  drink  WAf  cr" 


Pump  in  Oxford  Street 


I'rivy  drnina  iiiU 
pnol,cummont ' 
2  and  3. 


r.anncd  privy 
Do.  . 


Privy  drains  inti 
pout,  conimoo 
nud  0. 


Drains  into  St. 
I'lnce ;  thence 
court;  1  drain, 
]icd. 

Privy  . 

PrivT ;  uo  watei 


Good,  except  in 
kitchens,  whicli 
are  inhabited  by 
six  people. 


In  j'ard,  vault  bc- 
Bulea;  not  clean- 
ed out,  it  is  said, 
for  3  years. 


Goodjbut  BmcU  eom- 
plained  of  from  front 
area,  as  if  commu- 
nieatine  with  sewjr. 


Drriina  smell  very  bad , 
and  have  done  all 
tlie  BumDier. 


The  sink  oreull^--hole 
at  the  ciist  of  tlie 
court. 


II.  Ikhaditakts. 

No.  of 
Inmates. 

EuiidoiTiicnts  and 
UnUts. 

Cbimney  sweeper, 
niyhtiuan. 

■  18 

Marine-store  dealer, 
painter,  &e. 

20 

GasBttcr,  tailor,  &c.  . 

13 

General  shop,  &c. 

20 

Dootmaker,  tailor,  S:e. 

13 

Tailor,  Sic. 

It 

Brieklayor,  &c, 

liootmnkcr,  &c.  ' 

Could  not  he  nscci-- 
taincd. 

Greenitroeer,  ahoe- 
lunker,  &c. 

13 

Brokers,  i:e.  . 

2j 

Cnrp  enter,  bootmaker, 

Sc. 

IC 

Sweet  s]iop,S;c, 

About  30 

Itng  shop,  &e. 

7 

Publican 

Par  icukrs 
astolloo  iS  atlj-.eVcd. 


PnvticwIarB 
oa  to  Persons  attacked. 


2,1  floor  bncl 
Front  kitclK  ii 


ed  lioor ; 
and  U 
room. 


Bed- room, 
sons  in 
Hoors, 


I'une  but  children  on  the 
lircmiBPH,  from  wliom  no 
mfornintion  obtainable ; 
but  one  person  Ij'uie  ill- 

■biMb'MM  ..lu-ivdiildron, 

(■.vo  i;,,  -M    11,,.  I:,n,l- 

l.M.i'      I  .    ■>     ■■  l.iiiiily 

'i-,'..,,,',  ,  ■..,...1  i.riMhL.'  lieen 
iil,    ■aw.  thii-a  Miu  the 


K  titilor,  well  conducted. 


Deceased  a  porter,  eobor 
and  healthy  ;  loniplaincd 
ol  amcll  from  elotlies  Imj- 
longint;  lo  dead  periJon 
opposite,  Tin!  out  to  dry 
on  the  lends  ;  ,  bL'cmiu 
nlnrnied  ;  wiis  t;ikeii  ill  at 
half-past  3  n.ni.,  and  died 
liuU-pasit  1  p.ui,,  same 
day. 

A  boy,  eon  of  a  tflilorCES. 


A  tailor ;  sober. 

A  woman  nnd  two  ehildrori, 
tnkon  to  tho  hospital ; 
quiet  sober  people  \  tlie 
elder  n  carpenter's  ap- 
prentice, aged  lU. 

Man,  bootmaker ;  carried 
lo  workhon.so ;  one  child 
died,  one  rccovcrinif. 

One  woman,  landlady,  a 
drunkard ;  one  nian.alioD- 
maker,  sober.  woman 
druuk  Snlurdny  uigbt, 
died  Monday. 

Woman,  njapauncr ;  sober. 

A  bootmaker,  Iiifi  wife,  and 
one  child  ol' a.  Very  re- 
spectable, but  poor ;  could 
never  taste  meat. 


UpholstorcrB,  very  steady. 


Man,  the  landlord. 


Observations. 


Tlio  woman  attended  on  n  mnn  who  via  ill  of  cholera  \\\ 
Wanlour  Street;  llio  man  took  fright,  but  ivorkcd 
hiineolf  to  death  to  nndntain  his  family. 


HIlUAllon 
nnil 
Ho.  of  IIOUM. 


}t'n.  or  Iloomi. 


mill  i^iop. 
II. 

InoliiJliiK  lilteliani. 
10 


and  kIiu 


HoTirce  titHuv;i\r. 


-Nuw  Kiicr  Co. 


'^■'H'l-  J. ...  adwn- 


very  brul:u|ftut- 
tinit  lo  rl([(nKr»- 

nIvdH   ilrnWlgt.  of 

Nn,  ia  In  thwart, 
111  iiiii?m;r,aiu!ruiii 

inlu  ruiirl. 


(•.(nllne-lonBrminJ 
llnof  tiru'ki  whiTC 


U'lOd,  but  «ome- 
ivlini  <(iiitli»''cl 
l,y    >Iiu|i  iic\t 


IiidilTi-wnt  lidinv 


(.'onflncd  nt  bnck 


General  Rttic  ol 


I       (-'viupLiiuU  if 


IiiitilTcrciit.  nuljliisU 
iiiidcr  Btniri'iuo  lo 
workdliop  iibovc ; 
ilcfci'tcil  Mmc  dis- 
ease broke  mil. 


][.  I-iUAElTASTS. 


ST.  ANN'S  PLJ,'-'E. 


SWAN  AI.LBV. 


i:t>.p?onnntUnQil 


Kuietupe  mnWi^, 
lajfri,  [aintfru,  sc. 


Manplc  kept  . 


Hrokfr 
llcrlinliet 


a«  to  ItooQU  all.ttkni. 


I'&rlkiil.ir* 


(V).-. 

Z  tl.Ki'l 


M  Mivirarul  ntlie 


IVnih*.  nitio  nni  Kitk  par- 
lour ;  Ulnc-. ai,  fli>or  rranl. 


piJnrcr;  on  cri^tuul  flooti 
ivhitcr      ftD<l  iluJn, 

Inniichtliilll. 

Wonwn  sDiI  ronlli,  ' 


Woman,  tiaA  taxing  mxi, 
l<«otdoMr ;  i>ib«r. 


Ctiamonun :  ncnt  v» 
nmons  siclc,  wnnboJ  lb 
«liilbc*  or  tliD  i\eaA  oil  111 
Friilny ;  irn*  t  cry  nilic 
frlBtitoiicd ;  ilrkounl  ' 
Die  Salurdajr ;  draok. 


OilSEJlVATIONS 


prvppilj ol  \li     I  I  liii    I  V  I  ,.  1.  ,    .    L  .1  I   I  ui  n  ir.l 

«T  rwM.lii  '   '■■    '  I 

>»ith  wailfr,  nii'l  I'UiMiii.  I  -.li....!  l-.i  111.  I  Liiiiil'iil- 
<sl«wilb.n  1.1  bvr  K-k-oi-'  .liil.li.li.  ..|  llui.i.  m 


at.  Auii'fl  Oolii't  runs  cast  onil  west  liL-lween  l^eiin  Street  and  ^\'iirdoiir  Street,  It  appears  lo  dii.iii  into  Wiudoiu-  Snv._l,  liy  a  scwi-r  ilnouL'li  iW  cfiilrc 
of  llic  coiiit.  'I'liei-e  nre  two  sinlis  or  gully  holes  in  tlic  eourl,  I)otIi  niiieli  ciimplained  of.  Several  of  the  houses  have  cesspools.  Many  of  tliuin  ore  ovtr- 
crowded.    The  New  Rivi-r  Conijnuiy  sujipliea  nil  tlie  court,  nor  is  Maiit  ol'  water  anywhere  complained  of.    'J'he  water  used  in  drinking  is  mostly  talan  ft'om 


the  prtmist  s.  hnt  the  hiihifs  of  many  nf  the  inmali  s  am  inlunipei-ale.  I'.xcl  j.I  in  the  shops,  llity  hi  long  lo  tlip  lower  closs  of  artixans,  and  to  the  lahouring 
chlt^^.    H  i'  -wpp-  si.  'I  h\  ill''  ■(  IiM.iIiii;iM.'v  ,ii  Xn.      th:ii  tlu'  sewer  is  not  low  tiuiugh,  so  that  lliiTe  is  no  proiiT  iiifall  IVmn  llie  Iiovihc  drahis. 

St.  AiNiV       r  (>i.i  iij  .Fill  ir..ni  M  Ainu  '-  (  uin  1  i.urili wards,  forming  a  cvl-dc-sac,  and  Swan  Alley  soijiliwards.    'I'lie  former  draina  into  tin'  ninvt ; 

and  pvuliLililv  lln.'  Lill.'i.  wliirli  s.  .■ms  in  luiv.'  Iki'ii  M.-rv  h-:ullliy. 

D.  KUAHEU. 

J.  M.  LuuLOW. 


O  O 
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Wedneulay,  ]3/h  September  1854. 
TAKISH  OF  ST.  JAJrES,  WESTMINSTER.— PEW'S  PLACE,  CARNABY  STREET 


I.  House  and  Prk3hse8. 

Blluntioii 

Veutilntioi 

Diistlins. 

(.loucral  Stnte  of 

Complniiits  of 

niiJ 
3To.  of  House. 

No.  or  11001119. 

Source  of  Supply. 

Wlieneo  dranli. 

Necess/irios, 

Piemisca. 

Outward  Nuisnncea. 

1 

(uorth  aide.) 

{?>  Urnnd  Junction 
Co. ;  butt  ill  nrcn. 

Pump  ill  Gic^it  Jfurl- 
borougli  Street. 

Wn(cre!o;:ot  in  .iien, 
supposed    til  drnin 
into  tink  in  court, 

None  nt  bnck 

Under  stnira 

Good  . 

lind  smell  f[oin  pump, 
near  No. 

2  (uiil  3, 
(north  nnd 
Boutli  side.) 

riimji  in  court 

1  privy  forKo3  2, 3, 
and  4. 

Do.  . 

Dust    take  a  to 
duugliQle. 

i 

{south  siJe.) 

4 

runi|i  in  court 

pump  in  court  for  ten, 
sc.;  whcu  drnnk 
pure,  pump  in  Orent 
Mnrloorougli  Street. 

Do. 

Do-  . 
 1 

Do.  . 

[ndillereiit 

Bnd  aniell  from  putup 
ill  court. 

II,  Inhabitants. 


No.  of 
Inmnics. 


E  in  ploy  men  ta  and 
Habits. 


IIT.  Disease. 


1  very  ill ; 
both  tnlifii 
to  liospitnl, 


AFost  of 
tlie  iuuiatc; 
"    ffl  hud 


L'nrtiuuliu|j 
n!>  lo  Itooma  ntsitkcd. 


Pew's  Place  nms  westward  from  the  upper  part  of  Cariiaby  Street,  forming  a  ciiJ-ile-sa 
end  being  occupied  as  cowsheds,  wliilst  theri;  h  a  stable  at  tlic  westm-n  t'xtiemity,  and  another 
The  drainage  of  the  conrt  is  rci>oited  to  run  -wi'stward,  exr,  |)l  th;it  No.  1  is  believed  to  drain  in 
have  any  ventilation  at  the  buels  nor.  except  No.  1,  any  dustbins  or  necessaries.  The  dust  is  al 
a  fortnight,  nor  is  there  anv  complaint  of  bad  smells  down  the  court  from  the  cowsheds  ;  the  coi 
by  the  c°ow-keepcr.  The  common  privj  for  Nos.  2,  3,  and  4,  is  situate  at  the  end  of  a  passage 
of  the  court  to  the  east,  immediately  under  the  shop  of  No,  4,  on  the  south  side  consequently,  is 


It  contains  four  small  cottages,  the  south  side  at  the  west 
3u  the  north  side  at  the  sam';  end,  neither  however  occupied. 

I  the  sink,  to  be  hereafter  mentioned.  None  of  the  cottages 
carried  to  the  cowshed  duughole,  which  is  cleared  out  once 
rt,  indeed,  appears,  and  is  admitted  to  be  kept  well  cleansed 

II  the  north  side,  and  is  decidedly  oflensive.  At  the  opening 
pump,  with  a  sink  below.    The  tank  has  no  other  cover  but 


tt  nli 


a  loose  stone,  a  wooden  cover  which  it  formerly  had  having  mouldered  away, 
any  that  may  drain  below  the  pavement  from  No.  1,  becomes  mixed  with  the 
though  I  did  not  detect  any  bad  smell. 

It  will  bo  observed  that,  singularly  enough,  all  the  inmates  apparently  of  1 
affected  with  diarrhcea.    On  the  other  liand,  the  two  cases  of  cholera  (not 
water,  the  offensive  enjanations  from  the  gink,  and  the  bad  condition  of  the  shop, 


The  consequence  of  this  is,  that  any  filth  thrown  m  at  the  siuk,  and  possibly 
water,  which  is  stated  to  be  often  very  thick,  and  is  indeed  visibly  impure. 


BRIDLE  LANE. 


Pnrticulnrs 
.3  to  Persons  attacked. 


OnSEHVATIONS. 


0,  1,  the  only  house  with  water  laid  on,  and  a  closet  of  its  own,  have  been 
1  reported  at  No.  4,  arc  easily  accounted  for  by  the  bad  quality  of  the  pump 
which  is  damp  from  the  sink. 

J.  jM.  Ludlow. 


1  to  r,  (cnat 
aide); 

Broad  wood's 
workshops, 
&0. ;  and  on 
west  side 
from  No.  19 
exclusively, 
southwards. 

14, 


■Workshops  of 
No.  23,  Great 
Pultcuey  Street. 

IVorltahops,  back 
of  house,  Grent 
Pullcney  Street. 


Gmud  Juuction  Co, 


Grand  Junction  Co.; 
eupplied  Irom  Silver 
Street, 


Sometimes  from  Gol- 
den Sijunri',  or  from 
premises. 


■Watflreloset ,  dniina 
into  Great  Fultencf 
Street. 


or  S  waierclosots, 
trapped ;  drain  into 
Silver  Street. 


Good ;  n  urinal  washed 
down  witli  chlorido 
of  lime  twice  n  week. 


That  dung  'i*  'fiio  ia 
not  often  ciiough  re- 
moved. 

Smells  from  next  door, 
corner  of  Silver 
Street,  very  bad 
during  cholera  week. 


3childreii,3Qdult9. 


10  to  30  workers 
ouiploycd ;  1  in- 
mate. 


I'oreman  at  liroad- 
wood's;  70  or  80 
men  at  work. 


No  disease,  excejit  some  slight  diarrhoea  cases 
nt  lirondwooJ  a  workshops,  of  which  no 
aeeount  has  been  kept.  (Wo  heard  in 
another  place  that  there  had  been  more  tbnn 
one  death  amongst  Broadwood's  men,  but 
got  no  particulars.) 


\Vcftkly  for  2  or' '3  years 


Girls  from  IT  to  20 ;  the  one 
ivlio  died  22 :  1  recovered, 
the  others  ill  or  in  hos- 
pital. 

Father,  and  daughter  8 
years  old ;  man  not 
strong  ;  bod  dinrrhtca  on 
tlia  'Saturday,  became  ill 
on  Sunday  evening,  died 
Monday  morning. 


A  eowcr,  running  into  Browor  Street,  is  carried  up  as  far 
03  opposite  No.  2.  One  houso  drniiis  Into  n  dungbolo 
in  the  buic,  not  emptied  since  In^t  whiter.  An  open 
Burfiieo  drain  ruiiti  down  the  upper  part  of  the  lane. 


Stables  below. 


Stables  below.  A  case  of  nervous  fovcr  from  fright." 


The  di'ainage  of  this  lane,  it  will  be  observed,  is  far  from  satisfactory.  It  seems  to  consist 
01'  cistern.    At  No,  15,  it  is  indeed  asserted  that  there  is  a  drain  below  ground  through  that  part 


of  a  small  portion  of  sewei'  at  the  south,  end,  and  a  dimghole 
of  the  lane,  but  this  is  denied  wholly  at  No,  19.    jMost  cif  the 


houses  are  indeed  only  the  back  premises  of  those  in  the  adjoining  sti'eets. 
north  end. 


fet  the  mortality  has  been  very  trifling,  and  confined  to  the  Silver  Street  or 


TnOMAB  HUQHKS. 

D.  Frasei!. 
J.  M.  LuDUiw. 
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Friday,  loth  September  18.54. 
PARIStl  OF  ST.  JAilF.S,  WESTillKSTEI!.— XOEL  STREET,  POKTLAND  STREET. 


J.  JlrjI  sB  i-'B  PbEMISEB. 


Water. 

VenlilatLoa. 

DuUiiuJ. 

General  Stale  of 

Complaints  oT 

And 
No.  oriloDM. 

Ko.  of  Jloomi. 

goom  offlupplr- 

W1im<«  drank. 

Fremitea, 

Out^anl  Knbanetf* 

H,  IJJ,  W, 
(Koutli  Mo). 

nhop,  nnd  nork- 
iliopa. 

Now  nifer  Co,  t 
tiirna. 

i'omp   In    Bern  on) 
Htrcot. 

2  M 
t', 

nltrdMCU  and 
..  tllA-dralned 
erl>otl>premI»M 

Good,  except  in 
one  room 
on  ground  floor, 
nhere  (ink  ii 
t>Lued.  I'atent 
TcntlUUir  Inap- 
pcr  ivoilubop. 

nibfd^'^rncd 
CTCi?  morning. 

where  aink  and 
where  slue,  &c.  I« 
kcptjjificro  there  b 

17 
ID 

Iicaliloi  hitclion. 

Now  IllTor  Co. ;  cl«- 
leni.Hlth  iiM  ofono 
lii.nuU  lioiuo. 

Cliil«rna 

•    dnliu  Bp- 
bUj  Into  eces- 

Good  . 

In  front  area  . 

Bod  imells  from  water 
closets  and  eink  in 

Inoluillngit'ltclicni. 

Nfiw  Itlfor  Co.  1  cU- 

Ciitorn  , 

"I' 
rir 

-  4  yean  ajto 
Jftliu  were  laid 
11   ami  Mt  io 

Good  ;  3  yeara  ago 
tlio  kitchcDB 
vrarc  Tciitilatcd. 

A   pipe  from  'next 
b'lusc,  which  eoenu 
to  orcrHow  In  fhiDt 

II.  LvHABirANI  =  . 


No.  of 
inmates. 


EiDt>lo;iiients  and 
HoliHs. 


rartktilan 
as  to  Roofiu  attacked. 


2,  Snd  Boor ;  and  I,  lop. 


1st  floor. 
Slid  ^oor. 


Partkolan 
xs  to  VtTKiaf  attadral. 


3  men;  tho  niiulsr  Vv>k- 
hlnder,  ««M  «:  Wa  ne- 
phew, X:(,  naA  a  poRrr ; 
tho  two  foniicr  eh.«tljr 
^»«ter drinker*.  Thooiai- 
terapatiiisMmmtuttncr. 
Tho  two  other*  much 
alannnl. 


no:r>  teed  13,punlI-toil()i<<r. 
nno oroUhl children.  Itml 
no  prrmonitorf  dlarrb'in. 


Noel  Hti'uot  runs  westward  from  Wardour  Street,  crossing  I)t-an  Sircet,  and  forming  a  cul-de-sac  hey ood.  The  disease  appears  to  have  baen  cxclusiTely 
confined  to  tliL-  soiith  Hide,  and  to  the  western  end,  beyond  Dean  Sti\L-t.  Tlie  high  mortality  at  the  bookbinder's  forming  the  south-west  corner  appears 
tluiUi  inexplicable,  as  alUiougli  tiiere  is  one  room  in  the  house  of  wiiich  the  sanitary  condition  is  not  satisfactory,  it  is  admitted  on  all  sides,  both  by  the 


inmates,  and  by  a  person  from  next  door  who  kid  out  the  bodies,  that  the  house  is  perfectly  sweet ;  whilst  great  pains  have  been  tnkeu  in  the  ventilation 
of  the  workshops. 


PORTLAND  STREET. 


Nnw  ItlTorCo,;  biitb 
not  covorud. 

Ituttn  . 

WnliTTOlMct  ■mells 
oi  ten  Tory  had. 

Now:i»vcrCo.;  bult 
niid  cUUirtii  ivnlcr 
vorylUlloi'liiiculA. 

I'raiiiin04 

Will 

rclautfl  at  back. 

Now'  Itlvcr  Co.  J  uia- 
loni. 

Ciatern 

Wilt 

roloKt  •  ( 

Now  ItlvorC'o.!  bull 
niid  oUtorn. 

Unit  . 

Wntc 
lln 

rcIo«ct;  ilrnlna 
cr  hoiiao. 

Now  nivor  Co.  i  cia- 
toni. 

CiBtera  , 

Wiiferobsct  1  drains 
hilOBtreot;  Irnppi'd 
jii-tbi;rorouiitbri'fik, 

llo. 

Do.  . 

)o. 

Now  Itlvor  Co. ;  oin- 
tonu. 

2  wilt 

rcloscle 

[.  Ill  and  U 
W 

((IV  query  18?J 


la  In  Hii 
(noiiih  Hill., 
butijuory  IH?) 


ItlohiilliiKnlionnnd 
ilataubud  cot- 
Umo  nl  bnek. 


bimlilo*  Rhop  and  i 
kltohoiiNiShorco 
Rlnlile  liolilnd, 
oponhiR  Into 


Confined  at  boek. 


Dnut  thrown  In 
ilunc-place  of 
Btablo  Dchind. 


Dnd  smells  from  elak 
in  yard,  and  from 
cj utter  pipe,  trap 
broke D. 


Complaint  of  ofTccU 
liolontnu^'  to  tho  >lck 
'  iiuCllicing  reinoTod. 


No.  8."complain3  of 
^urinal  put  up  by 
parish  authorities. 

Urinal  ouUido  No.  8,' 
most  oHcnEivo  when! 
wind  from  tho  enat- 
wnrd.  SincUaUsthol 


and;3>in  lack 
tenement. 


13  or  M, 
and  7  or  8  w( 
pooido. 


ai, 

and  1  in  cottage  at 
bQck.  . 


Painter  nnd  elnzier, 


Tinplntc  worker,"  fcc. 


Joiner,  sc. 
Slilkman,  &i 
Butehcr 


Alan  on  3d  floor. 


StAbtemnn  and  hli  \4lfo; 
lu^M  so  ond  10 ;  womnn 
eubor,  man  not. 


N.Il.-Tjiihus  foTcr,  Boomlnglv  cholomic,  has  proviUlal  In 
the  upper  door ;  n  street  walKor  was  brought  In  with  It, 
and  communioated  It  to  n  boy,  her  bruthor,  thou  tO|tior 


1st  Uoor 
3d  floor 


lat  floor 

lat  floor,  2,1  floor 


Mother;  nnd  iliiuulilcr, 
w;iUt«oftt  maker :  nnd 
lippn  nlHuff  for  a  (f  3 
luuntlis;  very  dollvald. 


C.'lillilron ;  tho  dcccnRod 
l)Oun  teothlnK-  3  out 
children:  and  fnthor, 
cosoofdiarrlKca. 


Lnnndren;  OIioqtb  til,  but 
nnwidl  for  3  or  4  inyr 

A  litllo  (firl,  now  recoTOi  nif, 
Kr-t  tokon;  Iho  father  vn< 
much  with  her,  wnnnpii'li 
alarmed,  and  died.  Ill" 
w!fL.  woM  nl-o  miicli 
n!nnnod,nnd  fell  111. 


Had  boon  AttoiiillnEc'iiOTorAl  funernU  of  IVlundii. 


Poi'tlnnd  Stivot  vans  ft-om  Wnvdouv  Street  into  Poland  Stv 
TU'iuttl,  put  up  by  the  piu'isli  outside  of  the  public-house.  No.  8, 
of.    Tho  publicim  is  compelled  to  shut  up  his  door  iu  Portland 


opposite  St  James's  "Workhouse  ;  the  drainage  appears  to  flow  the  same  way.  A  public 
in  spite  of  tho  objections  of  the  publican  and  his  neighbour  at  No.  9,  is  deservedly  complained 
Sircet,  the  pipemuker's  whole  house  is  infected  by  it,  especially  when  the  wind  is  from  jthe 


eastward,  so  that  he  cannot  stand  at  his  door,  and  the  unhealthiness  of  his  house  is  probably,  at  least,  in  great  nieasiire  attributable  to  it.  The  ereelion  of  tliie 
nuisance  in  its  present  situation  is  the  more  surprising,  as  the  mews  opposite  (Portland  Slews)  offered  sites  fiir  less  objectionable. 

n.  FitAftEit. 
J.  M.  Ludlow. 


H  H 
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I.  House  and  PnEsriSES. 


Siluatlon 
anil 
37o.  of  Homo. 


No.  of  Itooms. 


Source  of  Supply. 


bcBiJos  fdtchen. 
12, 

with  kitetieiiB. 
10, 

bcBiJeB  kilchena, 
\ 

nnd  kitcueos. 
13. 

beaides  kitcheua. 
13 

including  kltcbens. 
Oi 

and  2  kitchens. 


Now  Itivcr  Co.;  butt 


New  Hivcr  Co. ;  butt 


Broad  Street  pump 


Culem.but  very  bad, 
not  clenned  out,  it 
is  soiii,  for  3  yeara. 


Promises ;  occasionally 
from  Brood  Street ; 
from  til  en  cQ  the  day 
bcrorc  death, 

Ciatom 
Butt  . 


I'umpiuErond  Street 


uatcr  during  iflnesa. 


PriiTPniined:  ameils ; 
drains  iuto  men's.  A 
sink  in  front,  tbe 
trap  to  is 
broken ;  drains  into 
street, 


Friday^  15th  September  1854. 
PARISH  OF  ST.  JAMES,  A^rESTirmSTER.— BENTINCK  STREET  AND  RORTLAND  MEWS. 


Gen.'rnl  yintc  of 


Fanncd'privy ;  trapped 


Pjinneil  privy,  into 
which  water  runs 
wlion  laid  on. 


Do.  The  drains  were 
taken  up  a  iittio 
before  outbreak, 

■\Vatercloaet ;  drain 
runs  under  hou^C, 
clenned  recently. 


Conilned  at  beck 


Smell  at  times  from 
sink  below  ciatern ; 
ntso  from  gutter 
pipe  draining  into 
or  below  privy,  oa 
respects  fho  upper 
floors  behind.  . 

Gutter  pipe  broken, 
also  trap  in  front 
area. 


Do. ;  but  smella  from 
drain  in  back 
kitehcn. 


Smell  from  pipe  . 


Com  plaints  of 
outward  Nuisances 


Stench  from  sink  in 
atrcot,  and  some- 
times from  mews. 


Spout  in  area  from 
pipe  above  often 
oticnaive. 


Bad  smells  from  with- 
ont  nt  time  of  out- 
break. 


II.  Inilujitants. 


No.  of 
Inmates. 


Employmenta  and 
Habits. 


Housekeeper,  sic. 


Dressmakers,  Xc. 


Undertaker 
Tailor,  Sie. 


Tailor,  sLocmaker,  Sc. 


TaiIoi-3,  mangling,  &c, 


■Wirewoi'ker,  &c, 


III.  Disease. 


i-ecovoimg 
1 

recovered. 


riirticulars 
as  to  Rooms  attacked. 


Particulnrs 
03  to  Persona  attacked. 


recovering 
No  disease. 


1  death  and  3  iliarrhoca,  lit 
door ;  1,  parlour. 


Parlour,  but  lived  in  kitchonj 


Do. 
Top  floor 

Ground  floor. 


1, 1st  floor;  3,  Sd  floor  back 


Top  floor 


YounK  man,  tailor,  given  to 
drink,  and  subject  to  dinr- 
rlm  a ;  young  woman,  very 
nervous,  kept  school,  and 
was  much  alar  cued. 

Woman,  42,  housekeeper 
and  niece  to  landlord. 


Tailor's  wife  with  0  chil- 
dren; 8  persons  in  one 
room,  12 on  the  floor;  well 
couduolcd. 


ifan,  aged  22;  taken  ill 
I'riday  morning,  died  in 
the  evening. 


Man. 

Woman,  tailorcs 


Knn  nnd  woman,  aged  10 
and  ilO;  tho  man  was 
umuh  nlAvmed  (tho 
saddler). 

Tailor's  wife,  young  girl, 
and  cldci  1^  wonmu ;  shoe- 
maker. Ins  wile,  and  3 
cbildrcu  ;  well  coniluctcil, 
but  <i  in  ono  room,  of 
whom  ■!  ilicd.  ("iirl  ou  1st 
lloordled  of  fright. 

tt'ashorwomnu,  very  poor : 
but  it  Eccms  doubtl'ul 
whether  hIio  died  of  ty- 
phus, cholera,  or  a  bad 
brcoat. 


Married  woman. 


Odseiivations. 


Bentincfc  Street  is  a  short  street  running  westward  from  Berwick  Street ;  about  the  middle  [of  the  north  side  Portland  Mews  runs  into  it  IVom  Portland 
Street ;  othenvise  it  forms  a  cid-de-sac.    The  drainage  runs  apparently  into  Berwick  Street,  and  a  s  mk  or  gully -hole  at  the  corner  of  the  mews  is  very  generally 


complained  of;  the  sewers  were  opened,  it  seems,  about  three  or  four  raontlis  ago.  l^he  houses  are  vespectahle,  but  often  in  bad  condition  ;  a  frequent  cause 
of  complaint  are  the  gutters,  which  by  communicating  with  the  privies  seem  to  carry  foul  smells  to  the  upper  floors. 


PORTLAND  MEWS. 


4 

1 

.. 

1 

No  di 

J ease. 

B-8 

,. 

No  disease. 

9 

3 

and  kitchen. 

Newlliver  Co.,  cis- 
tern. 

Cistern 

Privy  . 

Good 

No  bin,  carried  to 
dung  hole. 

Removal  ofdung 

0 

Stablemen,  &e.' 

3 

(slight). 

1st  floor 

:  10 

8 

(i  tenements.) 

New  Biver  Co.,  els- 
tern';  water  very  bad, 
and  seemingly  pol- 
luted by  sink. 

Berner's  Street 

Privy,  In  bad  condi- 
tion. 

None  at  back 

Do.  . 

Indifferent 

27 

Cabme  n ,  bras  3  wo  rkei-s, 
&c. 

5 

1 

2  deaths  and  other  eases 
(;round  floor;  2,  gallery 
ist  floor. 

Woman  and  child,  gallery; 
tailor  died,  and  wile  re- 
covered, ground  floor ;  eab- 
mundead,und  wife  111,  ditto. 

A  room  over  stable^^. 


Portland  Mews,  as  before  observed,  is  the  communication  between  Portland  Street  and  Bei  tinck  Street.    No.  10,  at  which  there  has  been  four  deaths, 


consists,  in  fact,  of  fom*  separate  tenements,  with  one  smgle  staircase,  and  one  common  privy,  sink 


and  cistern  below.    The  passage  where  these  are  is  exceed- 


ingly unwholesome,  as  there  is  no  ventilation  to  the  back  of  any  of  the  tenements,  and 'the  water  is  complained  of  as  very  bad,  the  filth  apparently  percolating 
to  It.    Two  of  the  deaths,  however,  have  occurred  in  one  of  the  tenements  above,  quite  away  from  this  source  of  infection.  ^  ^^^^ 

'  J,  M.  Ludlow. 


3i3 


Mondaj/t  l^fh  September  1854. 
PARISH  OF  ST.  JAilES,  WESTS riXSTER.— BROAD  STREET,  NORTH  SIDE. 


8!tiintlnn 
nna 
3fo.  oflloujo, 


8  mill  0, 
lilna  Ho.  7, 


Wlienrcdnink. 


From  prviiiUcit 
CUIora 


.VoivniMfCo;  l.iitl» 


iliop,  nnil  iTork- 
■liop. 

*. 

l)0<M0t  KllOpAtl'I 

kihilian. 


]<1, 

buaMoi  *linp  nnil 
hitoliuo. 


ImUan  ^)ln|l, 
imrloiir,  unit 
lUtolioiii. 


Mrolinnn.  mill  i 
ivorhBlioiu. 


IchMdi  hitclioiin. 


Waldud  hUcln.'! 


Kaw  Ttira-  Co.  i  butt 
and  olitoni, 


KaiTltlrorCo.;  lutt. 


Now,Rivor  Co;  bull 


niitl^  . 

Now  Itlvor  Co. ;  butt 


riio  .WfirkoM  (Irniik 
Inrgety  from  Ilront" 
Street  iiuiiip, 


Ilutl 


Pump  liiBronilSlreot 


PmiiiilnnrnndSli-cct 
drank  ngooil  denl, 

Butt  . 


Drniik  IVom  pnnip  nil 
througli  onlUrcnk. 

I'miil'  In  Brond  Street 


W.-eretoet!  wafer 


2  IviiMTOlMeUi 


W(it(To1o«t».,  <le«l?- 

rii:«||B«1TClIlU4ll<l<> 

tvlifillDld  and  diio- 
ridu  or  tlmff  Jiut 
hnttm  oatbrcnk. 


General  .SUlo  of 


WftlorcloMti  wntor 
(ilMny*  running; 
ilrnlna  tmppcd. 


Clonct;  buttmolta 
pr[vIo»,Yor7  clenn 


pnnnod  privio* ,  I  In 
ynnl  WM  Tcry  Aill  n 
I'pw  nocks  Imck ; 
drill  111  undor  liouso. 


Confined  nt  bntk . 


Tliodnst.  which  linfi  Itccn 
wnce  dcnrcd,  snii  lt  very 
nlTciieirc  on  Tridny. 
I't  September,  nnd 
thern  wiw  n  very  bad 
Emcll  on  Iiuiding  place. 

Good 


Conii'l-vinlJ  of 


A  drain  from  Uw  Bexl 
biiu--L',  ninidos  next  n 
back  ri"jui  on  Iho 
f.Tound  Hoor.  nhidi  re- 
MUirci  the  constant  Uio 
(jf  chloride  of  linie> 


Nti.  r.. 
Monthly, 

that  window^  

hod  lo  be  cln*cdi  C( 
pool  nt  No.  II,  Bonli 
Sircel,  iTioit  olTo 


Xn. 


betiin 
th.'  \vind(n-, 


niltiu  i  belmid  No. 


Cnrncr  gully-lioica  in 
Brond  Street  and  Poland 
Street,  ] 


I  privy  eommunicntcs  ivilh  thnt  of  n  tnllor  in  Polnnd 
Street,  nnd  is  soinotimcs  uirenMii' ;  llio  closet  ti 
public  houpc  in  ]"<i|iiiid  Street  drnin^  nliu  throi|.-|i 
the  ynrd  well,  nnd  is  oacn  very  uireiuive. 


n.  I^•^AB1TA^"TS. 


AlNo.O,Cb- 
males ;  42 
wurkora  in 


Employments  and 
UatjiU. 


Tobacconiat,  lAilor,&c. 


News  vender,  te. 


Lod^'ing-housckeepcri 


.:\rtil]cia]  tooth-ninker 


Gunsmith,  tailor,  &e 


Timber  mcrchnnt 


Funeral  Turnisher,  Ac. 


^lillincr,  &c.  , 
Itnlinn  warchouscniftn 


Artifleinl  flowei 


IIL  DlSEASK. 


Cases.  Ikaih*. 


bnt  taken 

ill  at 
work,  out 
or  hoiuc. 


tiiken  ill 
here,  but 


dic<l  or 
cholera 
after  ro- 
luoval. 


Pitrlicalan 

uto  Rooms  .ttttcked. 


rarticnlan 

Li  to  lVr>oni  allackfl. 


Deatlis:  1,  vnij,  1,  hack 
kitclicn.l,3d  t)>MrfronI,l, 
3d  floor  back,  2, 3d  floor 
front. 


Dcnlhs ;  l.kileben ;  l.Bhop ; 
1,1st  Hoor  Tront ;  nllie,ro- 
cuverinn. 


Kitchen;  2d  fioor 


2d  Hoor  front;  li<ltluurrront 


Ground  lloor  . 
l«t  floor  bnck 


OaSEliV.VTlOSS. 


I-.%ndhidy ;  ilonnuikcr : 
shocnukfr ;  rhudreO  or 
porter  and  itokcr  at  (Mltu. 


Lnundnss :  inuheil  elctho 
of  dead;  nowtvoiller, 
young  woin»n ;  walatrxal 
mnkrr;  (all«r;  3  Cbc* 
nitrilutcd     lu  fMkhl. 

Needlewoman ;  vroiiuuil 


Mother  dead,  dnuehtcV  111, 
returning  Irom  fimoinl; 
both  uphoUlcrcra. 


Tailor ;  Uio  etoanoat  Airally 
in  houso  ;  Uvnl.woll,  put 
Bobcrly.  *  'i 


Children. 

Shopkeeper;  mucbi 


itamj<] 


Ffithor,  motl  cr,  3  dnuplttiiri 
(lliC(0  2fromIriBlil).  | 


II  Innuitot  In  attic. 


Workshop  Wlilnd  No.  T. 


\Vork»hop8  nt  No.  0. 
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I.  HOD6E  AND  PeEMISES. 


gituatioQ 
and 
Ho.  of  House. 


11. 

bosiilcs  bIidp  nnd 
Idtclions. 


Source  of  Supply. 


Gmnil  Junction  Co. ; 
2  ciatcrna,  back  and 
Troot. 


Wfltcrctosct  in  base- 
ment, but  stopped ; 
privy  in  bnckalioii. 


il  at  bicb 


Gonoral  Stato  0 
Premises. 


Bnd  smells  from  priyy  in 
bnck  shop ;  n  bny  fainted 
from  it,;  forced  to  bm-n 
cotton  woo),  &c. 


CnmpI (lints  of 
Oiitwnrd  Nuisances. 


GuUy-lioIcs  and  vent 
liolea  in  street;  smell 
bad  from  the  west  a 
day  or  two  before  the 
outbreak;  tlie  occupier 
supposes  that  acwcra 
were  flushed  on  tho 
Wedncpdny  before  tlic 
outbreak. 


ir.  IsilABIT.UsTS. 


Ko.  of 
Inmnfes. 


Employ  meats  and 
Unbits. 


III.  Disease. 


TnrticuJars 
,3  to  Itooms  attacked- 


Id  floor  front:  3d  floor 
bnek ;  3d  floor  front,  dial-- 
rhan.  i 


Particulars 
3  to  Persons  attacked. 


Odseuvations, 


BROAD  STREET. 
I8th  and  20th  September  1854. 


D.  Feaser. 
J,  M.  Ludlow. 


(south  side.) 


besides  shop  and 
parlours. 


besides  sliop'  and 
bakehouse. 


Cistern 


rooms,  besides 
shops,  &o. 


Grand  Junetion  Co. 


Brond  Street  pump 


Cistom;  1  sick  per- 
son drank  irom 
Broad  Street  pump. 


landlord  drinks  from 
(iistem ;  the  de- 
ceased chioHy  from 
Broad  Street  pump. 


"Wateroloset  in  good 
condition,  drains 
into  sower. 


Watereloset  in  front 
area,  but  drain 
stopped. 


Panned  prir; ;  drains 
smell  at  times, 
tliough  trapped. 


Panned  privj',  trap- 
ped ;  drains  into 
Btreet  sewer. 


1  watereloset;  2  pri- 
vies with  water  laid 
on ;  drainintfl street 
B?wcr. 


Confined,  a 
Bpcets 
workshop. 


In  basement 


In  yard 


In  front  area, 
behind  saiuo 
door  as  wa- 
terclosot. 


In  back  kit- 
chen ;  the 
smell  re- 
mains in 
tho  house. 


Chlorine!!  constantly 
oTolvcd' during  present 
occupation. 

Tho  stato  of  watereloset 
so  bad,  that  apjirentice 
struck  ill  in  it. 


Good,  except  as  to  dust 


Gullyholo  at  south-west 
corner,  supposed  to 
conimunicato  with 
slaughter-house. 


Bad  smells  from  guUy- 
Jiole  at  south-west 
corner,  and  from  water- 
closet  at  No,  29, 


Tailor,  ahoemakor, 


No  diBCoso 
No  disease. 


No  disease. 
No  diaoasc. 


No  discoso. 
No  disease. 


Attic  (0  persons  in  2  rooms; 
Buck  parlour  • 


1, 1st  floor 
l,2d  floor 
1,  attiu 


2,  1st  floor  (4  persons  ii 
l.attiT'*  . 


Landlady. 

Uiiliolstorer  aud  billiard- 
table  maker. 


Landlady. 
Tailor's  son. 
Shoemaker's  apprentice. 


Gentleman  and  child, 
Needlewoman. 


Daker  and  his  foreman: 
the  former  had  neglected 
lUnrrhaa;  nivnter drinker; 
much  alarmed. 

Tailor  and  wife ;  drunkards, 
Milkwoman,  about  40 ; 
much  bloated ;  much 
alarmed ;  hod  been  called 
in  to  ECO  baker  who  died 
at  No.  S2. 


Tho  occupior  of  No.  2S  alatca  tliat  disease  has  followed 
tho  course  of  tho  now  sewer,  brought  within  tho  Inst 
20  months  from  Tyler  Street,  hy  Aiarshall  Street,  into 
Broad  Street,  thenco  into  Windmill  Street. 


Tho  dinrrhcca  cases  recovered';  drinking  a  great  deal  of 
pump  water. 


I.  II.j,  gg  AJD  I'BEMISES, 

.  Ikhabit-o'ts. 

HllOfllbrii 

Vi'attr. 

1 

TratibttloD. 

Duatblnj. 

General  State  of 

ComjUintg  of  i 

Emplormoita  and 

No.  or  IJodM 

gaoMoTBappfr- 

Wbentt  drank. 

ST 

lit 

hlielieii,  on 

I 

Cltlern 

'  hi'l"'  ""^ 

ConHaed  at  back 

Smelly  from  link  Id  back 

Tailor.  *o.  . 

sa 

30 

0. 

Iirilile*  utiop  AH' 
kltclirni. 

(?)  N(w  lUrer  Co.; 
If  dtumf. 

Chtem;  or  pump  Iji 
atrcct. 

Panned  pHff' 

Confined  np  to  1st 
flo<jr. 

In  jnrd 

A  l>nJ  itnell  was  per- 
eeircd  ot  lb  a  « 
dny  (ir  two  bttare  tiul- 
bicak;  uilicnvUc  i;ood. 

Uaberdaahcr,  &c. 

id 

(?)  Now  l"*<r  Co.  . 

Cittern 

Fj[r<  I'ut  tloicd 
In  to  tIiL>  ciutj 
very  foul. 

In  front  nrc.i 

Ilnil  RmellH  from  wnt«r' 
cicwet  at  No.  7,  Ciim- 
Iriduo  Strcci,  in  bnck 
jmrloiir?';  pcrcclvcil  for 
n  Idiii;  lime. 

Bad  smelU  from  street  • 

CnrpcQter,  ko,  • 

41 

iiiuliiillnckllnljonii. 

.VoiTlHvrrC'n. 

I'Ditip    in  Itrnni] 
SllPnI.  Ib  to  nevornl 
initiniL'*, 

I'rivy  HntfU  ' 

Conltncd  to  nliovo 
lit  ftoor. 

l>nd  tmclli  from  priry 

I'ipe  from  Cambride« 
Street,  through  which 
foul  slops  sent  down. 

Tnilorii  <:c.  • 

i-J 

I>. 

l)oiil>lr«>  hllclii'iiii 
niiJ  iIkiji. 

Sew  liWvv  Co. 

Vnnu-A  ftim  oot 

oa-nsite. 

Conllnixl  (it  bock 
l)y  workshops. 

In  ynril 

Good 

Dyer  and  clejuicr,  lea. 

W 

[1 

liFi  1(1(11  jinrliiiiro- 

Now  IllTpr  Co.;  cl.- 
liirri,  (ormerJy  cnnl- 
I'ullnr. 

Privr  .    "  .    "  . 

nnuiiieor'a  work- 
iihup  lioliinil, 
Gtoi(!d   up  for 
ainonltiH. 

Sine  11.1  friim  bnck  nrcn 
iilwitvti  oil  ebon  [TO  of 
wcailipr.  Thp  cistern, 
frurn  its  nnture,  must 
be  linble  lo  be  fouled. 

Uuliy-holo   oppoaitu  in 

LodgiDg-houso 

11 

yj 

Ornii'l  Junction  Co. 

Clilorn 

I'annpil  srifTI  vter 
cuiiipa  ta|  Ulppeil. 

Good,  nboTO  ist 
floor. 

Jn  ynrd 

Good 

CnrpcntcR  nnd  build- 

■\.', 

(cornnri)fNoiv 
Hlroul}. 

IS 

Now  Illvpr  Co,  !  S 
\\DU)T-hul[s,  covered. 

ProniiacH       .  , 

Wnte  rclnMludprirrt 

tmppej. 

Good,  nborc  Itit 
floor. 

Cnrpi^ntors  and  build- 

tho  "  I.loii" 
Ilrowiiry, 
coriiiir  of  Noiv 
.Blroct. 

Kotv  lllmr  Cn.,  nnd 
H'oll  oil  iirouiUva, 

CLIolly  ivoll  on  ito- 

Brewery     ■ , 

61 

niid  Blioj). 

foir  Itlrar  Co.;  ol«- 
torii. 

I'reiiiiio*;  riiniotlmoi 
I'ump  In  lirootl  St. 

Good  on  tivo  niJcs 

In  oren 

Good 

TIio  wall  in  New  Street 
bcinR  used  u  conve- 
nience. 

Wntoroloaet  maker, 

0, 

KinlildK  uliop  nnil 
kltcliDiu. 

(foTT  Itlvor  Co. ;  Imlt 

Ilutt  ;  iiomcUincs 
liimip, 

rnnncii  privr ;  no 
wtitKT  Mjil  on;  In 
Tronl  nrefti 

CanSued  nt  back . 

Do.  . 

Vnir 

Trimming  seller,  &e. 

w 

til  iinrloiir, 

'few  Klvnr  Co.;  oli- 
lorii;  runti  now  nil 

'nmp,  miorcd  . 

I'nniioit  priryj  wnlcr 
running, 

Do.  . 

In  bntk  prc- 

Grocer,  ko.  . 

1 

onliloo  Hlinp  nml 

Uw  Klvor  Co. !  vory 
biiit  Inilcd  lit  tliiiot. 

Jliitrm ;  not  cicnncit 
out  Tur  8  jenrs. 

'nnnctl  pHvy 

CoiitlneiUtbnck . 

In  ynrd,  under  j 

Tlic  uremises  very  con- 
fined behind;  smolls  lit 
times. 

ChecBomonger,  ftc.  . 

(mnn  liv- 
prcmiiu.} 


UtO  ItOoIILi  ttutkcd. 


Ut  floor  {C  iDmatc*) 
2d  floor  (10  incites) 
Attic  (S  inmaiu)  * 


Top  floor,  recovery  . 
Kitchen,  death 


l*anicviUr» 
»» to  renoni  atuckcd. 


Ground  floo 

lit  tiooT.  2 

Top  Hoor,  I 


Hftjemeut,  1  recovered  (Id 

Ut  Buor,  2  recovered  (10 
inmnle;.) 

2d  floor,  i  death*  (D  in- 
mate].) 

Gronnd  Hoor,  1  dentil,  1  re- 

lat  floor,  dcjitU       >  > 

iNt  floor,  dcnth 

•Ml  floor,  death  . 

llnicment,  ilinrrhirii  . 


I'nrlour,  0  in  nx 
Attic,  8  iniunti') 


lM  flour,  dcnth ;  kitchen, 
recovery. 

3J  lloor,  1  death,  1  recovery 

C  round  floor,  recovery  . 

2d  floor  dentil ;  lit  floor, 
rr-eovorcd  ;  diarrhuo,  'Ml 
floor. 


inc. 

Boy  iin,I  rirl,  ehn.Iren  o( 
widow,  dejLd :  IcoiaIc  lod- 
crr  in  huBDital. 

Tiiilor  nnd  (N>oteln»«r,  ^esu) 
(one  in  hotplul). 

lIouKkeeper's  wife  . 


Boy  aud  pirl,  17  and  1  l,<on* 
of  lorcnian,  nml  girl  ol 
dilio. 

IJoMiicred  wontAu,  tailor'* 
n1fp. 

Coy  of  four  yoam  uli)  - 
mother  ktvpi'  iiiiuigle ;  nil 
well  conduct  Oil. 

r.dlecmnn  nnd  child. 

Tailor  nnd  wire. 

YouoK  man,  iflilor ;  well 
miiuiietpd.  1  Kiitnnn  lald 
to  have  died  of  iri|:hi. 

Girl,    mnrkct  nrdencr's 

dnuchtiT. 
SlxO  ti,  rliildrcn  of  tailor. 

Tailor'*  wii'u  and  lichlldron; 
rhild  01  another  tailor ;  all 
w  oil  conduciol. 

Dyer's  wife,  dead  ;  dirogh- 

ter,  recovered. 
Tnllor. 


dueled. 


Man  and  wiro ;  well  ( 


OUSEBVATIONS. 


A  wreiiM^on  e«p  nmimfftelory ;  nhout  iwi  mirker*  en>- 
pVtyMli  workroom*  vcr>-  eritwi!«<l,  tmt  no  Hieinlv* 
t-T.c.v«l  when  vl>Hcl  durins  ibo  UU  «#<k  of 
SrplemlvT;  thrrr  wAtrrrKwvi^  en  Itieprrintwv,  one  in 
pKvt  ortf  r :  tho  prrtMt«e»  were  elnwil  Tor  wveml  day* 
■  ■  t;  U  drl«  and  3iiien,  WDo 

it  llivir  own  liotuo. 

much  pump  water. 


I  and  ^  cblldreu, 


Torlcr,  noil  conducted. 


Child  of  tnltoroj  ;  ill  two 

niontbs. 
Doy  ot  grocer. 

Nur'o-rhild  ;    plnta  ifliUR 


dmnkolltnUo 


Th"  gtotti  drank  of  Itrnnd  Street  puinp-wnlar  tiorly 
iluriDE  SpMeiiile,  without  111  ellccln. 


JJroiid  Stivet.  ns  ils  iijinio  implii  s,  is  a  wide  street,  running  oast  iind  west  between  Wardour  Street  and  Mai  shnll  Street.  It  has  a.  fall  from  botli  extremities 
iinvnnK  mid  iip|ieiir.s  {o  itniin  inlo  ( ':iiiiln  id!;i'  Strct't.  On  the  sonth  side,  as  nhovo  observed,  some  few  honscs  appear  to  drain  into  New  Street,  It  is  supplied, 
pui'tly  liy  the  New  Kiv.T  I  :i.iii|mii_\  lu  llu'  cn^t,  ]i;ii  tly  by  the  (irand  .luiiction  Company  to  the  west ;  the  water-supply  is  abundant.  The  inhabitants  drink 
liioslly  eiiher  the  water  iVum  ihi'  piviiiiM.'s,  oi'  that  troiu  the  pump  in  tlie  street.  The  firouod  floors  are  often  much  confined,  especially  on  the  south  side. 
A  gully-holu  at  the  corner  of  Poland  Street,  and  one  at  tlie  south-west  corner  of  Broad  Street,  are  frequently  complained  of.  Particular  nuisances  will  be 
observed  at  No.  y,  (G  deaths),  No.  15,  (1  death  to  3  inmates),  No.  18,  (a  tieaths),  No.  29,  (3  deaths  to  12  inmates),  No.  10,  (5  deaths),  No.  41,  (4  deaths). 


lat  at  Nos.  8  and  0  from  the  cesspool  behind  No.  9,  Bentinck  Street  (where  the  maximum  of  mortality  of  that  street  tttok  place),  should  not  also  be  over- 
)ked.  The  exemption  from  disease  of  Nos.  1,  2,  13,  21,  22,  25.  27,  aud  23:  (north  side),  34,  3j,  and  especially  the  Brewery,  No.  ."iO  (south  sido).  should 
uaJly  be  remarked. 

Great  difficulty  was  experienced  at  several  houses  in  obtoining  the  requisite  information.  At  No.  19,  in  particular,  it  cduld  on'y  be  oxlracted  on  the  con- 
ion  of  reporting  an  alleged  neglect  by  one  of  the  medical  gentlemen  named  by  the  parish. 

1).  FllASKH. 

J.  M.  Ludlow. 
I  K  K 


Wednesday,  20(il  September  1834, 
PAEISH  OF  ST.  JAMES,  'WESTjnNSTEH.-CAMBRIDGE  STREET. 


I.  House  ani>  Premises. 


Situation 
and 
Ko.  of  House. 

Wntor. 

Nocessarie 

Gcnernl  Stnte  of 

Coin  pi  Hints  c 

f 

Ko.  of  Rooms. 

Source  o 

'Supjily-     j  Whonccdmnk. 

Ventilation. 

Dustbius. 

Pro  mis  ea. 

Outwnrd  Nuisan 

13,  besides  kitcbcna 


14,  besides  shop, 


6,  besides  kitchen 
and  shop. 


M,  including  shop: 


6,  besides  shop, 
pnrlours,  and 
kiteben. 


Sob  Schedule  for  Silver  Street. 


Grand  Junction  Co. 


Orand  Jnnction  Co.  . 
Ditto 


Grand  Junction  Co. 


Grand  Junction  Co. ; 
butt,  not  cleaned 
out  this  twelvB- 
moBth^vfater  often 
Tery  thick. 


Fump  in  Broad  Street 
Butt  . 


Brortd  Street  pump 


Cistern 
Cistern 


Broad  Street  pump 


Privy ;  wnslcl  |)ipe 
rjns  every  mqrniiiL"; 
drainB  into  street  (?) 
otfensive. 

IVfiterdoseta  trapped, 
drain  into  |  street 
sewer.  , 


Privyinyatd; 
under    taousp  into 
server. 


Wnterclo."ot 
very  dark 
Hned,  docs 
well ;  and  privy. 

■\Vatorcloset,  cpn  fined 


PriTy;  ces8p(ol  not 


Watcrcloaet,  trapped 


WatercloaetSitrapped, 
drain  into ,  street 
eewer. 


Confined  at  back 


Good,  except 
south,  from 
houses  In  Silver 
Street. 


In  front  orea 
In  yard 


In  Imek  a 
cleared  n 
every  Mon- 
day morning, 


Bad  smell  from  front  arqa 


Smell  very  had  in  linse- 
nicnt,  in  bad  condition 
smell  at  private  door. 


Bad.  The  back  room  on 
the  ground  floor  moat 
offensive  (though  with 
open  windows)  trom  the 
cesspool,  and  a  hollow 
place  beside  it.  The  rata 
work  through  the  brick 
drain,  and  n  board  hns 
had  to  be  put  up  in  Iho 
kitchen  to  keep  them 
out.  A  most  otfensivo 
stench  rises  up  a  pipo  to 
the  back  attic,  of  which 
(ho  windows  have  to  be 
closed  in  conseiinencc. 

Good 


II.  Inhabitants. 


Xo.  of 
Inmates. 


Employments  and 
Habits. 


2G," 
sides  3  or  3 
day  wiiEkera 
on  2d  floor 
same 
attic. 


Coal  shed,  &o. 


Shoemaker,  &c. 


III.  Disease. 


Particulars 
s  to  Koomsattackol. 


No  diacase. 
2?o  disease. 


Particulars 
as  to  Persons  attacked. 


Ist  floor,  1  (a  Inmnte  i), : 
floor,  3  (8  inmates)  |  - 
(7  inmates},  kltcn  a 
inmates). 


Cambridge  Street  forms  the  north  end  of  Little  Windmill  Street,  between  Silver  Street  and  Broad  Street,  running  consequently  north  and  south.  A  new 
sewer,  constructed  about  two  years  ago,  runs  through  it.  It  is  within  the  recollection  of  the  inhabitants  that  bones  were  taken  out  in  quantities,  and  that  poor 
women  used  to  earn  a  day's  living  by  collecting  them  of  a  morning.  This  evidence,  although  not  bearing  directly  on  the  present  epidemic,  yet  connects  itself 
with  that  respecting  the  repetition  of  similar  sights  on  the  opening  of  the  Silver  Street  sewer  within  the  present  twelvemonth;  as  to  which,  see  Sche- 
dole  for  that  street,  and  also  svpra.  No.  2,  Cambridge  Street.    The  whole  spot  is  supposed  by  the  inhabitants  to  have  been  a  "  plague-pit." 


The  high  mortality  at  No.  10,  will  in  particular  be  remarked.  This  house 
It  a  pei^ect  pest-house.  Both  here  and  at  No.  6,  the  condition  of  which  is  ^ 
might  offend  the  landlord,  and  the  nuisances  can,  we  fear,  only  be  abated  by  the 
to  do  their  duty. 


Man,  wife,  daushter,  and 
other  person ;  porter. 


School  mistress,  of  nervous 
temperament,  took  fright 
instantly  on  hearing  of 
ueiBlibour's  death. 


Tailor's  vrifo ;  ciookraaker'a 


Polleoman,  man-conk  of 
Pantheon  and  child,  'i 
wftijtcoat  makers,  char- 
woman dying ;  all  well 
conducted. 


A  young  man  who  i-Iept  a 
nifrhtJi  in  the  houBo  when 
vacant,  but  died  away. 

Surgeon's  assistant. 


Charwoman,  aped,  over- 
worked, and  ill-fed,  re 
moved  from  house  with 
diarrliira,  died  in  hospital 
of  cholera. 


Observations, 


Tho  landlord,  the  publican  atNo.7,wiU  do  nothing  for 
the  premises. 


completely  neglected  by  the  landlord,  and  the  cesspool  underneath  it  makes 
■y  bad  also,  the  occupiers  are  afraid  to  take  any  steps  themselvts  which 
pbrochial  authorities  taking  the  matter  in  hand,  and  compelling  the  owners 


J.  M.  Ludlow. 
D.  Fraseb. 


Friday,  22amber  1854. 
PARISH  OF  ST.  JAifES,  ^VKSTER— DCFOtlR  S  PLACE. 


I.  Ho,  ,E  jufp  Premises. 


Wbencc  dnuik. 


nnil  kluiljnni. 


I  lioalJsi  kfloIioQH, 


fJronJ  Jonrtion  Co- 


I'ump  In  Croul  t4t. 
Pump  Id  Brood  St. 


PremUoa 
?  Cltl«n] 


I  Nflw  IllTor  Co, ;  ola. 


•iM  u,  drain  low 


T.iartsPHT'';* 


wnt>;rllW  0^ 


PramfiCi/or  pump 
CUloni 


woierliliiw;  foul. 


Workehopi  at  bock 

Bod  in  btuemeat. 
Fnlr 


ConHncd  at  back 


ConHned  Wp  lo 
lielulit  of  Ut 
floor. 


Geoeral  Sut«  of 


Fair,  ticept  below  , 


Good,  except  as  reipeets 
the  priry  at  hack,  And 
cistern  aKoTE,  opeo,  Into 
which  dirtf  water  raaa 
from  NlcoU'a. 

Fair     .  . 


BuemeDt  tmella  Terr 
bad.Bfnkin  ditto ; smells 
complained  of  np»tajr«i 
a  gutter-pipe  ncnr. 


Complainti  of 
Qamard  NDisaneei. 


Bad  «mcU  at  back  some- 


.  I5BABITANT8. 


Erapli^nienU  and 
HAbita. 


LapUarj,  tailor,  &c. 

Dental  repMltorj', 

Tailor,  &c. 
Tailor,  &c. 


m.  Disease. 


C»«<.  Deuba. 


Cues.  Deaths. 


at  hospital. 
3. 

1  in  hospi- 
tal. 

No  di 


of  pewon 
employed ; 
rccoTcwd. 


after  re  - 
nioFnl,and 
included  in 
the  a  cho- 
lera CA£e«. 


No  disease, 
1. 

in  hoipital. 


Partieulan 
•a  to  Roonu  atta^ed. 


rarticur«n 
a  Persons  attacktid. 


lit  floor,  workibop  , 


PArlour 
1st  floor 
2d  door 


2d  floor 

I  in  pround  floor. 


Xephew  oTtmpbn'- 


Conipoaitor,  aober. 


Tfiilor. 
f  Turner, 
lluichcr, 

(Altn-eU-condacted.) 


Tnilorew  and  child;  sickly, 
but  eleooly  and  weU-eon- 
ducted. 


Tailor*,  Githar  and  u 


Observations. 


Dufour's  Place  runn  nortiiward  from  Broad  Street  in  the  shape  of  reversed  L  {?).    It  13  clean,  the  houses  are  respectable,  and  except  at  one  houseose  an  inspection  of  No.  9,  as  I  could  have  wished,  the  family  beinir  at  dinner     T  car\r>nt  l,«ir,  ^         -       1.      u  ■ 
omplaint  is  miide  of  the  gully-holes.    Mr.  Nicoll's  waterproofing  factory,  at  the  back  of  the  houses  on  the  west  side,  is  generally  complained  of,  buora  the  bad  condition  of  No.  7.  P  suspecting  that  there  is  a  cesspool  at  the 

lortahty  at  thoflc  houseti  has  been  trifling.    The  chief  mortality  has  been  in  the  houses  at  the  north  end.   I  was  not  able,  imfortunately,  to  make  a 


no  comi 
tliu  mortality 


back  of  this  row, 


Monday^  %^mber  1854. 
POLAND  STREET,  SOUTH  END.  (BETWElAD  STREET  AND  PORTLAND  STREET.) 


J.  M.  Ludlow* 

D.  JfUASKlt. 


1 

(oiiDt  xlile), 
3 

10 

?Now  HNpr  Co.  |  ola- 
turn  nnd  butt. 

Prcmlaos  . 

WnlercJowt  on  lit 
Hi>i>r,(Iralna  in  good 

Gond  (timberyiird 
:itlnck). 

In  back  yard 

Good 

Timber-yard,  &o. 

Jl 
\ 

lA 

ClHtt^rii  t  butpornonlll 
nhvays  from  pump. 

rt  nr  ilnorkora  drank 
iViiiii  pump  without 
111  jury 

Prii-y,  no  woler  laid 
on,  dSUuItc. 

ConQncd  , 

In  baseinent 
nt  llmo  of 
outbreak, 

Fair         •        •  « 

Pearl  oDdcorotnorker, 
so. 

Tailors  , 

t 

l3,bcalilotkltoliDnii 

Clulemi  pump  In 
Ilrood  Street  seldom. 

U'nlerdoiet  |  pipo- 
(Irnlord  and  iMppcd 
tlvuyMra  ago. 

Fair     '  . 

In  front  area 

Good  ', 

Lodging- hoiuo 

It 

(Hnck  Portlnnd 
Mowa). 

III,  hoiiMo*  pnrloiir 
and    kllolioni  1 
workihojK  ni 
baok. 

Omnit  Jnnollnii  Co. ; 
Imck  prDtnlica,  Ken 
ItWor  Co. 

Pump  ill  llrofid  Street, 
the  decenacd  drnnk 
niuDu  fhimlt. 

WnlefcloMt;  priry 
bi'lilod  ftir  wtirk- 
pcnplg,  drains  into 
Btre«l  Mwer. 

Good 

In  front*  nrcn 
nnd  yard 
behind. 

Good,  rather  dniup  behind 

->  or  2C 
era). 

Bookbinder  and  dentist 

7 
8 

Sinks  oppoaitfifilj  10,  c 
comer    of  I'orth 
Street. 

Lithographic  printers 

11 

11.  without  kltohani 

Cl»tem 

Pann»d  priry;  water 
laid  on. 

Very  conBned  . 

In  f^ont  area 

Good 

8 

Tailor,  5tc,  . 

died  nt 


No  diseafe,  except  2 
cases  of  dlarrboia 
among  workpeople. 

No  diacasc. 


Wife  of  landlord. 


llookbhder  dead;  much 
nlnrmcd  ;  nephew  of  do. 
dcnd(vcrydellcolc)!  wife 
of  came;  apprcntlco,  scr- 


Laid  nut  ind  wuhcd  the  docvued,  whodkdoa  UiaSundui 
aickencd  on  Monday, 


A  broihcr  from  Brigliton  lunelicd  at  the  houio  after  the 
oooupicr  1  death,  woi  taken  111,  and  died  at  lillugton. 


I 


I  'sis 


I.  House  akd 

*«EMISES. 

n. 

Ik  HABITANTS. 

iSltuatlon 

Wafer. 

Keccasnries. 

General  Stale  of 

Complaints  of 

No.  of 

Employmonta  and 

nnrl 
No,  or  House. 

No.  of  Hooma. 

Source  of 

Wlicnco  drank. 

Ventilation, 

Dustbins. 

Outward  Nuisances. 

Inmates, 

(ircBt  si(lc)> 

Grand  Junction  Co.  . 

From  premises;  Tamily 
who  died,  occnsiou- 
nll)'  from  Droad 
Street. 

Waterclosct  not 
verj-  (.'ood  condii 
A  (.■uttcr-nipo  r 
up  from  clofct, 

Iu 
ind 

Sink  in  yard  smells  oce 
Gionally,  al^o  sink 
basement  (l>nck  kitchc 
smells,  .unless  trap] 

Sink  opposite  tho  house, 
windows  cannot  be  kept 
open  in  hot  weather. 
The  nmell  was  parti- 

Tailor 

Bmells,  but  docs  not 
communicnta  witli 
floor  on  which  deailia 
occurred. 

\ 

(with  saucepan  cove 
A  drain  in  front  kitcl 
wan  so  bad  that  it  1 
to  be  stopped  up  w 
cement;  the  water 
sink  has  to  Lo  baled  o 

). 

id 
th 
in 
ut. 

cularly  oSensivc  at  timo 
of  outbreak  on  opening 
door.  Occupier  of  2d 
fioor  throw  lime  down, 
and  covered  etnk  with 
matting. 

62 

Do.. 

rrcmiBes  gaQernlly  . 

Sink  opposito  51,  noticed 
OS  particularly  offensive 
on  Thursday,  August  31 , 

Z3 

?  12  or  13 

Do,  . 

Pump  in  Brond  Street 

Watercloset,  pipe- 
Hrnined  rceentlyJ 

Fair 

In  yard  . 

Good 

Sink  at  comer  of  Portland 
Street. 

9 

54 

(vfcst  fliJe). 

Do. 

.W 

1  Oin  \ltcl 

Do.. 

Pump  in  Broad  Street 
.IS  to  deccnseil ;  wire 
found  it  bad-taatcd. 

■Watcrcloaet  . 

Fair 

In  ynrd 

Good 

Smells  from  gratings 

6 

Tailor  . 

dO 

13, 

including  kitchens. 

Imtt  on  picmif  C9 

Water  laid  on  ftbOTe, 
not  below,  hut  pnvy 
clean  ;   all  drains 
trapped.  ^ 

Somewhat  confined 

Do. 

Do. 

Tailors,  dressmakers. 
Sic. 

57 

12, 

bcaidcs  kitchens. 

Grand  Junction  Co.  ; 
cistern  nnii  butts. 

Premises,  water  said 
not  GO  Kood  n!i  iu 
Broad  Street ;  thick 
Bcdiment  complained 
of. 

Watercloaet,  drrans 
trapped.         >  1 

Gooil 

Do. 

Do.  . 

Sink  at  corner  of  Poland 
Street,  especially  when 
hot  refuse  from  brewery 
turned  in. 

IG 

CS 
69 

U, 

including  Kitchens. 

Omnd  Juncl 

on  Co,  . 

Butt,  denned  every  3 
months. 

Fanned    privy,  not 
offensive,  though 
water  not  laid  on. 

1 

Chapel  nt  hack, 
itself  well  venti- 
tilated ;  lime- 
whited  twice  a- 
year. 

In  basement , 

Good 

u 

Plymouth  Bi-ethren 
i^Ieeting  House,  tea. 

No  disease  to  the  south  of  this  numljer. 


4 


I'nrtiouhrs  j 
s  to  liooms  attacked. 


1st  floor  back ;  back  (ittio 


Particulars 
as  to  I'craons  utimked. 


Porter,  hia  wio,  and  child, 
particularly  temperate 
auil  well- conducted. 


Hair  worker  and  son. 


Jtaslcr  tailor,  was  alarmed. 


Dressmaker,  husband,  and 
child,  well-conducted. 


Tailor,  apod  40,  not  cleanlv, 
out  laiu  at  nifrbta;  car- 
penter's wile,  sickly,  had 


sntly    had  tw. 


Observations. 


D.  Erase  R. 
J.  M.  Ludlow. 
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ST.  JAMES,  WESTMINSTER— JURSnAlI.  STREET,  GOLDEN  SQUARE. 




Uouses. 

"Watjbk. 

XeCEES  ARIES. 

DCSTBIX. 

General  State  op  Bcildikgs. 

Cholera  Cases. 

Geneual  Re^iaeks. 

No, 

[DIIK 

No,  of 

lUi'imn  In 

ilOUHO, 

No,  of 
JnnmtCH  f  n 

JltlllKO. 

Employmoiit 
of 

jAndlord. 

HllllI(rIntlll.V 

biijidIIoU. 

"WIioTO  Ucpt, 

ir  in  till-  llr.liii 
of  Uriiil^iii;< 
H'oni  liroftd  Htj^'ct 

I'llUip, 

Their  Descriplion. 

Wiether  Drain 

from  theiu 
piisse.s  under  the 
House. 

Ventila- 
tion. 

"Where 
situated. 

i 

How  nnen 
emptied. 

If  offensive  Iwfore 
the  Outbreak  of 
Cholera. 

General  State 
of 

premises. 

Complaints 
of  External  Nuisances, 
Gully  Hole^p 

"WTietlur  Smells 
worse  duriiiv- 
tbe  Xiglit. 
or  before  Opeuiuj 
the  House  or 

Sliep  in 
the  Morning. 

Cases. 

AVhat 
Part  of  the 
House. 

Occm)ation. 

How  wan>* 
slivpimt  ill  the 
Uoom  6</biv 
tbo  Attack. 

After  tho 
Death. 

Cases. 

Deaths. 

Striii'tni-al  Peeiiliarities  of  the  Street  as 
n'^":inls  \"eiililiition,  whether  Cases 
are  mure  numerous  opposite 
Gully  Gnitings, 

1 

fit  f'WO 

Uiiomiplrd 

'I'cn  KTWv  - 

1  Hiimt'iriitl,v  - 

In  a  covrtrnd  liiitt 
In  hack  yard. 

In  back  yard 

Waterel"set  - 

Dmin  passes  under 
front  kitehcn. 

Ciood 

In  baek  yard 

■ff's's  found 
empty  when 
wtirkmen 
vame. 

B.td       -  - 

Cannot  bcanswered,  inasmuch 
as  there  is  no  one  in  house. 

1 

Grocer's  wife  ifrom 
report). 

r  ■  ■ 

Tbo  Willi  r  pi|ii' 'v  bieli  supplied  the  closet  bad 
timhif  iiilii  never  been  used,  as  the  stop- 
eoi'K  Hns.sii  brill  (bat  the  workmen  could  not 
nuiv  il  ill  the  Irnst. 

l.ih'll">ll'' 

7,  Ih-Al,  Moor ; 
in  I'l'inil- 
Vlli'li'  it 
ill  nri'..!i.r 

Wuuvl;  III 

llilnl  ll'xir 
l)ui'k  .'1, 

Sfirlfiwdlcr 
niiiiiii- 

ftilfnoIiiiiUy  - 

In  a  nlftto  irlMtmi, 

parllji  covprcd 

ynrd. 

One  pOTwin  dmnk 
tvum  Ilrnndstn  i't 
pump,  bill  t,|ie 
flioli  ni  |j;ilii>iit 
did  drill);  rniin 
it. 

In  back  yard 

A  pan  cleansed  by 
llu.Hliini;'jr  Ibrow- 
\nz  paii-t  of  water 

(I'JWII. 

Drain  does  nut  pass 
under  their  house, 
but  tliroutfb  n 
hoiiBf  in  "Silver 
Street. 

Good 

In  backyard 

Ficquentli- 

Not  offensive 

Tolei-ably  good 

Slaughter-house  in  front 
smells  so  bad  that  they  can- 
not keep  the  windows  open. 

Smells  worseinthe 
evening,  wlu'n 
they  eleansi-  the 
sla  ugh  ter-h  01  Lv  e. 

1 

1st  floor  hnek 

Sehoobni.'Jl  iv.-is  - 

Oul.v  liei-self  - 

ni.M    ■  - 

Tivo    eases,  a 
1  sliuomnkcr  and 
.voimg  woman. 

Doth  ix-'coveiTd 

The  |)!ilient  Ibat  dii-d  of  cholera  waa  so  ex- 
trenirlv  ili'^^lihile  that  a  woman  iu  tho  same 
hoUM-'wlii-  n-lieved   b.>r  iieeessities   is  of 
opiiiinii,  Ihiil  s!i<'  died  nmrc-  IVnin  ileslitnl  um 
tbiin  i'liflcni,    A  stable  is  under  IIh-  .sunn' 
mof  wliero  tbe  wiiter  is  kepi.,  uiily  sliglilly 
partitioned  oil',  and  as  1  remarked  before,  tlio 
cistern  is  only  partiaUy  covered. 

3 

H;  f  wn 
IdU-lii'liH, 

Q  Iiiiiintf?)!  - 

a  I) not* 
iiiulicr. 

Hii(nci('iit.i.v  - 

In  a  Imit  (-(ivt'i-i'd 
In  IIki  back  kit- 
C'liL-n. 

Until  j)[i(i(fii1'>ili-nnU 
IVonilli'ondSlritot 
pump; 

In  iwekj  ni  d 

A  pan  cli'iinscd  by 
llii-jbitir- 

Drain  pxsses  \indcr 
tlie  lion*ic. 

Good 

In  back  yard 

Frc(HR>ntIy 

Xot  offcuaive 

Tolerably  fair 

The  slaujrbtei'-house  smells  so 
bad  fi-.jni  i  to6  in  the  moni- 
inif,  thiit  <he  inmates  are 
obliKcd  to  close  their  win- 
dows ;  also  during  the  sum- 
mer they  were  often  obliged 
to  shut  the  shop  door  in  tho 
day. 

-      .  . 

One  WHS  a  l)ont- 
niaker,  and  tbo 
other  kept  a  toy 

Doth  slept  iu 
the  sinno 
t\>om. 

Hull!  illinl. 

\ 

Icit.'licN. 

IS  Itiiiinlcs  - 

llfKjtmfiliiT 

KiilIlcIiiiLly  - 

In  Imck  ynrd  in 
11  covered  utoiit! 
fhtt'rn. 

Drank  from  l{r«ad 
Sli'cet  puiij[i. 

In  liat'k  yard 

A  pan  eleansod  by 
llushiiis. 

Drain  passes  uiidor 
the  house. 

Good 

In  baek  yard 

Frcfineutly 

Not  offensive 

Very  good 

^Vitncssdoes  not  liko  to  speak 
of  nuisanee-i  lor  fear  of  dis- 
phwing  the  landlord. 

Just  took  awny  a 
eartlo:iii  ni'  l■n\l^' 
dniK,'  tlii>  nmrii. 
iiig. 

-    •  ■ 

Two  eases  - 

Ueeoveml 

The  li.ii.lniaker  nlllrined,  that  bn  hai'  two 
(■airs  ni'  ,  h.,/ri;i  ill  Ills  bnnse.  and  tbat.  be 
fUivil  bulli  linnsr!l\  williiint.  ealliiiiT  in  (In- 

[INviisliUle  '    :niv    iiirdi.Ml     liiiili,  ilnubtiii!,' 

Wlletbre  il   K  m  ■!  .  .  Im.'.'i  .i      1  I'lH  il   Irr 

tbe  \\'-m\  nlM,         ■,      ■                                   i     1  II' 

respcel ini,  Il  1    I            i   1 1 

to  alleinl  In  ■   ■!  "in  -  ^r.llll.,!l^ 

to  lie  ilnli  iii  .  .       I.I  ill.  il   iH  iu  liM>l  1  11  1., 

Lbi'  IiMiisr  ini.i    ■!  .     ..i.  .i    .11.    i>r  Ibeni  ;tl  tbe 

lejisi,  lull  111.  .1  1  '  i    1  ■  ■  ■  [.'Ill  iiii;  In  liiin- 

Ni-ll'lbe|-.'l"l,^  "1    li.iMin.  .  iin  ii  tlmni.   lie  MILS 

indnei'il,  L  Muppu.-<e,  In  LeII  an  iiiitrutli. 

\\ 

1  >:<('!; 
kll''1li'1l. 

II  liiiiiiid'M  - 

Siinioloiitly  - 

In  a  1'  ad  plsfoni 
rovorcd  in  Drst 
lloov  bnck. 

Vitness  ^vll■^  in 
tli(i  liabit  of 
chinking  from 
Hroad  SircoV 
pump. 

Pinit^  floor 

Waterclosct  - 

Drain  passes  under 
the  gateway. 

Good 

In  shop 

Fh 

quently 

Not  offensive 

Verj-  fair 

When  the  wind  is  westward 
it  blows  till"  uoisnini'  smell 
fi-(im    Ihr  -i-iii-'litrr-briiise 

ii|iiiii  till  .    |.i   'I'liis 

witiii''--  1  ■  ■  ''"m- 
liliiin!  :i-  I  il.  i.'ii-  Mui-  as 
to  tbf  iliiii-  ;  ill.'  ;.oiii-  brew- 
ing is  ■'■■nd  liy  tho  workmen 
ti>  <'nuu'  si>  t  liiek  as  to  be 
eajKibk'  <if  cutting. 

One    ca»p,  a 
wheelwright  I 

Itecoverid, 

!> 

Hi  cortUr; 
111  luioK 

(1  iiiinnU'H  - 

Ttilli.r  -  . 

Hiilllcii'iiUy  - 

In  It  covered  luitt 
ill  iiiick  yiird. 

Dmiik  oeniwiimnlly 
ft'oni  llriail 
Street  pmnii. 

In  baek  .viirtl 

Pnii  clcriiisul  liy 
liieniis  ur  Itru.^lii  s 
mid  pitilsoi' Wilier. 

Passes  tbrouirh  the 
house. 

Good 

In  baek  yai-d 

Frc'iuently 

Not  oftensivo 

Good 

"\^■itncss  romplains  of  tho 
slauKliter-hotiso  in  front  of 
the  house. 

2 

One    in  'Jud 
floor  fmnl, 
and  another 
llrst  lloor 
buck. 

One  !i  euriii'nler'-i 

wil'r.    Ibe  ..llu-r 

was  in  Hie  wine 
t  rade. 

Fivo    in  the 
carpenter's 
wile's  room, 
and  three  in 
tho  other. 

Ilxlll  illcil. 

- 

- 

(J 

liiii'k 

klhlK'll. 

lliinimh-H  - 

t'liU'i'L'-iioiiNo 

SHillctciiUy  . 

In  11  cfiviwd  Htono 
eiHtorii  in  llio 
biu'lt  ynrd. 

Inbnekynrd 

Pan  plenntied  by 
jliishing. 

Di-ain  passes  through 
tile  passage. 

Good 

In  baek  yard 

Frcciuently 

Not  offensive 

Good. 

- 

- 

Si  mil. 
iVoiil, 
l.llHu'ii. 

];!  Iniiiiiti'H  ■ 

IliHilinnltor 

Sumoiciilly  - 

!u  n  fovcrctl  liull; 
in  tlio  buck  kiU 
rlieii. 

DmA  ri'oni  I'road 
Htiwt  |jinii|i. 

In  ivowi  uvea, 

Pnn  oloansed  by 
Hushing. 

Dniin  passes  ft'om 
one  vault  to  the 
otlier,findeni|)tics 
into  II  rev-ipool 
wliieli  smclia  oeea- 
sionally. 

Good 

In  ft-ont  area 

Fmiuently 

Smells  occasioiiaUy 
when  emptied, 
and  this  fiveviom 
to  tbo  outbreak 
of  cholera  iu  tlie 
district. 

Good  - 

Complains  of  bad  smells  from 
tlie  grating  iu  front. 

At  times  in  the 
evening- 

Tliey  occupied 
the  2ud  Iloor 
bai'k  as  well 
SIS  front. 

Shoemaker.  bis 
wife,  and  two 
cliildreii. 

All/oni-dlcd- 

Two  eaici  ■ 

Ilotli  stmimdat 
tlio   time  of 
thlK  report. 

]|  appeai'H  Lliai  tliis  wni  tbe  third  house  (in  tlie 
order  oftueeeHSion)  which  wa^t  attacked. 

Hi  twn 

in  liiniiilcH  - 

Siillirii'iilly  - 

Ill  IV  covered  Imlt 
In  Irnck  kilc1iL>ii. 

In  baek  .yard 

Pan  olcnnacd  by 
Hushing. 

Drain  passers  under 
the  ft-ont  kitoben, 
which  occasionally 
smells. 

Good 

In  back  yard 

Frequently 

Smells  when 
emptied. 

Good  - 

Complains  of  bad  smells  from 
thi'  grating  in  tho  front,  and 
from  the  slaughter-bou^e. 

1 

2nd  floor  baek. 

A  pniiiler 

Four  slept  in 
tho  room. 

Dl.'il. 

M  M 
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No.  of 
Room.s  ill 
House. 


No.  of 
Inmates  in 
House. 


Binployineiit 
of 

Jjundlord. 


Ke  CESS  ARIES. 


Sumciently 
supplied. 


If  in  tlio  Habit    ,,  _ 

of  Driiikiiiff  Where 

from  Jlrona  Street  j|  situated. 
Tump. 


Their  Dosci-iption. 


U;  two 
kitchens. 


£5  inmates 
of  these  2 
oo«upicd 
the  back 
kitchen, 
and  1  the 
front. 
3  initmto^  - 


l'ri\'ato  Iftdy 


Clerk  of 
pni-is)). 


Eating-house 
keeper. 


Commissioners'  OBicgs  for  Paving. 


11 ;  two  G  inmates  -  Carver  and 
kitchens.  gilder. 


Public  batlis  and  wash-houses. 


13;  one 

back 
kitchen. 


Empty 


11;  one 
kitchen. 


15  inmates  - 

17  inmates  - 
3  inmates  - 
0  inmates  - 


Blacking 
manufac- 
turer. 

Breeches- 
maker. 

Bricklaj-er  - 
Publican  - 


SuOIciently 


SuOlcicntly  - 


Sumciently  - 


SulDcioutly  - 


Sufficiently 


In  covered  buUs 
in  back  yard  and 
stairs. 


In  a  composite  ris- 
toni  in  hack 
cellar. 


In  covered  stono 
cistern  hi  hauk 
wash-houso. 


On  leads,  in  a  co- 
vered lead  cis- 
tern. 

In  a  covered  stone 
cistern  in  ba<'k 
yard. 


In  a  brick  cistem 
at  the  bottom  of 
the  kitchen 
stairs. 


One  in  a  covcnil 
stone  cistern,  in 
the  back  kitchen, 
and  anotlier  in  a 
butt  in  the  back 
yard. 

In  a  tank  in  tlic  ! 
back  yard.  | 

One  in  si  covered 
slato  cistern  in 
back  yard,  and 
another  in  a butt 
in  the  back 
kitcheu. 

In  covered  butts ; 
one  in  back  yard 
and  one  in  back 
kitchen. 

In  back  yard  in  a 
covered  butt. 


A  patient  drank 
from  Broad 
Street  ])unip. 


I  In  front  eel- 
laa'. 


All  that  died  di-ank 
from  BroadStrcet 
pump. 

All   di-ank  from 
Broad  Street 
pump. 


In  hack  kitchen  in 
a  covered  butt. 

In  a  lead  cistern  in 
back  yard. 

In  covered  stone 
and  lead  cisterns 
in  back  yard. 


Drank  from  Iiroad 
Street  pump. 


Below  first 
Uoov  stfui-s. 


In  backyard 


In  back  yard 


In  back  yard 


In  back  yard 


In  backyard 


In  back  yard 


On  the  pas- 
sago  lloor. 


In  back  yard 


Pan,  water  laid  on 


Pan  supplied  by  a 
waste  pipe. 


\  pan  supplied  by  i 
waste  pan. 


Pan  cleansed  by 
flushing. 


■\Vliether  Drain 

from  them 
passes  under  the 
House. 


The  pan  cleansed  by 
flushing. 


Pan  cleansed 
flushing. 


Pan,  M'aterlaid  on  ■ 


Privy  supplied  by  a 
waste  pipe. 


Pan  supplied  by  a 
waste  pipe. 


Pan  suppHodbv  waste 
pipe. 


Drain  passes  under 
the  house. 


Drains  pass  imder 
the  house. 


Drain  passes  through 
the  house. 


Drain  passes  under 
the  house. 


Drain  passes  under 
the  house. 


Drains  pass  imder 
house. 


Drains  pass  under 
house. 


Ventila- 
tion. 


Good 


Good 

Good 
Good 
Good 


"Where 
situated. 


How  often 
emptied. 


If  offensive  before 
the  Outbreak  of 
Cholera. 


t?i  back  ocl- 
lai-. 


back  wash 
liouso. 


They  have 
no  dust,  all 
beinp;  con- 
sumed. 
:i  hack  yard 


1 1  back  jard 


I  n  back  yard 


n  back  yard 


n  back  yard 


II  backyard 

n  back  kit- 
chen. 

n  back  ccl- 
Uir. 


Frequently 


Frequently 


Frequently  ■ 


Frequently  ■ 


Frequently  ■ 


Not  offensive 


Not  offensive 


Not  offensive 


Not  offensive 


Frequently  -   Not  offensive 


Frequently  ■ 
Frequently  • 


Frequently  - 

Frequently  - 

Frequently  - 
Frequently  - 
Frequently  - 


Not  offensive 


Not  offensive 
Jfot  offensive 
Not  offensive 


GEXERAi  State  of  Buildings. 


General  State 
of 

Premises, 


Complaints 
of  External  Nuisances, 
Gully  Holes,  &c. 


AVlicther  Smells 
worse  during 
the  Nijjht, 
or  before  Opening 
the  House  or 

Shop  in 
the  Morning. 


Good. 

Good 
Good 
Good 


Complains  of  smells  from  next 
door,  No.  8. 


Publican  complains  of  a  urinal 
round  the  corner. 


CnoLERA  Cases. 


AVhat 
Part  of  the 
House. 


3rd  floor  front 


2  in  small 
house  inyard. 
and  one  in 
1st  floor  back. 


2nd  floor  front 


111  the  kitchen 


Occupation. 


How  many 
sleeping  in  the 
Koom  b^'orc 
the  Attack. 


Aft&r  the 
Death. 


A  picture  frame- 
maker's  wife,  a 
httle  boy,  and 
the  mother  of  the 
former,who  came 
to  nurse  her. 


A  pawnbroker, 
female,  and 
housekeeper. 


Tailor,  his  two 
children,  and 
another  child. 


A  breechcs-makcr 


Only  the  two 
boj's. 


Four  slept  in 
the  room. 


Three  in  one 
room,  and  five 
in  ariothor. 


Tvro  died ;  one 
recovered. 


AH  three  died 


Five  slept  in 
the  room 
whilst  the 
child  was 
lying  dead. 


Tlio  peraon 
(lied  in  Broad 
Street. 


DiAnnufEA, 


General  Rejlvrks. 

Structural  Pceuliaritics  of  the  Street 
regards  Ventilation,  whether  C 
are  more  numerous  opposite 
Gully  Gratings,  &c, 


Meases,  all  fro 
fnaht. 


A  painter  in  3rd 
floor  back  room, 


All  recovered. 


2  cases  on  the  1st 
floor. 


A  bricklayer. 


Itecovorcd 
Recovered. 


Four  persons  are  said  to  have  ditd 
in  this  house. 


The  patient  that  suffered  from  cho 
batned  M'hilst  heated. 


r 


of  Hi" 
Iloiiif'' 


No.  of 
JloomHln 

ilOUHC. 


l.'Ji  (inn 
rroiit 


No,  of 
InmatM  Iri 


IIri(;k]ttytT  - 
Cfllnnnmi  - 

^^llnU■ll\  limtriin'icnL  niakr.T'H 
12  liimntoH  -  Iloot-difikcr 

1 1niiifili'i  -    I'ulillraii  • 


Bmijloyrn'ii' 


/rout 


7  lllllJ[lt''N  ■ 

liiniiitcH  • 
2.iiiinirili.H. 


{'onoliiiiiiltcr 


Siifllcl'-ridy 
nujiitlicd. 


Whprc  kojil. 


Ifintlu.li..,bit 


rkMlioi). 
Hunidciit 


Hunieloiil 
SiilTlcloiil 


In  front  iirfa  anil 
bnt'k  kitclK'n,  lit 
hUiiwc\Hli-rn  and 
Ijutt  covtTce 


In  II  covorfd  U-iul 
ciHtdni  In  tllo 
ln«:k  yard. 


In  a  rf)von;il  tank 
In  bux^k  kiL<.-li(.-ii. 

In  «loii«  oiHtcms 
p^VfTed  in  li;i('k 
j'srd  and  eolliir. 

A  pnnip  In  hnki<- 
lioiiHO,  anil  a 
ooviTi'd  nlalu 
oiHU-rn  In  bock 
yard. 

A  (.'oviTfil  trink  In 
front  uOIar,  nnti 
a  piim[)  111  hack 
kltelion. 

In  a  covoml  butt 
\n  batik  yard. 

In  buck  yard 


III  a  fOviTi^d  butt 
in  yard,  and  cIh- 
tvni  in  front. 


In  coviTud  c'iMtcrn 
in  back  yin-d. 

In  an  nnrovoroil 
li'ailcn  ciHlcrnin 

J'roiil.  in'i'Ji. 


In  onvirod  wtono 
oinlKrii  in  Imck 
yard. 

In  ba(!l;klli'lipn  in 
ft  covered  stono 
'  ulstoni. 


111  a  I'ovpriid  load 
ciMli-rn  inyiird. 


In  a  o(iV(>rcd  lank 
in  yard. 


Drniikfroni  flroad 
Hlrijot  inimp. 


Drank  a  trilling 
(pmntity  from 
llrimd  Street 


Tlii-ysciit  toRroad 
Sirt'ct.  iiump, 
and  were  all  ill 
fi-iim  drinkbit; 
(In;  water. 

Sent  oconflinimlly 
to  IJroad  Street 
pnmp. 


Sunt  to  Broad 
Street  pump. 

Dnmk  occaiionnlly 
from  Ui-oau 
Street  pump. 


Sent  for  Hrond 
Street  pump 
water. 


Snnt  for  Broad 
Street  pump 


Where 
situntcd. 


In  yard 

In  yard 
In  yard 

In  yard 

In  back  Ii 
clien. 

In  yard 
Inyurd 
In  yard 


Oil  basnment 


Their  Description. 


Whether  Drain 

from  them 
p3S!ieH  under  the 
House. 


Pan.  Huppltcd  by  a 
wastv  pipe. 


Pan,  cli-anscd  by 
liuahing. 


Pan,  cleansed  by 
llushiuK- 


Pan,  water  laid  on 


Pan,  l)y  flushing  - 
Pan,  water  laid  on  - 
Pan,  water  laid  on  - 

Pan,  water  laid  on  - 
Pan,  from  waste  jiipe 


Pan,  Hiipplicd  by  a 
waste  pipe. 


Pan,  elcnnscd  bv 
means  of  flusliiiiK. 


Pan,  cleansed  by 
moans  of  flushing. 


Pan,  cleansed  by 
llusliing. 


Drain  pas.-ses  under 


TcottU- 
t  ion- 


Good 
Good 


Good 
Good 


Good 
Good 
Good 


laftontaica  Fr.!qucmly 


Hiw  often 
emptied. 


In  backyard 
In  back  yard 


In  yard 

In  front  oel- 


In  a  tub  in 
the  yard. 


In  yard 

In  yard 
In  yard 
In  yard 

In  yard 

In  ft*ont  area 


In  yard 


In  yard 


^winently 

Fn>quGnt]y 

Pn^quently 
Frequently 

Frequently 

Fn^ucntly 

Fri'qiiently 
Frequcutly 
Fn-qucntly 

Fr>.qucntly 
Fr.^uently 

Frociucntly 


Fi-equcntly 
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Gexeicu.  State  op  Buildings. 


Gcucial  State 
lYcmises. 


Good. 
Good. 


Good. 
Good 


Good. 
GiH.d 
Good 

Good 
Good 

Good. 


Was  very  bad, 
but  beiiiK 
lately  done 
lip,  is  uiuclt 
better. 


Good 


ComplninU 
of  Extcmal  Nuisances, 
Uully  Holes,  Ac 


Complains  of  a  largo  and  open 
dust  hole  belonging  to  the 
next  house 


Complains  of  a  bad  smell  from 
the  drain  hole  in  area  close 
by  the  water  butt. 


Whether  Smells 
woRso  ilurinsr 
the  Ninht. 
or  bcfuro  Upi-iuiic 
the  House  or 

Shop  in 
the  Morning. 


C»oi.ERA.  Cases. 


What 
Part  of  the 
House. 


1st  floor  back 


One  in  3d  flnor 
front,  another 
in  ad  floor 
hack,  and  a 
third  in  2d 
floor  front. 


1  case, 
a  ser- 
vant 

out  of 
the 

house. 


Ocouiution. 


Tin  plato  worker 


Ilovr  mikixy 
tlccpiive  in  iho 
ttoinn  o<ft»rf 
the  Attnck. 


Fniir  slept  hi 
tho  room. 


Died  nb  Mid- 

dlpNOX  Il08' 

pital. 


I  former  dlod( 
1  riTovered. 


General  Remarks. 


Structural  Po' 
regards  Vei 


■itics  of  tho  Street 
ion,  whether  Cases 
iierous  opposite 
ratings,  &c. 


Two  rastvt  lu  2d 
floor  front, 


Until  iwrivercd. 


All  tho  houses  In  that  part  of  Marshall  Street 
which  fiieivi  Cnwpu  Chapol  havo  been  on- 
tlroly  troo  both  ft^m  dlan  hooa  and  cholera. 


This  man  was  a  drunkard  i  lio  had  a  tight  tho 
day  hfiforo  hU  illiiosH,  wlillHt  ho  was  In- 
ebriated. U  In  Hupposed  that  ho  diod  of 
tliobriilHesontliohuad  recelvod  in  tho  flght. 


K  XT 
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Wateh. 


yo.of  I     No.  of     I  Eiiipl'>""f »t 


/lOjtlireoj  10  inmates 
I  kitchens.  I 


GrcouKrroccr 


;  one 
front 
I  kitcheu. 


45  anil  10,  St.  James',  "Westminster,  boys'  scliool-room. 

15;  oue  IC  inmates  -  I  TTiiknoMii  -  SiUBcicnt 
l;it<;Iien. 


SuHioiontly 
supplied. 


"Where  kept. 


In  covered  leaden 
cistern  in  back 
yard. 


If  ill  tlie  Habit 
of  Dnnkiii?; 
fi-om  liroail  Scroet 
Pump. 


Seijfc  for  Broad 
Street  immp 
M'utor. 


In  covered  stone  gent  for  Broad 
cistern  in  back  Sti'eet  pump 
area.  water. 


The  slaugbtcr-bonses. 

11;  one    15  inmates 
front 
kitchen. 


Private  lady 


Private 
person. 


Private  lady 


Piivate  lady 


Piivate  lady 


Water  has  to 
by  sent  for 
when  rc- 
qidred. 

"Water  lias  to 
be  sent  for 
when  re- 
quired. 

A  pump  in  the 
passage. 


In  back  kitcheu  in 
a  covered  butt. 


In  back  yard  in  a 
leaden  cistern. 


In  front  area  in  a 
tank. 


In  covered  tank  in 
back  yard. 


In  a  covered  butt 
in  back  yard. 


Sent  oceo-sionally 
for  Broad  Street 
pump  water. 


Sent  occasionally 
for  Broad  Street 
puDip  water. 


Sent  occasionally 
for  the  Brcid 
Street  pump 
water. 


Sent  for  Broad 
Street  piunp 
water. 


NliCESSAKIES. 


Their  Description, 


"Whether  Drain 

from  them 
l)asses  under  the 
House. 


Under  tbo 
street  door. 


Uni'.rr  the 
street  door, 


At  tho  bot- 
tom of  the 
kitchen 
staii'!!,  and 
also  on  2il 
Hour. 


Pan  clejinsed  by 
flushinB. 


Pan  eleansoil  by 
flushijig  and  v/aslc 
pipe. 


Pan,  water  laid  on 


In  bad;  yard   Pan,  water  laid  on  - 


On  pround 
lioor. 


Opposite  the 
street  door. 


In  yard 


In  yai-d 


Pan  cleansed  by 
ilushinij. 


A  pan,  by  flushing  ■ 


Pan,  by  flusliins 


Pan  .supplied  by 
means  of  flushint^. 


Pan  supplied  by 
means  of  waste 
pipe. 

Pan  suiJplied  ft-om 
waste  pipe. 


Ventila- 
tion. 


Drains  pass  under  - 


Di-ains  pass  under 
street  door.  No 
smella  iiotv. 


Drains  pass  under 
the  door,  and  smell 
occasionally. 


Drains  smell  under 
the  passage. 


Drains  pass  xnider, 
but  no  smells  arise 
therefrom. 

Drains  pass  under 
tho  house. 


None 
whatever. 


None 
iVhatever. 


Pretty  well 


"Where 
situated. 


How  often 
emptied. 


If  ofTenaive  bcfoi  o 
the  Outbreak  of 
Cholera. 


In  yai'd 


Ii :  back  yard 


taken  to 
the  slaugh- 
er-house. 


3]ho  dust  is 
hrown  into 
he  street. 


IJliG  dust  is 
brown 
uvay. 


T\^e  dust  is 
ihrowninto 
he  slaugh- 
er-house. 


m  yard 

1 1  back  yard 


Frequently  -   Not  offensive 


Fi-eq\ient]y 


Frequently 


Frequently  ■ 


Frequently- 
FrequentTj'  ■ 


Not  oiFensive 


Not  offensive 


Generai.  State  op  Bcildings. 


General  State 


j^'ot  good 


Not  good 


Pretty  fair 


Pretty  well 


Complaints 
of  External  Nuisances, 
GiUly  Holes,  &e. 


Complains  of  a  drain  in  front 


Complains  of  bad  smells 


Bad  smolls  from  the  slauglitei 
house. 


Complains  of  bad  smells  from 
the  slaughter-house. 


Complains  of  bad  smells  fi'Om 
tho  slaughter-home  and 
tripe  houses. 

Complains  of  the  watercloset 
being  so  clg^se  to  the  room  in 
which  witness  sits,  and  also 
tho  tripe  shop. 


This  street  wa3  visited  and  Tabic  prepared  by  tho  samo  gentleman  who  did  pavt  of  Silver  Street. 


Cholera  Cases. 


"nimt 
Part  of  the 
House. 


Two  in  the 
back  kitchen, 
and  a  third  in 
2d  floor  back. 

1st  floor  front 


1st  floor  front 


A  goldbeater  and 
his  wile  (both 
died,)  and  a  pic- 
ture restorer  that 
recovered. 


A  man,  a  servant, 
and  a  char- 
woman. 


A  saddle  maker 


A  barber's  wife 


An  old  lady  ■ 


How  many 
sleeping  in  the 
Room  it/ore 
tho  Attack. 


Four  slept  in 
the  room  that 
tho  goldbeater 
occupied. 


Fivo  slept  in 
tho  room. 


Two  slept  in 
tlie  room 
with  him. 


Oifly  her  hus- 
band slept 
M'ith  her. 


yifter  the 
Death. 


Five  slept  in 
the  room 
whilst  an 
infant  lay 
dead. 


Two  slept  in 
tho  room 
wliilst  he 
lay  dead. 


Tivo  fci-nier 
'tiled ;  the  ad 
recovered. 


Shil-t  maker 
died  at  Idid- 
dlcsei  Hos- 
pital; all  the 
lour  ehildn  u 
ditd. 

Tho  man  died; 
the  servant 
died  iit  Jlid- 
dlfspx  Hos- 
;  tho 
dm- woman 
rti<d  at  the 
Ifree  Ilospi- 
Cal, 


DiAimncE.v 


Genehai,  IlEauRitg. 


Structui-al  Peculiarities  of  the  Sticet  as 
regards  Ventilation,  whether  Cases 
are  more  numerous  opposite 
Gully  Gratings,  &c. 


A  female  had 
diaii'ha'a. 


A  little  boy  on 
2d  floor. 


Bootmaker  and 
his  wife  had 
diarrlnjoa. 


A  woman  on  2d 
floor. 


A  !a.sfcmakerlind 
diavrhoja. 


Au  old  woman, 
Ist  floor  front, 
had  diarrhcea. 


Both  recovered. 


Died  tlicrcl^'om, 


i 


